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ABSTRACT 

This quarterly publication announces the availaility 
of instructional materials acquired and processed by the Educational 
Resources Information Center (ERIC) Clearinghose on Vocational and 
Technical Education. It should be of particular interest to 
teachers, curriculum specialists, supervisors, and administrators 
involved in curriculum development or the use of instructional 
materials in the teaching- learning setting. Each abstract, a 
condensation of the report in about 200 words, usually includes the 
means used to develop the material, the setting for use of the 
material, and source of available copies. Author, subject, and 
document number indexes provide entry to the abstracts. Most of the 
documents which have not been announced in "Research in Education" 
are available as a separate microfiche set from the ERIC Document 
Reproduction Service as ED 063 502. Others are available from the 
source identified in the abstract. (CD) 
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MISSION OF THE CENTER 



The Center for Vocational and Technical Education, an independent 
unit on The Ohio State University campus, operates under a grant from 
the National Center for Educational Research and Development, U.S. 
Office of Education. It serves a catalytic role in establishing consortia to 
focus on relevant problems in vocational and technical education. The 
Center is comprehensive in its commitment and responsibility, multidis- 
ciplinary in its approach and interinstitutional in its program 

The Center’s mission is to strengthen the capacity of state educational 
systems to provide effective occupational education programs consistent 
with the individual needs and manpower requirements by: 

» Conducting research and development to fill voids in existing knowl- 
edge and to develop methods for applying knowledge. 

• Programmatic focus on state leadership development, vocational 
teacher education, curriculum, vocational choice and adjustment. 

• Stimulating and strengthening the capacity of other agencies and 
institutions to create durable solutions to significant problems. 

• Providing a national information storage, retrieval and dissemination 
system for vocational and technical education through the affiliated 
ERIC Clearinghouse. 
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PREFACE 



Finding and using relevant information frequently is a major 
task for curriculum specialists, teachers, administrators, and 
students. The Center for Vocational and Technical Education 
is dedicated to making useful and vital information accessible 
so that educators may use it to improve school practice. 

The Center quarterly assembles, under one cover, instructional 
materials relevant to the field of vocational- technical education. 
Abstracts of Instructional Materials in Vocational and Technical 
Education (AIM) is presented in the form of collections of 
abstracts of documents from all areas within this field. 

AIM abstracts are designed especially for teacher or student 
classroom usage. The current information provided will also 
benefit educators directly related to classroom instruction and 
all who need access to contemporary instructional materials 
development. 

We are indebted to our colleagues within the profession 
for providing us instructional materials as they become 
available. We also appreciate the contributions of instructional 
materials laboratories, local school systems and professional 
associations such as the Vocational Instructional Materials (VIM) 
section of the American Vocational Association. Members of the 
profession are continually encouraged to forward instructional 
materials for possible inclusion in future issues of AIM to the 
Acquisitions Specialist at The Center. 

We hope that this publication will prove valuable to you 
in your particular educational endeavors. 

Robert E. Taylor 
Director 

The Center for Vocational 
and Technical Education 
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INTRODUCTION 



This volume of AIM ( Abstracts of Instructional Materials 
in Vocational and Technical Education ) has two major sections : 
resumes containing abstracts and indexes. 

Each abstract presents information about a document's 
content to help you to decide if you want to read the full 
text of the document. The abstract is part of the resume 
which provides information about the document, its source 
and availability. Abstracts are arranged in ascending 
VT-number order. A sample resume, following this 
Introduction, is explained in detail. 

The in dexes help you to locate the abstracts by page 
numbers and VT numbers. These indexes are: Subject Index, 

Author Index and Conversion of Document Number Index. Index 
terms used in the subject index are ERIC descriptors. Each 
document has been assigned several of these descriptors; 
therefore, each document title appears in the subject index 
several times. 

The full texts of documents are available from the 
original sources or from the ERIC Document Reproduction 
Service (EDRS) as microfiche or xerox reproductions. Ordering 
information for AIM and EDRS reproductions is provided in a 
following section. 
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SUBSCRIPTIONS TO AIM 



Abstracts of Instructional Materials in Vocational and Technical Education 
may be ordered by subscription at $11.00 for one year; $18.00 for two years; 
and $27.00 for three years. AIM has been published quarterly since the Fall 
of 1967. Back subscription orders are available beginning Fall, 1968. 

When ordering a current subscription, indicate the volume (Volume 5 = 1972) 
and issue number with which it is to begin. 

In ordering back issues, specify the year and quarter (Fall, Winter, Spring, 
Summer) for beginning the subscription. 

Order from: AIM 

The Center for Vocational and Technical Education 
1900 Kenny Road 
Columbus, Ohio 43210 



Individual Issues Not Available From The Center 



Individual issues of AIM are not available from The Center. They may be 
obtained in microfiche (MF-$0.65) or paper copy (HC-prices below) from EDRS. 
When ordering, always specify AIM; include ED number, date and type of 
reproduction desired: microfiche (MF) or paper copy (HC). 
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ORDERING THE FULL TEXT OF CITED DOCUMENTS 



All documents cited in this publication are available in their 
full text. Availability is by one of the options listed below: 



1. Original copy from publisher or supplier 

These documents have an availability listed in the resume. Often 
such documents are not available by any other means. 



2. Microfiche and hard copy reproductions 

Documents with ED numbers are usually available individually on 
microfiche ($0.65 a title) or paper copy (xerox - $ 3.29 per 100 
pages or fraction thereof) from: 

ERIC Document Reproduction Service (EDRS) 

P. 0. Drawer 0 
Bethesda, Maryland 20014 

Orders must specify ED number. A sample order form follows. 



3. Microfiche Sets 



Documents with VT numbers only are not available as individual 
microfiche, but most are part of VT-ERIC microfiche sets. 

A microfiche set contains all the documents announced in a 
single issue of AIM which are not available by one of the options 
outlined above. These documents are filmed continuously in VT 
number order, and each set is assigned a single ED number. 

VT-ERIC microfiche sets are available 

a. In any complete collection of ERIC microfiche. 

b. As VT-ERIC microfiche sets purchased individually. 

c. From institutions (e.g., state research coordination 
units) which have the VT-ERIC microfiche sets and are 
willing to provide microfiche duplicates of individual 
VT numbered documents. 

Since ED numbers are assigned after announcement in RIE, ED 
numbers for the microfiche set corresponding to this publication 
can be obtained from future issues of AIM and RIE. 



Prices of VT-ERIC Microfiche Sets 



Documents 
in Issue 


ED Number 


Price 


Documents 
in Issue 


ED Number 


Price 


Fall 1967 


ED 


013 


339 


$17.38 


Spring 


1970 


ED 


04l 


177 


$48.25 


Winter 1967 


ED 


015 


349 


36.08 


Summer 


1970 


ED 


042 


931 


52.75 


Spring 1968 


ED 


017 


746 


48.84 


Fall 


1970 


ED 


045 


856 


47.75 


Summer 1968 


ED 


020 


442 


47.08 


Winter 


1970 


ED 


049 


382 


34.76 


Fall 1968 


ED 


022 


971 


34.10 


Spring 


1971 


ED 


052 


390 


53.24 


Winter 1968 


ED 


028 


305 


36.74 


Summer 


1971 


ED 


053 


339 


43.56 


Spring 1969 


ED 


030 


770 


49.94 


Fall 


1971 


ED 


056 


238 


67.98 


Summer 1969 


ED 


032 


434 


75.46 


Vol. 5 


No. 1 


ED 


059 


407 


67.76 


Fall 1969 


ED 


034 


074 


62.04 


Vol. 5 


No. 2 


ED 


062 


563 


59.18 


Winter 1969 


ED 


037 


585 


51.26 


Vol. 5 


No. 3 


ED 


(See 


s VT 


54.78 



015 687, 
Sep *72 
RIE) 



(Prices effective June 1971) 



ERRATUM 

VT Oil 267, appearing on page 6 of AIM Fall 1971, 
is no longer available from the Bureau of Prisons. 



1 



ERIC DOCUMENT REPRODUCTION SERVICE 
LEASCO INFORMATION PRODUCTS, INC. 



BILL TO:. 



P.O. Drawer 0, Bethesda, Md. 20014 

rang reports 

ON-DEMAND ORDER BLANK 

SHIP TO: 



PURCHASE OROER NO. 



REPORTS TO BE ORDERED 



ITEM 


EO Number 


Number of Copies 
MF | HC 


PRICE 
(sat reverse) 


TOTAL 

PRICE 


1 




1 

1 


I 

1 


1 

1 


2 




1 

1 

1 


t 

i 


1 

1 


3 




1 

1 


1 

1 


1 

1 


4 




•— i 

1 

1 


1 

1 


| 

1 

| 


6 




1 

1 

1 


1 

1 


1 

| 


6 




1 

1 

i 


1 

1 

j - . 


1 

| 


7 




1 

1 

i 


1 

1 


1 

1 


8 




1 

1 


1 

I 

1 


1 

I 


9 




1 

1 

1 


1 

i 


1 

1 


10 




1 

1 

1 


I 

i 

1 


1 

1 

1 


11 




1 

i 


l 

1 


1 

1 


12 




1 

1 

i 


1 

1 

1 


1 

1 


13 




1 

1 


1 

1 

i 


1 

1 


14 




i 

1 

1 


1 

1 


1 

1 

I 


16 




1 

1 

l 


1 

l 


1 

1 

1 


□ TAX NUMBER 

□ DEPOSIT ACCT. NUMBER 

□ CHARGE (OVER $10.00) 

□ CHECK NUMBER 


SUBTOTAL 


1 

1 


TAX 


1 

1 




1 

1 

t _ _ 


TOTAL 


1 

1 



HOW TO ORDER 



To order ERIC REPORTS Include complete information ior Dll 
order form items. Please print or type all Information clearly. 

1. Complete "bill to" and "ship to" addresses. Be sure to 
complete "ship to" address if different from "bill to". A like 
"ship to" address may be completed as "SAME". Include zip 
code. 

2. Order by printing EO number In designated space. CO 
accession numbers are listed in Research in Education (RIE). 
RIE may be purchased from: Superintendent of Documents, 
GPO, Washington, O.C. 20402. 

3. Include number of copies (1, 2, 3, etc.) to be ordered In 
appropriate space. Use MF space for microfiche copies, use HC 
space for hard copy (paper). Check RIE for availability of 
document in MF and HC, 

4. Include price from the rate schodule. (Refer to price schedule 
on back.) Prices are also published in current issues of RIE. 

5. Some EO numbers represent a series of titles, and will be 
billed by titlo, not ED number. A list of applicable ED numiirs 
Is available. 

6. Extend number of copies and price for total price for each 
entry. 

7. Add Items 1 through 15 ond insert amount in "Sub-Total" 
box. 

8. Add state sales tax for Illinois and Maryland o~ check box 
and cite tax exemption number for Illinois and Maryland only. 
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V T 004 184 
LEACH, ALVIN 

SYLLABUS FDR PRE-VDCAT ION AL AND VOCATIONAL 
EDUCATION PROGRAMS FOR THE DISADVANTAGED. 

OREGON COLL. OF EDUCATION, MONMOUTH. TRAINING 
CENTER FUR TEACHERS OF MIGRANT AND 
DISADVANTAGED . 

MF AVAILABLE IN VT-ERIC SET. 

ED. 448G 

BOOKSTORE, OREGON COLLEGE OF EDUCATION, 
MONMOUTH, OREGON 97361 ($1.75) 

PUB DATE - 210CT66 69P. 

DESCRIPTORS - ^CURRICULUM GUIDES; ♦VOCATIONAL 

education; *prevocational education; teacher 

EDUCATION; ^CULTURALLY DISADVANTAGED; PROGRAM 
DESCRIPTIONS; VOCATIONAL REHABILITATION; 
PHYSICALLY HANDICAPPED 

ABSTRACT - THIS EXTENSIVE COURSE OUTLINE IS 
FOR TEACHER USE IN A COURSE FOR ADULTS OR 
COLLEGE STUDENTS WHO PLAN TO WORK WITH 
DISADVANTAGED PERSONS. IT WAS DEVELOPED TO ^ 
PRESENT INFORMATION ABOUT PRE-VOCATIONAL AND 
VOCATIONAL EDUCATION PROGRAMS. MAJOR UNITS 
ARE: (1) ORIGIN AND BACKGROUND OF VOCATIONAL 
EDUCATION, (2) THE ROLE OF THE SECONDARY 
SCHOOL IN VOCATIONAL EDUCATION, C3i 
VOCATIONAL EDUCATION AT THE POST HIGH SCHOOL 
LEVEL, (4) VOCATIONAL GUIDANCE AND 
COUNSELING, (5) VOCATIONAL EDUCATION FOR THE 
HANDICAPPED PERSON, (6) EMPLOYMENT TRENDS, 

(7) THE SEARCH FOR WDRK, AND (8) APPROACHES 
TO VOCATIONAL EDUCATION THROUGH INNOVATIVE 
PROGRAMS. THE MATERIAL WAS DESIGNED FOR A 30 
HOUR COURSE. THE --DOCUMENT IS MIMEOGRAPHEO AND 
INTERSPERSED UVJH MENTION OF OVERHEAD 
TRANSPARENCI.&S WHICH ARE NOT INCLUDED. 
SUPPLEMENTARY MATERIALS INCLUDE A 
BIBLIOGRAPHY OF 17 CURRENT REFERENCES. (EM) 




INSTRUCTIONAL UNITS ON AGRICULTURAL MARKETING 

principles; a developmental research project 

OF THE DEPARTMENT OF AGRICULTURAL EDUCATION. 

ARIZONA AGRICULTURAL EXPERIMENT STATION, 
TUCSON. 

MF AVAILABLE IN VT-ERIC SET. 

DEPARTMENT OF AGRICULTURAL EDUCATION, COLLEGE 
OF AGRICULTURE, UNIVERSITY OF ARIZONA, 

TUCSON, ARIZONA 85721 
PUB DATE - AUG69 105P. 

DESCRIPTORS - ^TEACHING GUIDES; *VOCATIONAL 

agriculture; ♦marketing; *economics; 

SECONDARY GRADES; COURSE OBJECTIVES; COURSE 

content; charts; graphs; tables; 

INSTRUCTIONAL MATERIALS 

ABSTRACT - PILOT-TESTEO IN FIVE VOCATIONAL 
AGRICULTURE CLASSES, THESE UNITS MAY BE USED 
BY VOCATIONAL AGRICULTURE INSTRUCTORS IN 
TEACHING THE APPLICATION TO AGRICULTURE OF 
THE FOLLOWING BASIC MARKETING PRINCIPLES: (1) 
MARKETING, (2) DEMAND, (3) SUPPLY, (4) 
ELASTICITY OF SUPPLY AND DEMAND, ANO (51 
PRICE DETERMINATION. THE UNITS, DESIGNED TO 
ENCOURAGE THE DISCOVERY APPROACH TO LEARNING, 
INCLUDE: (1) UNIT OBJECTIVES, (2) 
INTRODUCTION, (3) TEACHING-LEARNING 
ACTIVITIES, (4) ASSOCIATION OF EXAMPLES, <51 
FORMULATION OF PRINCIPLE, AND (6) STUOENT 



ACTIVITIES. NUMEROUS CHARTS, TABLES, AND 
SCHEDULES ARE INCLUDED. (GB) 



VT 010 551 

TIPS FOR TEACHING TEXTILES AND CLOTHING. 
RESOURCE KIT MATERIALS. HOME ECONOMICS 
CONTINUING EDUCATION. 

NEW YORK STATE EDUCATION DEPT., ALBANY. 

BUREAU OF CONTINUING EDUCATION CURRICULUM 
DEVELOPMENT. 

MF AVAILABLE IN VT-ERIC SET. 

PUBLICATION DISTRIBUTION UNIT, NEW YORK STATE 
EDUCATION DEPARTMENT, EDUCATION BUILDING, 
ALBANY, NEW YORK 12224. 

PUB DATE - 69 25P. 

DESCRIPTORS - ♦HDMEMAKING EDUCATION; RESOURCE 
MATERIALS; *1 N STRUCTI ONAL MATERIALS; 

♦TEXTILES INSTRUCTION; ♦CLOTHING INSTRUCTION; 
ADULT EDUCATION; TRANSPARENCIES 

ABSTRACT - DEVELOPED BY A COMMITTEE OF STATE 
EXTENSION STAFF, BUSINESS WOMEN, AND HIGH 
SCHOOL HOME ECONOMICS TEACHERS, THIS KIT IS 
DESIGNED TO AID TEACHERS OF ADULT TEXTILES 
AND CLOTHING PROGRAMS IN OBTAINING 
INSTRUCTIONAL MATERIALS* TOPICS ARE: (1) 
PREPARING AND USING TRANSPARENCIES, (2) 
DEVELOPING A LEARNING EXPERIENCE USING A 
TRANSPARENCY, (3) A MASTER TRANSPARENCY WITH 
OVERLAYS, (4) RESOURCE LIST DF TEXTILE ‘AND 
CLOTHING TEACHING AIDS, (5) SOURCE LIST OF 
FREE AND INEXPENSIVE TEACHING MATERIALS, AND 
(6) FORM FOR EVALUATING TEACHING AIOS. THE 
KIT SHOULD BE USED WITH "CLOTHING SERVICES 
TRAINING GUIDE" ( VT 013 908) AND "TIPS FOR 
TEACHING TEXTILES AND CLOTHING" ( VT 010 573), 
BOTH IN THIS ISSUE. (SB) 



VT 010 573 

TIPS FOR TEACHING TEXTILES AND CLOTHING. HOME 
ECONOMICS CONTINUING EDUCATION. 

NEW YORK STATE EDUCATION DEPT., ALBANY. 

BUREAU OF CONTINUING EDUCATION CURRICULUM 
DEVELOPMENT. 

MF AVAILABLE IN VT-ERIC SET. 

PUBLICATIONS DISTRIBUTION UNIT, NEW YORK 
STATE EDUCATION DEPARTMENT., EDUCATION 
BUILDING, ALBANY, NEW YORK 12224. 

PUB DATE - 69 53P. 

DESCRIPTORS - ♦HOME ECONOMICS EDUCATION; 
♦ADULT EDUCATION PROGRAMS; ♦TEACHING GUIDES; 
♦TEXTILES INSTRUCTION; ♦CLOTHING INSTRUCTION; 
BIBLIOGRAPHIES; CURRICULUM DEVELOPMENT; 
CLASSROOM ENVIRONMENT; TEACHER EVALUATION; 
INSTRUCTIONAL MATERIALS 

ABSTRACT - EFFECTIVE TEACHING TECHNIQUES ARE 
SUGGESTED FOR AN AOULT EDUCATION COURSE IN 
TEXTILES AND CLOTHING DEVELOPED BY THE BUREAU 
OF CONTINUING EDUCATION IN NEW YORK STATE. 

THE VARIOUS SECTIONS OF THE GUIDE CONCERN 
ESTABLISHING EFFECTIVE STAFF RELATIONSHIPS, 
UNDERSTANDING THE AOULT STUDENT, PLANNING THE 
TEXTILES AND CLOTHING CURRICULUM, GIVING 
INSTRUCTION, PROVIOING AN EFFECTIVE LEARNING 
ENVIRONMENT, ANO EVALUATING TEACHING 
EFFECTIVENESS. A SOURCE LIST OF TEACHING 
MATERIALS AND A BIBLIOGRAPHY ARE APPENDEO. 
COMPANION PUBLICATIONS, "TIPS FOR TEACHING 
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TEXTILES ANO CLOTHING; RESOURCE KIT" ANO 
"CLOTHING SERVICES TRAINING GUIOE", ARE 
AVAILABLE IN THIS ISSUE AS VT 010 551 ANO VT 
013 908, RESPECTIVELY. (BC) 



VT 010 770 

AUTOMOTIVE SERVICE OCCUPATIONS: A SUGGESTEO 
OUTLINE OF SERVICES ANO LEVELS FOR THE 
AUTOMOTIVE INDUSTRIES OCCUPATIONS. 

NEW YORK STATE EOUCATION OEPT., ALBANY. 
CURRICULUM DEVELOPMENT CENTER. 

MF AVAILABLE IN VT-ERIC SET. 

PUBLICATIONS DISTRIBUTION UNIT, THE STATE 
EDUCATION DEPARTMENT, ALBANY, NEW YORK 12224 
($.75) 

PUB OATE - 68 57P. 



ARE GAINING WORK EXPERIENCE IN LOCAL FARM 
MACHINERY DEALERSHIPS. THE FARM MANUALS 
INCLUOE PARTS CATALOGS ANO PRICE LISTS ANO 
SUGGEST STUOENT ACTIVITIES IN RELATION TO THE 
(1) PARTS DEPARTMENT, (2) SHOP SERVICE, ANO 
(3) EQUIPMENT SALES. THE MANUAL ON THE PARTS 
DEPARTMENT OISCUSSES THE ROLE OF THE PARTS 
MANAGER AND INVENTORY CONTROL. LEARNING 
ACTIVITIES IN THE SHOP SERVICE MANUAL 
INCLUOE: GENERAL CONSIDERATIONS FOR SALES, 
PRODUCT KNOWLEOGE, SALES RECOROS, AND TRAOE 
AGREEMENTS. THE TEACHER'S MANUAL IS AVAILABLE 
AS VT Oil 928 IN THIS ISSUE. (JS) 



VT Oil 928 

BUSINESS PRACTICES FOR AGRICULTURAL MACHINERY 
OEALERS! TEACHER'S GUIDE. 



DESCRIPTORS - *AUTO MECHANICS (OCCUPATION); 
TRAOE AND INDUSTRIAL EOUCATION; AUTO 
MECHANICS; MECHANICS (PROCESS); POWER 
MECHANICS; MOTOR VEHICLES; ^CURRICULUM 
GUI0ES5 ^COURSE CONTENT 

IDENTIFIERS - ^AUTOMOTIVE SERVICE OCCUPATIONS 



ABSTRACT - TRADE TEACHERS WORKING TOGETHER IN 
WORKSHOPS DEVELOPED AN OCCUPATIONAL ANALYSIS 
CHART FOR AUTOMOTIVE SERVICES, FIRST LISTING 
BASIC JOBS, ANO IN SEPARATE COLUMNS, LISTING 
JOBS REQUIRING ADDITIONAL EXPERIENCE OR 
TRAINING. FROM THIS CHART, THE SUGGESTEO 
OUTLINE OF SERVICES WAS OEVELOPEO AS A 
TEACHING GUIOE FOR VOCATIONAL TEACHER USE IN 
DEVELOPING PROGRAMS TO TRAIN STUOENTS IN 
GENERAL MAINTENANCE ANO REPAIR OF AUTOMOBILE 
SYSTEMS OR PARTS. THE OUTLINE INCLUDES*. (1) 
THE SYSTEMS IN AN AUTOMOBILE GROUPEO INTO 
SERVICE STATION, POWER PLANT, OR CHASSIS 
SERVICES, ANO LISTEO ACCOROING TO LEVEL OF 
COMPLEXITY, (2) THE TASKS INVOLVEO IN 

SYSTEMS, (3) KNOWLEOGE OR 
TO PERFORM THE TASKS, ANO (4) 
TEACHING THESE CONCEPTS. THE 
COVEREO IN 2 YEARS, USING 3 



SERVICING THESE 
CUNCEPTS NEEOEU 
SUGGESTIONS FOR 
MATERIAL CAN BE 
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VT Oil 882 

BUSINESS PRACTICES FOR AGRICULTURAL MACHINERY 
DEALERS. 

OHIO STATE UNIV., COLUMBUS. OEPT. OF 
AGRICULTURAL EDUCATION. 

OHIO STATE DEPT. OF EOUCATION, COLUMBUS 
AGRICULTURAL EDUCATION SERVICE 
MF AVAILABLE IN VT-ERIC SET. 

AGDEX 931/10 

OHIO VOCATIONAL AGRICULTURE, INSTRUCTIONAL 
MATERIALS SERVICE, THE OHIO STATE UNIVERSITY, 
2120 FYFFE ROAD, COLUMBUS, OHIO 43210 ($2.50) 
PUB OATE - 69 373P. 

DESCRIPTORS - *VOCAT IONAL AGRICULTURE; 

*AGR I CULTURAL MACHINERY OCCUPATIONS; 

SECONDARY GRADES; *WORK EXPERIENCE PROGRAMS; 
OFF FARM AGRICULTURAL OCCUPATIONS; COURSE 

content; job training; work experience; 

MANUALS; SALESMANSHIP; MANAGEMENT EOUCATION; 
*STUDY GUIDES? ^AGRIBUSINESS 



ABSTRACT - PREPAREO BY THE AGRICULTURAL 
EDUCATION CURRICULUM MATERIALS SERVICE AT THE 
OHIO STATE UNIVERSITY, THESE STUOENT MANUALS 
WERE DEVELOPED FOR AGRICULTURE STUOENTS WHO 



OHIO STATE UNIV., COLUMBUS. DEPT. OF 
AGRICULTURAL EOUCATION. 

OHIO STATE OEPT. OF EOUCATION, COLUMBUS. 
AGRICULTURAL EOUCATION SERVICE 
MF AVAILABLE IN VT-ERIC SET. 

AGDEX 931/10 

OHIO VOCATIONAL AGRICULTURE INSTRUCTIONAL 
MATERIALS SERVICE, THE OHIO STATE UNIVERSITY, 
2120 FYFFE ROAO, COLUMBUS, OHIO 43210 
( $1.50) . 

PUB OATE - 69 49P. 

DESCRIPTORS - ^TEACHING GUIOES; ^VOCATIONAL 
agriculture; ^AGRICULTURAL machinery 
OCCUPATIONS; SECONOARY GRAOES; *WORK 
EXPERIENCE PROGRAMS; *OFF FARM AGRICULTURAL 

occupations; course content; eoucational 
programs; job training; work experience 

ABSTRACT - PREPAREO BY THE AGRICULTURAL 
EOUCATION CURRICULUM MATERIALS SERVICE AT THE 
OHIO STATE UNIVERSITY ANO I NTENOEO FOR 
VOCATIONAL AGRICULTURE TEACHERS OF STUDENTS 
IN CLASSES WHO ARE GAINING WORK EXPERIENCE IN 
LOCAL FARM MACHINERY DEALERSHIPS, THIS 
TEACHING GUIDE PR0VI06S INFORMATION FOR THE 
TEACHER IN PRESENTING THE MATERIAL IN THE 
STUOENT STUOY GUIOES. THE STUOENT STUOY 
GUIOES HAVE BEEN PREPAREO FOR INDIVIDUAL 
STUOY DURING THE TIME ALLOTTEO FOR CLASSROOM 
INSTRUCTION. TO OFFER FLEXIBILITY IN THE 
INDIVIDUAL STUOY, THE WORK IS IN FOUR 
0 1 FFERENT MANUALS OR SECTIONS. THE SECTIONS 
ARE: (1) INTRODUCTION, INCLUDING THE 
SUPPLEMENT OF PARTS CATALOGUES ANO PRICE 
LISTS, (2) THE PARTS OEPARTMENT , (3) THE 
SERVICE SHOP, ANO (4) EQUIPMENT SALES. THIS 
OOCUMENT IS A REVISION OF VT 007 714 (AIM 
SPRING 1969) ANO MUST B6 USEO WITH THE 
STUOENT STUOY GUIOE, AVAILABLE AS VT Oil 882, 
IN THIS ISSUE. (GB) 



VT 012 778 
SHELL, VICKI 

MERCHANDISE INFORMATION. UNIT: LABELS ANO 
ATTACHED DESCRIPTIVE MATERIALS. 

KENTUCKY UNIV., LEXINGTON. INSTRUCTIONAL 
MATERIALS LAB. 

MF AVAILABLE IN VT-ERIC SET. 

OE 244 

PUB OATE - NO 40P . 

DESCRIPTORS - “^TEACHING GUIDES; *D I S TR IBUT I VE 
EOUCATION; ^MERCHANDISE INFORMATION; 



TT 



210 

TRANSPARENCIES; LEARNING ACTIVITIES; TEACHING 

techniques; consumer education 

ABSTRACT - PREPARED BY A HIGH SCHOOL 
DISTRIBUTIVE EDUCATION COORDINATOR, THIS 
TEACHING GUIDE IS FDR A UNIT DESIGNED TO 
ENABLE STUDENTS TO UNDERSTAND INFORMATION ON 

product labels and attached descriptive 

MATERIALS. INCLUDED IN THE UNIT ARE 
COMPETENCIES TU BE DEVELOPED, SUGGESTIONS FOR 
INTRODUCING THE UNIT, AND A UNIT OUTLINE 
BASED UN THE COMPETENCIES AND CONTAINING 
INFORMATION, TEACHING-LEARNING ACTIVITIES, 

AND SUGGESTED REFERENCES AND INSTRUCTIONAL 
MATERIALS. ALSO INCLUDED ARE SEVERAL 
TRANSPARENCY MASTERS, AND A BIBLIOGRAPHY OF 
BOOKS, PAMPHLETS, AND PERIODICALS. (SB) 



A I M/VOL 5 NO 3 

SALES DEMONSTRATORS AND CASHIERS. TOPICS OF 
CONCERN ARE: (1) RECRUITMENT, (2) SELECTION, 
(3) PATTERN AND DURATION OF TRAINING, (A) 
INTRODUCTORY TRAINING, (5) SALES SUPERVISORS* 
COURSE, (b) UN-THE-JOB TRAINING, (7) 

EDUCATION, (6) SUPERVISION ANU ASSESSMENT OF 
TRAINING, AND (9) CAREER DEVELOPMENT. THE 
NATIONAL INSTITUTE OF INDUSTRIAL PSYCHOLOGY 
(NIIP) SEVEN POINT PLAN, AN OUTLINE OF A 
TRAINING COURSE FOR SALES SUPERVISORS, AND A 
CHECK LIST FOR A REPORT ON SUPERVISORS OR 
TRAINEES ARE APPENDED. (GEB) 



V T 013 B77 
FRIDLINE, CLARENCE 

AN AID TU THE IDENTIFICATION OF 70 CROP AND 
WEED PLANTS. 



VT 012 779 

FANNIN, RAY M. 

FUNDAMENTALS OF SELLING. UNIT: NEED FOR 
MERCHANDISE INFORMATION. 

KENTUCKY UNIV., LEXINGTON. INSTRUCTIONAL 
MATERIALS LAB. 

MF AVAILABLE IN VT-ERIC SET. 

DE 240 

PUB DATE - ND 12P. 

DESCRIPTORS - REACHING GUIDES; *DI STRI BUTI VE 
EDUCATION; ^MERCHANDISE INFORMATION; 
SALESMANSHIP; MERCHANDISING; LEARNING 
ACTIVITIES; TRANSPARENCIES; TEACHING 

TECHNIQUES 

ABSTRACT - PREPARED BY A HIGH SCHOOL 
DISTRIBUTIVE EDUCATION COORDINATOR, THIS 
TEACHING GUIDE IS FDR A UNIT DESIGNED TO HELP 
STUDENTS UNDERSTAND THE NEED FOR ACQUIRING 
MERCHANDISE INFORMATION AND HOW TD USE IT IN 
DEVELDPING A SUCCESSFUL SALES CAREER. 

INCLUDED IN THE UNIT ARE COMPETENCIES TO BE 
DEVELOPED, SUGGESTIONS FOR INTRODUCING THE 
UNIT, AND A UNIT OUTLINE BASED ON THE 
COMPETENCIES AND CONTAINING SUGGESTED 
TEACHING-LEARNING ACTIVITIES, REFERENCES, AND 
INSTRUCTIONAL MATERIALS. A BIBLIOGRAPHY OF 
BDOKS AND TRANSPARENCIES IS INCLUDED. (SB) 



VT 013 868 

THE TRAINING OF SHOP AND FIELD SALES FDkCE 
SUPERVISORS. RECDMMENDATIDN 24. 

ELECTRICITY SUPPLY INDUSTRY TRAINING BOARD, 
LONDON (ENGLAND). 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - MAY71 22P. 

DESCRIPTORS - ^ELECTRICAL OCCUPATIONS; 
ELECTRONICS INDUSTRY; *SUPERVISORY TRAINING; 
TRAINING OBJECTIVES; *SALES OCCUPATIONS; 
FOREIGN COUNTRIES; MANAGEMENT DEVELOPMENT; ON 
THE JOB TRAINING; COURSE DESCRIPTIONS; 
PERSONNEL SELECTION; RECRUITMENT 
IDENTIFIERS - *CARE ER DEVELOPMENT; GREAT 
BRITAIN 

ABSTRACT - THE PURPOSE OF THIS SET OF 
STANDARDS FOR BRITISH INDUSTRY IS TO PROVIDE 
FOR THE TRAINING DF SALES SUPERVISORS OF 
SHOPS OR FIELD SALES FORCES WITHIN 
ELECTRICITY BOARDS CONCERNED WITH 
DISTRIBUTION, AND CONTROL DF STAFF, SALESMEN, 



OHIO STATE UNIV., COLUMBUS. DEPT. OF 
AGRICULTURAL EDUCATION. 

OHIO STATE DEPT. OF EDUCATION, COLUMBUS. 
AGRICULTURAL EDUCATION SERVICE. 

MF AVAILABLE IN VT-ERIC SET. 

AGUEX 100/40 

AGRICULTURAL EDUCATION CURRICULUM MATERIALS 
SERVICE, THE OHIO STATE UNIVERSITY, 2120 
FYFFE ROAD, COLUMBUS, OHIO 43210 ($.75: 

SLIDES AND SCRIPT $12.90) 

PUB DATE - 71 46P. 

DESCRIPTORS - *AGR ICULTURAL EDUCATION; *STUOY 
GUIDES; * PLANT IDENTIFICATION; *F I EL 0 CROPS? 
♦WEEOS; AGRICULTURAL PRODUCTION; AGRONOMY 

ABSTRACT - THIS ILLUSTRATED MANUAL WAS 
PREPARED PRIMARILY FOR STUDENTS FIRST 
STUDYING PLANT IDENTIFICATION AND CONTAINS 
DESCRIPTIONS DF 70 PLANTS GROUPED AS EITHER 
DICOTYLEDONS OR MONOCOTYLEDONS AND THEN 
ACCORDING TO FAMILIES. THE DESCRIPTION OF 
EACH PLANT INCLUDES A LINE DRAWING, COMMON 
AND BOTANICAL NAMES, AND STATEMENTS DF THE 
PLANT'S VEGETATIVE AND REPRODUCTIVE STAGES, 
LIFE SPAN, HABITAT, AND IMPORTANCE AS A CROP 
OR PROBLEM AS A WEED. RECOMMENDED REFERENCES 
INCLUDE "FUNDAMENTALS OF PLANT 
IDENTIFICATION; A STUDENT STUDY GUIDE?" 
AVAILABLE IN THIS ISSUE AS VT 013 912 AND A 
STUDENT WORKBOOK, "FUNDAMENTALS OF PLANT 
IDENTIFICATION" AND TWO SLIDE SERIES, "SOME 
FUNDAMENTALS OF PLANT IDENTIFICATION" AND 
"SOME COMMON CROP AND WEED PLANTS," WHICH ARE 
ALL AVAILABLE FROM THE SOURCE LISTED ABOVE. 
(SB) 



VT 013 B79 

CAMPBELL, RANDALL G.; CURTIS, SAMUEL M. 
MILK MARKETING FOR PENNSYLVANIA DAIRYMEN. 
STUDENT HANDBOOK. 



PENNSYLVANIA STATE UNIV., UNIVERSITY PARK. 
DEPT. OF AGRICULTURAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

TEACHER-EDUC SER 

THE PENNSYLVANIA STATE UNIVERSITY, DEPARTMENT 
OF AGRICULTURAL EDUCATION, 101 AGRICULTURAL 
EDUCATION BUILDING, UNIVERSITY PARK, 
PENNSYLVANIA 16802 ($1.25) 

PUB DATE - 71 B4P. 



DESCRIPTORS - *STUDY GUIDES; *AGR ICULTURAL 
PRODUCTION; ^DAIRYMEN; SECONDARY GRADES; POST 
SECONDARY EDUCATION; *AGR I CULTURAL EDUCATION; 
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♦MARKETING 

IDENTIFIERS - PENNSYLVANIA 

ABSTRACT - DEVELOPED BY AN ASSISTANT 
PROFESSOR AND A GRADUATE ASSISTANT IN 
AGRICULTURAL EDUCATION, THROUGH A GRANT FROM 
THE DEPARTMENT OF PUBLIC EDUCATION, THIS 
STUDENT HANDBOOK IS FOR USE IN PENNSYLVANIA 
HIGH SCHOOL AND ADULT CLASSES IN AGRICULTURAL 
PRODUCTION. CONTENTS ARE ORGANIZED FOR 
MAXIMUM PARTICIPATION OF CLASSES IN THE 
PROCESSES INVOLVED IN PRICING AND MARKETING 
MILK, INCLUDING UNITS ON: (II OAIRY 
PRODUCTION PRINCIPLES AND CONSUMER TRENDS 
RELATING TO MILK MARKETING, (2> PRODUCER 
INTERESTS IN MILK PROCESSING ANO MANUFACTURE, 
(3) DAIRY PRODUCTS, AND (4) FEDERAL, STATE, 
AND LOCAL AGENCIES AFFECTING THE FLUID MILK 
INDUSTRY. SELECTED REFERENCES AND A GLOSSARY 
OF MILK MARKETING TERMS ARE PROVIDED, AND 
SAMPLE PRICE CALCULATIONS AND SANITATION 
INSPECTION SHEET ARE APPENDED. THE HANDBOOK 
IS ILLUSTRATED WITH NUMEROUS PHOTOGRAPHS. THE 
RELATED TEACHER'S GUIDE IS AVAILABLE IN THIS 
ISSUE AS VT 014 454. (AW) 



VT 013 908 

CLOTHING SERVICES TRAINING GUIDE. TENTATIVE 
EDITION. 

NEW YORK STATE EDUCATION DEPT., ALBANY. 

BUREAU OF SECONDARY CURRICULUM DEVELOPMENT. 

MF AVAILABLE IN VT-ERIC SET. 

THE PUBLICATIONS DISTRIBUTION UNIT, STATE 
EDUCATION DEPARTMENT, ALBANY, NEW YORK 12224 
(LIMITED D I S TR I BUT ION— NOT AVAILABLE OUTSIDE 
NEW YORK STATE) 

PUB DATE - 71 96P . 

DESCRIPTORS - ♦OCCUPATIONAL HOME ECONOMICS; 
♦PROGRAM GUIDES; *SERVICE OCCUPATIONS; 
♦CLOTHING MAINTENANCE SPECIALISTS; OUT OF 
SCHOOL youth; SECONDARY EDUCATION; AOULT 

education; clothing instruction; textiles 
instruction; ♦curriculum guides; job 
training; program development; program 

PLANNING 

ABSTRACT - DEVELOPED BY A COMMITTEE OF 
TEACHERS, THIS TENTATIVE PROGRAM GUIOE IS FOR 
1EACHER USE IN ESTABLISHING A 2-YEAR PROGRAM 
TO PREPARE HIGH SCHOOL STUDENTS, OUT OF 
SCHOOL YOUTH, OR ADULTS FOR EMPLOYMENT IN 
SELECT EO SUPERVISED CLOTHING SERVICES 
OCCUPATIONS. SECTIONS OF THE GUIOE CONTAIN: 

(1) SUGGESTIONS FUR ESTABLISHING THE PROGRAM, 
WHICH INCLUDES APPOINTING THE AOVISORY 
COMMITTEE, IDENTIFYING THE OCCUPATIONS FOR 
TRAINING, SELECTING TRAINEES ANO 
INSTRUCTIONAL STAFF, AND PROVIDING THE 
ESSENTIAL TRAINING COMPONENTS AND FACILITIES, 

(2) SUGGESTIONS FOR DEVELOPING A COURSE OF 
STUDY, WHICH OFFERS GUIOES FOR USING THE 
STATE CUURSE OF STUDY AND BRIEFLY DESCRIBES 
THE COURSE OF STUDY, AND (3) A 2-PART COURSE 
OF STUDY, WHICH OUTLINES SUBJECT MATTER AND 
OFFERS SUGGESTIONS FOR APPROPRIATE LEARNING 
EXPERIENCES. THE COURSE OF STUDY EMPHASIZES 
ORIENTATION TO WORK AND DEVELOPING 
COMPETENCIES IN SIX OCCUPATIONAL CLUSTERS, 
INCLUDING: ID GARMENT CONSTRUCTION, (2) 
GARMENT ALTERATION, (3) COLLECTING ANO 
SORTING GARMENTS AND HOUSEHOLD ARTICLES, (4) 
LAUNDERING AND PRESSING GARMENTS AND 



HOUSEHOLD ARTICLES, (5) MANAGEMENT OF 
CLOTHING, AND (6) SELLING CLOTHING AND 
RELATED MERCHANDISE. A SELECTED RESOURCE LIST 
AND SOURCES OF BULLETINS ANO AUOIOVISUAL 
MATERIALS ARE INCLUDED. COMPANION 
PUBLICATIONS, AVAILABLE IN THIS ISSUE, ARE VT 
OLO 551 ANO VT 010 573. (SB) 



VT 013 912 

FRIDLINE, CLARENCE R. 

FUNDAMENTALS OF PLANT IDENTIFICATION; A 
STUDENT STUDY GUIOE. 

OHIO STATE UNIV., COLUMBUS. DEPT. OF 
AGRICULTURAL EOUCATION. 

OHIO STATE DEPT. OF EDUCATION, COLUMBUS. 
AGRICULTURAL EDUCATION SERVICE. 

MF AVAILABLE IN VT-ERIC SET. 

AGDEX 100/40 

OHIO AGRICULTURAL EDUCATION CURRICULUM 
MATERIALS SERVICE, THE OHIO STATE UNIVERSITY, 
2120 FYFFE ROAD, COLUMBUS, OHIO 43210 ($0.25) 
PUB DATE - 71 19P.1971 REVISION 

DESCRIPTORS - ♦AGRICULTURAL EDUCATION; ♦STUDY 
GUIDES; ♦PLANT IDENTIFICATION; ♦WEEDS! ♦FIELD 
CROPS; AGRICULTURAL PRODUCTION; AGRONOMY 

ABSTRACT - THIS STUDY GUIOE WAS PREPARED FOR 
STUDENTS TO USE IN LEARNING THE NAMES AND 
DESCRIPTIONS OF COMMON PLANT PARTS AND IN 
IDENTIFYING MANY COMMON CROP AND WEED PARTS. 
THE ILLUSTRATED MANUAL EMPHASIZES THE 
VEGETATIVE GROWTH, REPRODUCTIVE OR FLOWER, 

AND SEED STAGES OF THE 01 COTYLEDONS, WHICH 
ARE PLANTS WITH BROAD, GENERALLY NET-VI ENED 
LEAVES, AND THE MONOCETYLEOUNS » WHICH ARE 
GRASS OR GRASS-LIKE PLANTS WITH LONG NARROW 
LEAVES AND PARALLEL VEINING IN THE LEAVES. 
RECOMMENDEO RESOURCES INCLUDE "AN AIO TO THE 
IDENTIFICATION OF 70 CROP AND WEEO PLANTS," 
AVAILABLE AS VT 013 877 IN THIS ISSUE AND A 
STUDENT WORKBOOK, "FUNDAMENTALS OF PLANT 
IDENTIFICATION" ANO TWO SLIDE SERIES, "SOME 
FUNDAMENTALS OF PLANT IDENTIFICATION" AND 
"SOME COMMON CROP AND WEEO PLANTS," WHICH ARE 
ALL AVAILABLE FROM THE SOURCE LISTED ABOVE. 

( SB) 



VT 013 923 

RESOURCE MATERIALS FOR TRAINING HOUSEHOLD 
EMPLOYEES . 

NATIONAL COMMITTEE ON HOUSEHOLD EMPLOYMENT, 
WASHINGTON, D.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 12AUG70 9P. 

DESCRIPTORS - ♦OCCUPATIONAL HOME ECONOMICS; 
♦BIBLIOGRAPHIES; ♦OOMESTICS; ♦RESOURCE 
MATERIALS; ♦JOB TRAINING; FILMS 

ABSTRACT - THIS BIBLIOGRAPHY CONTAINS A 
LISTING OF SOURCES FOR RESOURCE MATERIALS IN 
THE FOLLOWING SUBJECT MATTER AREAS: (1) HOME 
FURNISHINGS AND EQUIPMENT, (2) CLOTHING AND 
TEXTILES, (3) HOME MANAGEMENT ANO CONSUMER 
EDUCATION, (4) TABLE SETTING AND SERVING, (5) 
FOOO SELECTION AND PREPARATION, (6) GROOMING, 
(7) CHILD CARE, ANO HEALTH EOUCATION. (SB) 
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VT 014 002 EO 056 184 
EIKST AID INSTRUCTION COURSE. 

DEPARTMENT OF T HE INTERIOR, WASHINGTON, 0 .C . 
BUREAU OF MINES. 

EDITS PRICE MF-J.0.65 HC-$9.37. 

SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402 
($3.50; 123.2: F5 1/2) 

PUR DATE - DEC70 267P. 

DESCRIPTORS - ^TEACHING GUIOES; MANUALS; 
♦FIRST AID) ♦INSTRUCTIONAL MATERIALS; 
AUDIOVISUAL AIDS; RESOURCE MATERIALS; AOULT 
VOCATIONAL EDUCATION; ♦ HEALTH EDUCATION 

ABSTRACT - PkEPAREO BY THE DEPARTMENT OF THE 
INTERIOR, THIS TEACHING GUIOE IS FOR THE 
INSTRUCTORS’ USE IN TEACHING A FIRST AIO 
CUUkSE. SIX FUNDAMENTAL AREAS INCLUOE: (1) 
ARTIFICIAL RESPIRATION, (2) CONTROL OF 
BLEEDING, (i) PHYSICAL SHOCK, (4) OPEN 
WOUNOS, CLOSEO WOUNDS, ANO BURNS, (5) 
FRACTURES AND DISLOCATIONS, ANO (6) 
TRANSPORTATION. A COMPLETE PRESENTATION IS 
GIVEN WITH KEY POINTS SUGGESTEO FOR INSERTING 
THE 73 VISUALS THAT ACCOMPANY THIS DOCUMENT. 
THE VISUALS COULD BE USEO AS THEY ARE WITH AN 
OPAQUE PRUJECTOR OR USEO TO MAKE 
TRANSPARENCIES. SPACE FOR THE INSTRUCTOR'S 
NOTES ANO OBJECTIVE QUESTIONS AND ANSWERS ARE 
PROVIDED FOR EACH AREA. (AUTHOR) 



VT 014 032 
STENOGRAPHER. 

NEW JERSEY STATE OEPT. OF LABOR ANO INOUSTRY, 
TRENTON. DIV. OF EMPLOYMENT SECURITY. 
DEPARTMENT OF LABOR, WASHINGTON, O.C. 

MF AVAILABLE IN VT-ERIC SET. 

JOB GUIDE-45 

DIVISION OF PLANNING AND RESEARCH LABOR ANO 
INDUSTRY BUILOING, P.O. BOX 359, TRENTON, NEW 
JERSEY 08625 (FREE, UPON REQUEST) 

’ PUB OATE - JUN68 16P. 

DESCRIPTORS - ♦BUSINESS EOUCATION; 

' ♦OCCUPATIONAL INFORMATION; *OCCUP AT ION AL 

L GUI OANCE ; ♦STENOGRAPHERS; ♦OFFICE OCCUPATIONS 

EDUCATION; JOB TRAINING; EMPLOYMENT 
OPPORTUNITIES; VOCATIONAL COUNSELING; 
EDUCATIONAL NEEOS ; INFORMATION SOURCES 
IDENTIFIERS - NEW JERSEY 

ABSTRACT - PREPAREO BY THE STATE DEPARTMENT 
OF LABOR, THIS GUIOE IS ONE IN A SERIES 
DESIGNED TO PROVIOE JOB INFORMATION RELATEO 
SPECIFICALLY TO NEW JERSEY. THIS PARTICULAR 
GUIOE CONCERNS THE STENOGRAPHER. AN 
INTRODUCTION PROVIDING BACKGROUND IS FOLLOWEO 
r BY INFORMATION ON: (1) THE NATURE OF THE 

WORK, (2) RELATED OCCUPATIONS, (3) WHERE 
THESE PEOPLE ARE EMPLOYEO, (4) PHYSICAL ANO 
MENTAL REQUIREMENTS* (5) WORKING CONDITIONS, 
(6) COSTS OF EOUCATION, (71 WAGES, HOURS, ANO 
BENEFITS, (8) OPPORTUNITIES FOR ADVANCEMENT, 

' (9) ORGANIZATIONS, ANO (10) THE FUTURE 

t OUTLOOK. A BRIEF STATEMENT EXPLAINING HOW TO 

[ BECOME A STENOGRAPHER INCLUOING ON-THE-JOB 

TRAINING, HIGH SCHOOL, ANO PRIVATE BUSINESS 
SCHOOL PROGRAMS IS GIVEN. SOURCES FOR 
AOOITIONAL INFORMATION ARE LISTED. (JS) 




VT 014 070 EO 056 190 
WILLIAMS, DAVIO L., AND OTHERS 
CURRICULUM MATERIALS FOR TEACHING STUOENTS 
THfc COMPETENCIES NEEOED FOR EMPLUYMENT IN 
NONFARM AGRICULTURAL BUSINESS. FINAL REPORT. 

ILLINOIS UNIV., URBANA. DIV. OF AGRICULTURAL 
EOUCATION. 

ILLINOIS STATE BOARO OF VOCATIONAL EDUCATION 
AND REHABILITATION, SPRINGFIELD. PROFESSIONAL 
AND CURRICULUM DEVELOPMENT UNIT 
EDRS PRICE MF- $0.65 HC-$6.58. 

OIVISICN UF AGRICULTURAL EDUCATION, 357 
AGRICULTURE EOUCATION BUILDING, UNIVERSITY OF 
ILLINOIS, URBANA ILLINOIS 61801 (LIMITEO 
NUMBER OF COPIES AVAILABLE WITHOUT CHARGE) 

PUB DATE - JUL71 120P. 

DESCRIPTORS - AGRICULTURAL EOUCATION; OFF 
FARM AGRICULTURAL OCCUPATIONS; ^VOCATIONAL 

agriculture; curriculum development; 

♦TEACHING GUIDES; INSTRUCTIONAL MATERIALS; 
RESOURCE MATERIALS; EOUCATIONAL OBJECTIVES; 
PERFORMANCE SPECIFICATIONS; ♦BEHAVIORAL 
OBJECTIVES; TASK ANALYSIS; ♦AGRIBUSINESS; 

♦ RESEARCH UTIL IZATION; SALESMANSHIP; HUMAN 

relations; technical eoucation; seconoary 

EOUCATION 

ABSTRACT - DE VELOPEO BY MEANS OF A RESEARCH 
PROJECT, THIS TEACHING GUIOE INCLUOES FIVE 
INSTRUCTIONAL MOOULES IN WHICH COMPETENCIES 
FOR AGRIBUSINESS OCCUPATIONS ARE STRESSEO. 
THESE COMPETENCIES WERE IDENTIFIED FROM A 
REVIEW OF THE LITERATURE ANO EVALUATEO BY A 
JURY OF TEACHERS ANO AGRI BUS INESSMEN IN TERMS 
OF QUALIFICATIONS NEEOEO FOR ENTRY-LEVEL 
EMPLOYMENT. USING A LIKERT-TYPE RATING SCALE, 
COMPETENCIES WERE IDENTIFIED FOR THE 
FOLLOWING AREAS OR MOOULES: (1) HUMAN 
RELATIONS IN AGRIBUSINESS, (2) COMMUNICATIONS 
IN AGRIBUSINESS, (3) AGRICULTURAL 
SALESMANSHIP, (4) AGRICULTURAL SALES 
PROMOTION, ANO (5) AGRIBUSINESS OPERATIONS. 
THE FIVE MODULES ARE FURTHER OIVIOEO INTO 40 
INSTRUCTIONAL AREAS WHICH INCLUOE A LIST OF 
COMPETENCIES TO BE OEVELOPEO, RECOMMENOEO 
REFERENCES, SUPPLEMENTARY REFERENCES, ANO 
SUGGESTEO LEARNING ACTIVITIES. THE FINAL 
REPURT OF THE RESEARCH EFFORTS, WHICH 
IDENTIFIED THE NEEOEO COMPETENCIES FOR A 
SECONOARY EOUCATION PROGRAM IN AGRIBUSINESS, 
IS INCLUOEO IN THIS OOCUMENT. (JS) 



VT 014 192 £0 058 392 

BERRY, SUZANNE 

ESTABLISHING A TRAINING PROGRAM FOR CHILO 
CARE WORKERS: A GUIOE FOR TEACHERS. 

OHIO STATE UNIV., COLUMBUS- CENTER FOR 
VOCATIONAL ANO TECHNICAL EDUCATION. 

OFFICE OF EOUCATION (OHEW), WASHINGTON, O.C. 
EORS PRICE MF— $0. 65 HC-i$3.29. 

INF— SER— 52 
PUB OATE - 71 

DESCRIPTORS - HOME ECONOMICS EOUCATION; 
♦OCCUPATIONAL HOME ECONOMICS; *GUIOELINES; 
♦CHILO CARE WORKERS* CHILO CARE OCCUPATIONS; 
EOUCATIONAL PROGRAMS; ♦PROGRAM DEVELOPMENT; 

♦job training; program descriptions; 
curriculum materials; annotateo 

BIBLIOGRAPHIES; SUBPROFESSIONALS; DAY CARE 
SERVICES; CHILO CARE CENTERS 
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ABSTRACT - THE CRITICAL SHORTAGE OF CHILD 
CARE PERSONNEL TRAINED TO WORK WITH CHILDREN 
FROM INFANCY THROUGH ADOLESCENCE CALLS FOR 
).,e CREATION OF TRAINING PROGRAMS AT THE 
SUB PROFESSIONAL LEVEL. INTENDED FDR DAY CARE 
AND CHILD WELFARE AGENCY PERSONNEL, TEACHERS, 
AND OTHERS INTERESTED IN TRAINING CHILD CARE 
WORKERS, THIS PUBLICATION OFFERS GUIDELINES 
FUR USE IN ESTABLISHING SUCH PROGRAMS AT THE 
SECONDARY, POST-SECONDARY, DR ADULT TRAINING 
LEVEL. THE GUIDELINES, WHICH WERE DEVELOPED 
FRUM A REVIEW OF CURRICULUM MATERIALS AND 
TRAINING PROGRAMS SPECIFICALLY FOR CHILD CARE 
WORKERS, ARE ORGANIZED UNDER THESE 
CATEGORIES: (1) GENERAL CONSIDERATIONS, (2) 
PROGRAM OBJECTIVES, (3) ADVISORY COMMITTEE, 
(4) PROGRAM STAFFING, (51 PROGRAM DIRECTOR 
AND TEACHER QUALIFICATIONS, (6) PROGRAM 
FUNDING AND COSTS, (7) TRAINEE SELECTION, (8) 
CURRICULUM, ( 9 ) FACILITIES AND EQUIPMENT, 

(10) ESTABLISHING AND OPERATING A CHILD CARE 
LABORATORY, AND (11) EVALUATION, PLACEMENT, 
AND FOLLOWUP. IN ADDITION TO THE GUIDELINES, 
DESCRIPTIONS OF SEVERAL SECONDARY, POST- 
SECONDARY, AND ADULT TRAINING PROGRAMS FOR 
CHILD CARE WORKERS, AND AN ANNOTATED 
BIBLIOGRAPHY ARE INCLUDED. (AUTHOR) 



VT 014 200 ED 056 227 

GUIDELINES TO INITIATE AND OPERATE A 

COOPERATIVE VOCATIONAL EDUCATION PROGRAM. 

PENNSYLVANIA STATE DEPT. OF EDUCATION, 
HARRISBURG. BUREAU OF VOCATIONAL, TECHNICAL 
AND CONTINUING EDUCATION. 

EDRS PRICE MF-S0.65 HC-$3.29. 

PUB DATE - 71 83P. 

DESCRIPTORS - ♦VOCATIONAL EDUCATION? 
♦COOPERATIVE EDUCATION; * PROGRAM PLANNING? 
♦PROGRAM DEVELOPMENT? GUIDELINES; ♦MANUALS? 
ADMINISTRATIVE ORGANIZATION; EMPLOYMENT 
PRACTICES; FINANCIAL SUPPDRT; RECORDS 
(FORMS); SECONDARY GRADES 

ABSTRACT - PREPARED BY THE STATE DEPARTMENT 
OF VOCATIONAL EDUCATION, THIS HANDBOOK IS FOR 
SCHOOL ADMINISTRATORS, COORDINATORS AND 
TEACHERS 10 USE IN PLANNING, ESTABLISHING AND 
CONDUCTING COOPERATIVE VOCATIONAL EDUCATION 
PROGRAMS. THE BASIC PURPOSE OF THE 
COOPERATIVE PROGRAM IS TO PROVIDE 
OCCUPATIONAL TRAINING THROUGH THE USE OF 
BUSINESS AND INDUSTRIAL CONCERNS. PROBLEMS 
CONNECTED WITH SUCH A PROGRAM INCLUDE: (l) 
PROGRAM ORGANIZATION AND ESTABLISHMENT, (2) 
PROGRAM GUIDELINES, (3) LAW, RULES, AND 
REGULATIONS FOR EMPLOYMENT, (4) 

ADMINISTRATION AND SUPERVISION, (5) FINANCING 
THE PROGRAM, AND (fe) EVALUATION. INFORMATION 
CONCERNING PROCEDURES AND SAMPLE FORMS IS 
APPENDED. (GEB) 



VT 014 238 ED 058 394 

THE WORLD OF MANUFACTURING, TEACHER'S GUIDE. 
1NDUSIR1AL ARTS CURRICULUM PROJECT. 

OHIO STATE UNIV., COLUMBUS. RESEARCH 
FOUNDATION. 

OFFICE OF EDUCATION (DHEW ), WASHINGTON, D.C. 
EDRS PRICE MF-i0.65 HC NOT AVAILABLE FROM 
EDRS . 
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MCKNIGHT AND MCKNIGHT PUB. CO., ROUTE 66, 
BLOOMINGTON, ILL. 61701 ($24.00 LIST PRICE) 
PUB DATE - 71 376P . 

DESCRIPTORS - ♦INDUSTRIAL ARTS; SECONDARY 
GRADES; ♦TEACHING GUIDES; LESSON PLANS; 
CURRICULUM GUIOES; ♦INSTRUCTIONAL MATERIALS; 
RESOURCE MATERIALS? INDUSTRIAL TECHNOLOGY? 
♦MANUFACTURING INDUSTRY; OCCUPATIONAL 
GUIDANCE; OCCUPATIONAL INFURMATION; CONCEPT 

teaching; ♦career education 

IDENTIFIERS - INDUSTRIAL ARTS CURRICULUM 
PROJECT; IACP; WORLD OF MANUFACTURING 

ABSTRACT - THIS TEACHER'S GUIDE ENCOMPASSING 
THE CONCEPTS FOUND IN THE WORLD OF 
MANUFACTURING IS DESIGNED FOR JUNIOR HIGH 
SCHOOL STUDENTS TO BE USED AS A TOTAL 
EDUCATIONAL PACKAGE WITH THE TEXTBOOK (VT 014 
240) AND LABORATORY MANUAL ( VT 014 239). AS 
THE SECOND PART OF A 2- YEAR INTEGRATED 
PROGRAM IN WHICH THE FIRST YEAR CONCERNS 
CONSTRUCTION, IT IS DESIGNED TO PREPARE 
STUDENTS FOR ENLIGHTENED CITIZENSHIP AND TO 
PROVIDE EDUCATIONAL-OCCUPATIONAL GUIOANCE FOR 
THE WORLD OF WORK. THIS PROGRAM WAS DESIGNED 
TO BE USED 45 MINUTES PER DAY FOR 185 DAYS, 
WITH 20 OPTIONAL ASSIGNMENTS FOR FLEXIBILITY. 
EACH OF THE 185 ASSIGNMENT UNITS INCLUDES 
OBJECTIVES, OVERVIEW, SUGGESTIONS FOR 
PRESENTATION AND DISCUSSION, HOMEWORK, AND 
TESTS. ASSIGNMENTS COVER: (!) AN OVERVIEW OF 

MANUFACTURING TECHNOLOGY, (2) ANALYSIS OF THE 
CONCEPTS OF RESEARCHING, DESIGNING, AND 
ENGINEERING AS THEY APPLY TO PRODUCTS AND 
PROCESSES, (3) ANALYSIS OF PRODUCTION 
PRACTICES, AND (4) PERSONNEL POLICIES. A LIST 
OF TEACHING AIDS AND SPECIAL EQUIPMENT, A 
LIST OF EQUIPMENT FOR STUDENTS, AND A LIST OF 
EXPENDABLE SUPPLIES ARE APPENDED. THE GUIDE 
IS IN THREE-RING BINDER FORMAT FOR EASE IN 
USE. RELATED DOCUMENTS ARE AVAILABLE AS ED 
054 389 OR VT 014 088 (ARM VOL. 5, NO. 2), 

AND VT 014 239- VT 014 244 (ALL IN THIS 
ISSUE). (GEB) 



VT 014 239 ED 058 395 

THE WORLD OF MANUFACTURING, LABORATORY 

MANUAL. INDUSTRIAL ARTS CURRICULUM PROJECT. 

OHIO STATE UNIV., COLUMBUS. RESEARCH 
FDUNDAT IUN. 

OFFICE OF EDUCATION ( DHEW ) , WASHINGTON, D.C. 
EDRS PRICE MF-$0* 65 HC NOT AVAILABLE FROM 
EDRS. 

MCKNIGHT AND MCKNIGHT PUB. CO., ROUTE 66, 
BLOOMINGTON, ILL. 61701 ($3.96 LIST PRICE) 
PUB DATE - 71 373P. 

DESCRIPTORS - ♦INDUSTRIAL ARTS? SECONDARY 
GRADES? *LABORATORY MANUALS; ♦INSTRUCTIONAL 
MATERIALS; INDUSTRIAL TECHNOLOGY; 
♦MANUFACTURING INDUSTRY; OCCUPATIONAL 
GUIDANCE? OCCUPATIONAL INFORMATION; CONCEPT 

teaching; ♦career education 

IDENTIFIERS - INDUSTRIAL ARTS CURRICULUM 
PROJECT; IACP; WORLD OF CONSTRUCTION 

ABSTRACT - THIS LABORATORY MANUAL FOR JUNIOR 
HIGH SCHOOL STUDENTS ENCOMPASSES CONCEPTS 
FOUND IN MANUFACTURING. DEVELOPED UNDER A 
CONTRACT FROM THE U.S. OFFICE OF EDUCATION, 
IT IS I HE SECOND PART OF A 2-YEAR INTEGRATED 
PROGRAM, AND TOGETHER WITH THE FIRST COURSE 
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IN CONSTRUCT 1 UN TECHNOLOGY, PROVIDES AN 
INTRODUCTORY STUDY OF INDUSTRIAL TECHNOLUGY. 
THIS MANUAL IS DESIGNtU FOR USE WITH A 
TEXT BOOK (VI 014 240) AND TEACHER'S GUIDE ( VT 
014 2 36) TO PROVIDE A COMPLETE 1-YEAR COURSE. 
EACH OF THE 9 1 ACTIVITIES INCLUDES A STATED 
CibJLCT I Vb AND PROCEDURES FOR CARRYING OUT THE 
ACTIVITY WITH DRAWINGS, CHARTS, AND PICTURES 
PROVIDED WHERE NECESSARY. SAMPLE TOPICS 
INCLUDE: (1) MANUFACTURING AN 0 THE ECONOMIC 
SYSTEM, (2) BUILDING THE PRODUCTION 
PROTOTYPE, (3) ORGANISATION, OWNERSHIP, AND 
PkUFIT, (4) MANUFACTURING PRODUCTION 
TECHNOLOGY, (b) COMBINING SUBASSEMBLIES, (6) 
DESIGNING AND ENGIN EER ING THE PRODUCT, (7) 
ARRANGING FUR DISTRIBUTION AND SALES. RELATEO 
DOCUMENTS ARE AVAILABLE AS ED 054 389 OR VT 
014 038 (ARM VOL. 5, NO. 2) AND VT 014 238-VT 
014 244 (ALL IN THIS ISSUE). 1 GEB ) 



VT 014 240 ED 058 396 

THE WORLD OF MANUFACTURING. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 

OHIU STATE UNIV., COLUMBUS. RESEARCH 
FOUNDATION. 

OFFICE OF EDUCATION (OHEW), WASHINGTON, D.C. 
EORS PRICE MF-S0.65 HC NOT AVAILABLE FROM 
EDRS. 

MCKNIGHT AND MCKNIGHT PUB. CO., ROUTE 66, 
BLOOMINGTON, ILL. 6L071 ($7.96 LIST PRICE) 

PUB DATE - 71 542P. 

DESCRIPTORS - ^INDUSTRIAL ARTS; SECONDARY 
GRADES; STUDY GUIDES; INDUSTR IAL TECHNOLOGY 5 
^TEXTBOOKS; * INSTRUCTI ONAL MATERIALS; 

RESOURCE materials; MANUFACTURING inoustry; 
OCCUPATIONAL GUIDANCE; OCCUPATIONAL 
INFORMATION; *CONCEPT TEACHING; FUNDAMENTAL 
CONCEPTS; ^CAREER EDUCATION 
IDENTIFIERS - INDUSTRIAL ARTS CURRICULUM 
PROJECT; IACP; WORLD OF MANUFACTURING 

ABSTRACT - THIS TEXTBOOK FOR JUNIOR HIGH 
SCHOOL STUDENTS ENCOMPASSES CONCEPTS FOUND IN 
MANUFACTURING, AND TOGETHER WITH A TEACHER’S 
GUIDE (VT 014 238) ANO LABORATORY MANUAL (VT 

014 239) CONSTITUTES THE SECONO PART OF A 2- 
YEAR INTEGRATED PROGRAM IN INDUSTRIAL 
TECHNOLOGY. THIS AND THE FIRST YEAR COURSE IN 
CONSTRUCTION TECHNOLOGY, WERE OEVELOPEO UNDER 
CONTRACT TO THE U.S. OFFICE OF EOUCATION. THE 
MATERIAL WAS WRITTEN BY PROFESSIONALS IN THE 
MANUFACTURING FIELD, AND IS INTENDED TO GIVE 
FIRSTHAND KNOWLEDGE ABOUT THE MAN-MADE WORLD 
AND ENABLE STUOENTS TO VIEW THEIR WORLO WITH 
GREATER UNDERSTANDING* APPRECIATION* ANO 
INSIGHT. SAMPLE TOPICS INCLUOEO IN THE 82 
ARE: (1) MANUFACTURING AND THE ECONOMIC 
SYSTEM, (2) BUILDING THE PRODUCTION 
PROTOTYPE, (3) EMPLOYMENT ANO OCCUPATIONS IN 
MANUFACTURING, (4) CONVERTING RAW MATERIALS 
TO INDUSTRIAL MATERIALS, (5) MAKING 
ASSEMBLIES OR FINISHED PARTS, (6) LOCATING 
THE PLANT AND SECURING INPUTS, ANO (7) 
ARRANGING FOR DISTRIBUTION AND SALES. THERE 

15 EXTENSIVE USE OF PICTURES ANO ORAWINGS FOR 
ILLUSTRATIONS. RELATED OOCUMENTS ARE 
AVAILABLE AS EO 054 389 OR VT 014 088 (ARM 
VOL. 5, NO. 2) ANO VT 014 2 38-VT 014 244 (ALL 
IN THIS ISSUE) . (GEB) 




VT 014 241 ED 058 397 

THE WOFLO UF CONSTRUCTION. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 

OHIO STATE UNIV., COLUMBUS. RESEARCH 
FOUNDATION . 

OFFICE OF EDUCATION ( DHEW) , WASHINGTON, D.C. 
EDRS PkICE MF-J0.65 HC NOT AVAILABLE FROM 
EDRS. 

MCKNIGHT AND MCKNIGHT PUB. CO., ROUTE 66, 
BLOOMINGTON, ILL. 61701 ($7.96 LIST PRICE) 

PUB DATE - 70 576P. 

DESCRIPTORS - ^INDUSTRIAL ARTS; SECONOARY 
GRADES; STUDY GUIDE; INDUSTRIAL TECHNOLOGY; 
TEXTBOOKS; ^INSTRUCTIONAL MATERIALS; RESOURCE 
MATERIALS; ^CONSTRUCT I ON INOUSTRY; 
OCCUPATIONAL GUIDANCE; OCCUPATIONAL 
INFORMATION; CONCEPT TEACHING; FUNDAMENTAL 
CONCEPTS; ^CAREER EDUCATION 
IDENTIFIERS - INDUSTRIAL ARTS CURRICULUM 
PROJECT; IACP; WORLD OF CONSTRUCTION 

ABSTRACT - THIS TEXTBOOK FOR JUNIOR HIGH 
SCHOUL STUDENTS ENCOMPASSES CONCEPTS FOUND IN 
CONSTRUCTION, AND TOGETHER WITH A TEACHER'S 
GUIDE (VT 014 244) AND TWO LABORATORY MANUALS 
(VT 014 242 AND VT 014 243), CONSTITUTES THE 
FIRST PART OF A 2-YEAR INTEGRATED PROGRAM IN 
INDUSTRIAL TECHNOLOGY. THIS AND THE SECOND 
YEAR COURSE IN MANUFACTURING WERE DEVELOPED 
UNDER A CONTRACT FROM THE OFFICE OF 
EOUCATION. THE MATERIAL WAS WRITTEN BY 
PROFESSIONALS IN THE CONSTRUCTION FIELO, AND 
IS INTENDEO TO HELP STUOENTS VIEW THE 
CONSTRUCTION WORLO WITH GREATER 
UNDERSTANDING, APPRECIATION, ANO INSIGHT. 
SAMPLE TOPICS INCLUDED IN THE 97 ARE: (1) 

APPLYING TECHNOLOGY TO PEOPLE, (2) SURVEYING 
ANO MAPPING, (3) DESIGNING ANO ENGINEERING 
CONSTRUCTION PROJECTS, (4) ESTIMATING AND 
B I DO ING, (5) BUILDING SUPERSTRUCTURES, (6) 
INSTALLING ELECTRICAL COMMUNICATIONS SYSTEMS, 
(7) FINANCING AND CONTRACTING, AND (8) CITY 
ANO REGIONAL PLANNING FACTORS. EXTENSIVE USE 
IS MAOE OF PICTURES AND DRAWINGS FOR 
ILLUSTRATIONS. RELATED DOCUMENTS ARE 
AVAILABLE AS ED 054 389 OR VT 014 088 (ARM 
VOL. 5, NO. 2) AND VT 014 238-VT 014 244 (ALL 
IN THIS ISSUE). (GEB) 



VT 014 242 EO 058 398 

THE WORLO OF CONSTRUCTION, LABORATORY MANUAL, 
SEMESTER 1. INDUSTRIAL ARTS CURRICULUM 
PROJECT. 

OHIO STATE UNIV., COLUMBUS. RESEARCH 
FOUNDATION. 

OFFICE OF EOUCATION (OHEW), WASHINGTON, D.C. 
EORS PRICE MF-$0. 65 HC NOT AVAILABLE FROM 
EDRS . 

MCKNIGHT ANO MCKNIGHT PUB. CO., ROUTE 66, 
BLOOMINGTON, ILL. 61701 ($1.98 LIST PRICE) 

PUB DATE - 70 192P. 

DESCRIPTORS - *INOUSTRIAL ARTS; SECONDARY 
GRADES; ^LABORATORY MANUALS; *1 NSTRUCT iONAL 
MATERIALS? RESOURCE MATERIALS; INDUSTRIAL 
TECHNOLOGY; ^CONSTRUCT ION INOUSTRY; 
OCCUPATIONAL GUIOANCE; OCCUPATIONAL 
INFORMATION; CONCEPT TEACHING; *CAREER 
EDUCATION 

IDENTIFIERS - INDUSTRIAL ARTS CURRICULUM 
PROJECT; IACP; WORLO OF CONSTRUCTION 
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ABSTRACT - THIS 
MANUAL PROVIDES 
SCHOOL STUDENTS 
CONCEPTS 
241) AND 
014 244) 

A STATED 
CARRYING 
CHARTS, 



FIRST SEMESTER LABORATORY 
ACTIVITIES FOR JUNIOR HIGH 
WHICH REINFORCE CONSTRUCTION 
PRESENTED IN THE TEXTBOOK (VT 014 
THE ACCOMPANYING TEACHER'S GUIDE ( VT 
. EACH OF THE 73 ACTIVITIES INCLUDES 
OBJECTIVE AND PROCEDURES FOR 
OUT THE ACTIVITY WITH DRAWINGS, 

AND PICTURES PROVIDED WHEN NECESSARY. 



SAMPLE TOPICS INCLUDE: (1) APPLYING 

TECHNOLOGY TO PEOPLE, (2) SURVEYING AND 
MAPPING, (3) DESIGNING AND ENGINEERING 
CONSTRUCTION PROJECTS, (4) ESTIMATING AND 
BIDDING^ (5) BUILDING SUPERSTRUCTURES, AND 
(b) BUILDING WOOD FRAMES. THE MANUAL FOR THE 
SECOND SEMESTER IS AVAILABLE AS VT 014 243. 
RELATED DOCUMENTS ARE AVAILABLF AS ED 054 389 
OR VT 014 088 (ARM VOL. 5, NO. ^5 AND VT 014 
238-VT 014 244 (ALL IN THIS ISSUE). (GEB) 



VT 014 243 ED 058 399 

THE WORLD OF CONSTRUCTION, LABORATORY MANUAL, 
SEMESTER 2. INDUSTRIAL ARTS CURRICULUM 
PROJECT. 



OHIO STATE UNIV., COLUMBUS. RESEARCH 
FOUNDATION. 

OFFICE OF EDUCATION (DHEW), WASHINGTON, D.C. 
EDRS PRICE MF-$0 .65 HC NOT AVAILABLE FROM 
EURS. 

MCKNIGHT AND MCKNIGHT PUB. CO., ROUTE 66, 
BLOOMINGTON, ILL. 61701 ($1.98 LIST PRICE) 

PUB DATE - 70 186P. 

DESCRIPTORS - ^INDUSTRIAL ARTSi SECONDARY 
GRADES; *LABOP.AT ORY MANUALS; * INSTRUCT IONAL 
MATERIALS; INDUSTRIAL TECHNOLOGY; 
★CONSTRUCTION INDUSTRY; OCCUPATIONAL 
GUIDANCE; OCCUPATIONAL INFORMATION; CONCEPT 
TEACHING; RESOURCE MATERIALS; ^CAREER 
EDUCATION 

IDENTIFIERS - INDUSTRIAL ARTS CURRICULUM 
PROJECT; I ACP ; WORLD OF CONSTRUCTION 

/ 

ABSTRACT - THIS SECONO SEMESTER LABORATORY 
MANUAL PROVIDES ACTIVITIES FOR JUNIOR HIGH 
SCHOOL STUDENTS WHICH REINFORCE CONSTRUCTION 
CONCEPTS PRESENTED IN THE TEXTBOOK (VT 014 
241) AND THE ACCOMPANYING TEACHER'S GUIDE ( VT 
014 244). EACH OF THE B1 ACTIVITIES INCLUDES 
A STATED OBJECTIVE AND PROCEDURES FOR 
CARRYING OUT THE ACTIVITY WITH DRAWINGS, 
CHARTS, AND PICTURES PROVIDED WHERE 
NECESSARY. SAMPLE TOPICS INCLUDE: (1) 
INSTALLING ELECTRICAL COMMUNICATOR'S SYSTEMS, 
(2) ENCLOSING EXTERIOR WALLS, (3) PLANNING 
THE LIVING SPACE, (4) BUILDING THE 
SUBSTRUCTURE, (5) CITY AND REGIONAL PLANNING 
FACTORS, AND (6) MANAGING COMMUNITY 
DEVELOPMENT. THE MANUAL FOR THE FIRST 
SEMESTER IS AVAILABLE AS VT 014 242. RELATED 
DOCUMENTS ARE AVAILABLE AS ED 054 389 OR VT 
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THE WORLD OF CONSTRUCTION, TEACHER'S GUIDE. 
INDUSTRIAL ARTS CURRICULUM PROJECT. 

OHIO STATE UNIV., COLUMBUS. RESEARCH 
FOUNDATION. 

OFFICE OF EDUCATION (DHEW), WASHINGTON, D.C. 
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DESCRIPTORS - ★INDUSTRIAL ARTS; SECONDARY 
GRADES; ^TEACHING GUIDES; LESSON PLANS; 
CURRICULUM GUIDES; ^INSTRUCT IONAL MATERIALS; 
RESOURCE MATERIALS; INDUSTRIAL TECHNOLOGY; 
★CONSTRUCTION INDUSTRY; OCCUPATIONAL 
GUIDANCE; OCCUPATIONAL INFORMATION; CONCEPT 
teaching; FUNDAMENTAL CONCEPTS; ^career 
EDUCATION 

IDENTIFIERS - INDUSTRIAL ARTS CURRICULUM 
PROJECT; IACP; WORLD OF CONSTRUCTION 



ABSTRACT - THIS TEACHER'S GUIDE ENCOMPASSING 
THE CONCEPTS FOUND IN THE WORLD OF 
CONSTRUCTION IS DESIGNED FOR JUNIOR HIGH 
SCHOOL STUDENTS, TO BE USED AS A TOTAL 
EDUCATIUNAL PACKAGE WITH THE TEXTBOOK (VT 014 
241) AND THE LABORATORY MANUALS (VT 014 242 
AND VT 014 243). AS THE FIRST PART OF A 2- 
YEAR INTEGRATED PROGRAM IN WHICH THE SECOND 
YEAR CONCERNS MANUFACTURING, IT IS DESIGNED 
TO PREPARE STUDENTS FOR ENLIGHTENED 
CITIZENSHIP AND TO PROVIDE EDUCATIONAL- 
OCCUPATIONAL GUIDANCE FOR THE WORLD OF WORK. 
THIS PROGRAM WAS OESIGNED TO BE USED 45 
MINUTES PER DAY FOR 1B5 DAYS, WITH 22 
OPTIONAL ASSIGNMENTS FOR FLEXIBILITY. 
ASSIGNMENTS COVER THREE MAJOR AREAS: (1) 
ANALYSIS OF THE MANAGED-PERSONNEL-PRODUCTION 
SYSTEM OF CONSTRUCTION, (2) SYNTHESIS OF 
HOUSING CONSTRUCTION PRACTICES, AND (3) 
SYNTHESIS OF CITY AND REGIONAL PLANNING 
PRACTICES. EACH OF THE 1B5 ASSIGNMENT UNITS 
CONTAINS OBJECTIVES, TIME SCHEDULE SUGGESTED 
DEMONSTRATION AND AN OVERVIEW. A LIST OF 
TEACHER'S AIDS, EQUIPMENT AND MATERIALS, A 
LIST OF TOULS AND EQUIPMENT FOR STUDENTS, A 
LIST OF EXPENDABLE MATERIALS AND A SCALED 
FLOOR PLAN ARE APPENDED. THREE-RING BINDER 
FORMAT MAKES REMOVAL OF PAGES EASY. RELATED 
D0CUMEN1 S ARE AVAILABLE AS ED 054 389 OR VT 
014 Obfi AND VT 014 238-VT 014 244 (ALL IN 
THIS ISSUE). (GEB) 



VT 014 293 
CHARNEY, ALAN 

RECRUITING IN DISTRIBUTIVE EDUCATION. 

SOUTH CAROLINA STATE DEPT. OF EDUCATION, 
COLUMBIA. DISTRIBUTIVE EDUCATION SECTION. 
CLEMSON UNIV., S.C. VOCATIONAL EDUCATION 
MEDIA CENTER. 

MF AVAILABLE IN VT-ERIC SET. 

VOCATIONAL EDUCATION MEDIA CENTER, CLEMSON 
UNIVERSITY, CLEMSON, SOUTH CAROLINA 29631 
( $ 1 . 00 ) 

PUB DATE - 71 24P. 

DESCRIPTORS - *D I STK I BUT I VE EDUCATION; 
SECONDARY EDUCATION; AREA VOCATIONAL SCHOOLS; 
★TEACHING GUIDES; *INSTRUCTIONAL MATERIALS; 
RESOURCE MATERIALS; *RECRUI TMENT ; RECORDS 
(FORMS); *TEACH ER ROLE; PUBLIC RELATIONS 

ABSTRACT - DEVELOPED BY A DISTRIBUTIVE 
EDUCATION (DE) TEACHER, THIS TEACHING GUIDE 
WAS PREPARED TO AID IN RECRUITING STUDENTS 
FOR DE PROGRAMS. USEFUL IN BOTH SECONDARY 
SCHOOLS AND AREA VOCATIONAL CENTERS, THE 
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PURPOSE OF THE GUIDE IS TO HELP INFORM 
STUDENTS, ADMINISTRATORS, AND COUNSELORS OF 
THE CAREER OPPORTUNITIES IN THE AREA OF 
DISTRIBUTIVE EDUCATION. MAJOR SECTIONS OF THE 
GUIDE ARE: (1) PEOPLE WHO CAN BEST ASSIST IN 
OBTAINING DUALITY STUDENTS, (2) RECRUITING 
ACTIVITIES TO PROMOTE INTEREST IN 
DISTRIBUTIVE EDUCATION, ( 3 > SAMPLE LETTER TO 
STUDENT, ( 4 ) SAMPLE LETTER TO PARENT, (5) 
STUDENT APPLICATION FUR DISTRIBUTIVE 
EDUCATION, AND (6) STUDENT AGREEMENT FORM. 
AVAILABLE FOR USE WITH THIS GUIDE ARE 
TRANSPARENCIES WHICH ARE AVAILABLE IN THIS 
ISSUE AS VT 01.4 340. (JSI 



VT 014 306 

PROGRAMS LEADING TO AGRI-BUSINESS AND NATURAL 
RESOURCES. 

DELAWARE STATE DEPT. OF PUBLIC INSTRUCTION, 
DOVEFU D 1 V. OF VOCATIONAL EDUCATION. 

MF AVAILABLE- IN VT-ERIC SET. 

PUB DATE - 3IJAN7I 33P. 

DESCRIPTORS - ♦ AGR I CULTURAL EDUCATION; 
VOCATIONAL AGRICULTURE; ♦ AGR I BU SI NESS ; 
♦CURRICULUM GUIDES; ♦NATURAL RESOURCES; 
SECUNOARY EDUCATION; HIGH SCHOOL CURRICULUM; 
♦AGRICULTURAL OCCUPATIONS; EDUCATIONAL 
FACILITIES; COURSE DESCRIPTIONS; PROGRAM 
LENGTH? STUDENT ENROLLMENT; ADMISSION 
criteria; STUDENT ORGANIZATIONS 

ABSTRACT - THIS PUBLICATION CONTAINS 
INFORMATION REGARDING THE FOLLOWING HIGH 
SCHOOL AGRICULTURAL COURSES: Cl) INTRODUCTION 
TO AGRICULTURAL VOCATIONS, (£/ AGRICULTURAL 
PRODUCTION, (3) ANIMAL SCIENCE, (4) PLANT 
SCIENCE, (5) AGRICULTURAL SUPPLIES AND 
SERVICES, (6) AGRICULTURAL MECHANICS, (7) 
AGRIBUSINESS MANAGEMENT, (B) GREENHOUSE 
OPERATION AND MANAGEMENT, (9) LANDSCAPE 
ARCHITECTURE, (10) TURF MANAGEMENT AND 
LANDSCAPING, (11) NURSERY OPERATION AND 
MANAGEMENT, AND (12) AGRICULTURAL RESOURCES. 

A COURSE DESCRIPTION, ENTRANCE REQUIREMENTS, 
GRADE LEVEL, LENGTH OF COURSE, STUDENT 
ENROLLMENT, AND FACILITY REQUIREMENTS ARE 
INCLUDED FOR EACH COURSE. ADMINISTRATION 
POLICIES AND CALENDAR OF EVENTS FOR FUTURE 
FARMERS OF AMERICA ( FFA ) ARE APPENDEO. (SB) 



VT 014 320 
ELLIS, OWEN H. 

THE EMPLOYEE'S ROLE IN THEFT REDUCTION. A 
DISTRIBUTIVE EDUCATION PRESENTATION. 

SOUTH CAROLINA STATE DEPT. OF EDUCATION, 
COLUMBIA. DISTRIBUTIVE EDUCATION SECTION. 
CLEMSON UN 1 V . , S.C. VOCATIONAL EOUCATION 
MEDIA CENTER. 

MF AVAILABLE IN VT-ERIC SET. 

VOCATIONAL EDUCATION MEDIA CENTER, CLEMSON 
UNIVERSITY, CLEMSON, SOUTH CAROLINA 29631 
(SLIDES AND ILLUSTRATEO SCRIPT S11.50-ALL0W 4 
WEEKS FOR DELIVERY) 

PUB OATE - 71 19P. 

DESCRIPTORS - ♦DISTRIBUTIVE EOUCATION; 
♦INSTRUCTIONAL MATERIALS; *SCRIPTS; SECONDARY 
EDUCATION; POST SECONDARY EOUCATION; 
MERCHANDISING; ♦■SALES WORKERS; ♦ROLE; 
RETAILING 



IDENTIFIERS- THEFT REDUCTIUN 

ABSTRACT - DEVELOPED BY A DISTRIBUTIVE 
EDUCATION (DE) TEACHER, THIS DOCUMENT 
PROVIDES THE SCRIPT PREPARED TO ACCOMPANY 47 
SLIDES ON THEFT REDUCTION. DESIGNED PRIMARILY 
FOR USE ON THE SECONDARY LEVEL, IT IS 
RECOMMENDED THAT AT LEAST 3 DAYS BE ALLOWEO 
FOR INSTRUCTIONAL PURPOSES. HOWEVER, IT 
SHOULD BE NOTED THAT THESE MATERIALS ALSO CAN 
BE USED IN POST-SECONDARY PROGRAMS AND WITH 
LOCAL MERCHANTS AND CHAMBER GROUPS. TOPICS 
COVERED BY THE SCRIPT INCLUDE: (1) FREQUENCY 
OF SHOPLIFTING, (2) FACTS, (3) THE 
PROFESSIONAL GREETING OF CUSTOMERS, (4) OVER 
SURVEILLANCE: A COMMON ERROR, (5) COOPERATION 
WITH POLICE AND COURTS, (6) DRESSING ROOM 
SURVEILLANCE, (7) REGISTER VIGILANCE, AND (8) 
CUSTOMERS WITH OPEN PACKAGES. (JS) 



VT 014 328 
POLLACK, MARY N. 

BASIC INSTRUCTION SERIES FOR DISTRIBUTIVE 
EDUCATION (TOPICAL OUTLINES). 

SOUTH CAROLINA STATE DEPT. OF EDUCATION, 
COLUMBIA. DISTRIBUTIVE EOUCATION SECTION. 
CLEMSON UNIV., S.C. VOCATIONAL EOUCATION 
MEDIA CENTER. 

MF AVAILABLE iN VT-ERIC SET. 

VOCATIONAL EDUCATION MEOIA CENTER, CLEMSON 
UNIVERSITY, CLEMSON, SUUTH CAROLINA, 29631 
($0.85) 

PUB DATE - 71 27Pi 

DESCRIPTORS - ♦DISTRIBUTIVE EOUCATION; 
♦RESOURCE MATERIALS; ♦CURRICULUM DEVELOPMENT; 
SECONDARY SCHOOLS; AREA VOCATIONAL SCHOOLS; 
INSTRUCTIONAL MATERIALS; ♦SALESMANSHIP; 

merchandising; occupational information; 

♦CURRICULUM GUIOES 
IDENT IFIERS - OUTLINES 

ABSTRACT - OEVELOPEO BY A DISTRIBUTIVE 
EDUCATION (DE) TEACHER, THIS OOCUMENT 
PRESENTS TOPICAL OUTLINES OF THE BASIC DE 
CURRICULUM MATERIALS. KEYEO TO INSTRUCTIONAL 
MANUALS PROVIOEO EACH TEACHER-COOROINATOR IN 
SOUTH CAROLINA, THESE OUTLINES ARE USEFUL IN 
BOTH SECONDARY SCHOOLS ANO AREA' VOCATIONAL 
CENTERS. UNITS OF STUDY ARE OUTLINEO OR 
SUGGESTEO FOR TOPICS SUCH AS: (1) SELF 
ANALYSIS AS A STEP TOWARO THE WORLO OF WORK, 
(2) THE CUSTOMER'S VIEWPOINT IN SELLING, (3) 
KINDS OF DISTRIBUTIVE BUSINESSES, (4) KINDS 
OF EMPLOYMENT IN DISTRIBUTION, (5) 

MATHEMATICS OF DISTRIBUTION (TEXAS OUTLINE 
SERIES) , (6) YOUR CAREER IN DISTRIBUTION, (7) 
PREPARE YOURSELF TO SELL, (8) REAOING — ITS 
PLACE IN COMMUNICATION, (9) SALES PROMOTION, 
(10) 01 SPLAY , (11) MERCHANDISING POLICIES, 

AND (12) WHAT TO BUY. THE OUTLINES ARE 
GROUPED IN TERMS OF THEIR USE IN OE I-A, DE 
I, AND OE II. (JS) 



VT 014 336 

GUIDELINES — COOPERATIVE OCCUPATIONAL- 
VOCATIONAL EDUCATION ANO WORK-STUOY PROGRAMS. 

DELAWARE STATE DEPT. OF PUBLIC INSTRUCTION, 
DOVER. DIV. OF CAREER EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

COVEP-1 
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PUB DATE - 15SEP70 123P. 

DESCRIPTORS - ♦VOCATIONAL EDUCATION; 
♦COOPERATIVE EDUCATION; ^PROGRAM DEVELOPMENT; 
♦GUIDELINES; PROGRAM IMPROVEMENT; *WORK STUDY 
PROGRAMS; PROGRAM ADMINISTRATION; CHILO LABOR 
LAWS; RESOURCE MATERIALS; SCHOOL INDUSTRY 
RELATIONSHIP; VOCATIONAL COUNSELING 

ABSTRACT - IN AN EFFORT TO ENCOURAGE THE 
DEVELOPMENT OF ADDITIONAL COOPERATIVE 
EDUCATION ANO WORK-STUOY PROGRAMS, THESE 
GUIDELINES WERE PREPARED FOR USE BY 
ADMINISTRATORS, COORDINATORS, COUNSELORS, AND 
TEACHERS. INFORMATION CONCERNING COOPERATIVE 
EDUCATION PROGRAMS COVER TOPICS SUCH AS: (I) 
WHERE COOPERATIVE EDUCATION PROGRAMS MAY BE 
USEO, (2) EMPLOYER BENEFITS, (3) INDUSTRY'S 
RULE, (4) STUOENT TRANSPORTATION, AND (5) 
CHILD LABOR LAWS. INFORMATION PROVIDED ON 
WORK-STUDY PROGRAMS INCLUDES: (I) TYPE OF 
WORK STUDENT MAY PERFORM, (2) STUDENT 
PARTICIPATION, (3) LI MI TAT I ONS-HOURS AND 
COMPENSATION, AND (41 SUPERVISION AND 
COORDINATION. THE APPENDIX PROVIOES RESOURCE 
MATERIALS SUCH AS FORMS FOR TRAINING 
AGREEMENTS, EMPLOYER FOLLOW-UP, AND EMPLOYER 
AND STUDENT REPORTS. A GUIDE TO CHILO LABOR 
PROVISIONS OF THE FAIR LABOR STANDAROS ACT IS 
BOUNO WITHIN THE DOCUMENT. ( J S ) 



VT 014 340 
CHARNEY, ALAN 

RECRUITING IN DISTRIBUTIVE EDUCATION, 
TRANSPARENCIES. 

SOUTH CAROLINA STATE DEPT. OF EDUCATION, 
COLUMBIA. OFFICE OF VOCATIONAL EOUCATION. 
CLEMSUN UNIV., S.C. VOCATIONAL EOUCATION 
MEDIA CENTER. 

MF AVAILABLE IN VT-ERIC SET. 

VOCATIONAL EDUCATION MEOIA CENTER, CLEMSON 
UNIVERSITY, CLEMSUN, SOUTH CAROLINA 29631 
U2.50) 

PUB DATE - 71 41 P . 

DESCRIPTORS - ♦DISTRIBUTIVE EDUCATION; 
RESOURCE MATERIALS; INSTRUCTIONAL MATERIALS; 
♦CAREER PLANNING; ♦TRANSPARENCIES; 

♦ VOCATIONAL COUNSELING; *RECRUITM ENT ; 
SECONDARY EDUCATION; AREA VOCATIONAL SCHOOLS 

ABSTRACT - DEVELOPED BY A DISTRIBUTIVE 
EDUCATION (DEI TEACHER, THESE TRANSPARENCIES 
WERE PREPARED FOR USE IN RECRUITING STUDENTS 
FOR OE PROGRAMS. USEFUL IN EITHER SECONDARY 
SCHOOLS OR AREA VOCATIONAL SCHOOLS THE 31 
TRANSPARENCIES TREAT TOPICS SUCH AS: (1) WHAT 
D.C. CAN OFFER YOU, (2) MORE JOB 
OPPORTUNITIES, (3) STRUCTURE OF THE D.E. 
PROGRAM, (4) D.E. EDUCATION INSTRUCTIONAL 
AREAS, (5) DISTRIBUTION IN THE ECONOMY, (6) 
DISTRIBUTION IN A FREE ENTERPRISE SYSTEM, (7) 
THE DECA CREED, (8) THE PROJECT STUDENT, (9) 
CHAPTER ACTIVITIES, ANO ( 10 » D.E. OFFERS YOU 
A FUTURE. A SCRIPT FOR USE WITH THESE 
TRANSPARENCIES IS INCLUDED AND A RELATED 
DOCUMENT IS AVAILABLE IN THIS ISSUE AS VT 014 
293. (JS) 
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VON GUNTEN, JANE ELLEN 

PRINTED RESOURCES FOR FASHION COORDINATION 
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INSTRUCTION. DISTRIBUTIVE EDUCATION REPORT. 

WISCONSIN UNIV., MADISON. DISTRIBUTIVE 
EDUCATION OFFICE. 

WISCONSIN STATE BOARD OF VOCATIONAL, 
TECHNICAL, AND ADULT EDUCATION, MADISON. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - N0V70 31P. 

DESCRIPTORS - ♦DISTRIBUTIVE EOUCATION; 
♦MERCHANDISING; ♦BIBLIOGRAPHIES; *CURRICULUM 

development; program development; ♦resource 

MATERIALS; POST SECONDARY EDUCATION; 

RETAILING 

ABSTRACT - INCLUOED IN THIS DOCUMENT IS A 
BIBLIOGRAPHY OF MATERIALS USEFUL IN TEACHING 
F ASH I DN COORDINATION. EMERGING AS A SUBJECT 
AREA IN POST SECONDARY DISTRIBUTIVE EDUCATION 
(DE), FASHION COORDINATION IS DEFINED AS 
INVOLVING THOSE PROMOTIONAL AND SALES 
SUPPORTING ACTIVITIES DESIGNED TO: (II AID IN 
SELLING FASHION MERCHANDISE AT ALL PRICE 
LEVELS THROUGHOUT THE STORE, (21 INCREASE THE 
STORE'S FASHION PRESTIGE, (31 EXECUTE STORE 
FASHION PROMOTIONS, AND (4! COORDINATE 
FASHIONS WITHIN THE STORE. LISTINGS IN THE 
BIBLIOGRAPHY ARE ARRANGEO ALPHABETICALLY BY 
AUTHOR IN THE FOLLOWING CATEGORIES: BOOKS, 
PERIODICALS, ANO SPECIAL AIDS. INDIVIDUAL 
ENTRIES INCLUDE THE AUTHOR AND PUBLISHER'S 
ADDRESS AND ARE CODED ACCORDING TO THE 
RESEARCH METHOD USED TO LOCATE THE DOCUMENT. 
THIS BIBLIOGRAPHY OF RESOURCE MATERIALS 
SHOULD BE USEFUL TO POST SECONDARY OE 
TEACHERS INVOLVEO IN PROGRAM AND CURRICULUM 
PLANNING. (JS) 



VT 014 345 
JAMESON, ANNE H. 

SUGGESTIONS FOR A PLAN OF ROTATION FOR OFFICE 
PRACTICE. TEACHERS' MANUAL. 

SOUTH CAROLINA STATE DEPT. OF EOUCATION, 
COLUMBIA. OFFICE OCCUPATIONS SECTION. 

CLEMSON UNIV., S.C. VOCATIONAL EDUCATION 
MEOIA CENTER. 

MF AVAILABLE IN VT-ERIC SET. 

VOCATIONAL EDUCATION MEDIA CENTER, CLEMSON 
UNIVERSITY, CLEMSON, SOUTH CAROLINA ($1.00) 
PUB OATE - 71 45P. 

DESCRIPTORS - ♦BUSINESS EOUCATION; ♦OFFICE 
PRACTICE; ♦OFFICE OCCUPATIONS EDUCATION; 
♦MANUALS; SECONDARY EDUCATION; AREA 
VOCATIONAL SCHOOLS; ♦ROTATION PLANS; RESOURCE 
MATERIALS; EDUCATIONAL PLANNING; EDUCATIONAL 
OBJECTIVES 

ABSTRACT - DEVELOPED BY A HIGH SCHOOL OFFICE 
PRACTICE TEACHER, THIS MANUAL DESCRIBES A 
PLAN OF ROTATING STUDENTS THROUGH A SERIES OF 
CLASSROOM EXPERIENCES. USEFUL IN A VOCATIONAL 
BUSINESS EOUCATION PROGRAM, THE MANUAL 
INCLUDES SECTIONS ON: (1) GENERAL OBJECTIVES 
FOR THE ROTATION UNIT OF WORK, (2) EQUIPMENT, 
(3) SUPPLIES, (4) PERSONNEL, (5) SUGGESTIONS 
FOR THE PREPARATION OF THE ROTATION CHART, 

(6) PROJECT INSTRUCTIONS TO BE GIVEN TO 
STUDENTS, AND (7) OPTIONAL EXERCISES FOR 
FOLLOW-UP. (JS) 



60 



o 



21b 



AIM/VOL 5 NO 3 



VT 0 1 A 349 

NEwSJMt, HAROLD J. f AND OTHERS 

FILING— THE KEY TO BETTER ORGANIZATION FOR 

TEACHING MARKETING AND DISTRIBUTION. 

SOUTH CAROLINA STATE DEPT. OF EDUCATION, 
COLUMBIA. DISTRIBUTIVE EDUCATION SECTION. 
CLEMSON UNIV. , S.C. VOCATIONAL EDUCATION 
MEDIA CENTER. 

MF AVAILABLE IN VT-ERIC SET. 

VOCATIONAL EDUCATION MEDIA CENTER, CLEMSON 
UNIVERSITY, CLEMSON, SOUTH CAROLINA 29631 
( $5.00) 

PUB JATF - 7 U 70P . 

DESCRIPTORS - ♦DISTR IBUTIVE EOUCATION; 
RESOURCE MATERIALS? *F IL ING » INFORMATION 
SYSTEMS; ^INFORMATION STORAGE; ♦INFORMATION 
RETRIEVAL; ♦ORGANIZATION; INDEXING 

ABSTRACT - USEFUL IN ORGANIZING AND 
RETRIEVING TEACHER MATERIALS, THIS PACKAGE 
PROVIDES INFORMATION ON A DISTRIBUTIVE 
EDUCATION (OE) FILE INDEX. THE INDEX IS BASEO 
ON A NUMERICAL SYSTEM OF 1000 AND INCLUDES 16 
MAJOR SECTIONS AMONG WHICH ARE: (1) 000 
ADMINISTRATION, (2) 100 OECA, (3) 200 RECOROS 

ANO ORIENTATION, (4) 300 SALESMANSHIP, (5) 

700 MERCHANDISING, 16) 750 PRODUCT 
INFORMATION, AND (7) 850 LOCATION ANO LAYOUT. 
ALSO INCLUDED ARE INSTRUCTIONS FOR USING THE 
INDEX AND SHEETS OF FILE FOLOER LABELS. (JS) 



VT 014 350 

JOHNSON, EVELYN H., ANO OTHERS 

FOOD AND NUTRITION — SUPPLEMENTAL LESSONS FOR 

TRAINING EXTENSION AIDES. FOOO BUYING. 

DEPARTMENT OF AGRICULTURE, WASHINGTON, D.C. 
EXTENSION SERVICE. 

MF AVAILABLE IN VT-ERIC SET. 

SUPERINTENDENT OF OOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, O.C. 20402 
($ 0 . 60 ) 

PUB DATE - JUL71 65P. 

DESCRIPTORS - ♦HOME ECONOMICS EOUCATION; 
♦TEACHING GUIDES; *FOOOS INSTRUCTION; 
NUTRITION INSTRUCTION; ON THE JOB TRAINING; 
EXTENSION AGENTS; ♦EXTENSION EOUCATION; AOULT 
VOCATIONAL EDUCATION; FAMILY MANAGEMENT; 
BIBLIOGRAPHIES; SERVICE WORKERS 

ABSTRACT - THIS BOOKLET OF SUPPLEMENTAL 
LESSONS ON BUYING FOOO IS DESIGNED FOR USE BY 
TRAINER AGENTS IN ON-THE-JOB TRAINING OF 
EXTENSION AIOES TO PROVIOE THEM WITH 
INFORMATION ABOUT FOOO NEEOS OF FAMILY 
MEMBERS AND WITH TEACHING METHOOS TO USE IN 
HELPING FAMILIES. LESSONS COVER; (1) SHOPPING 
WITH KNOW-HOW, (2) KEEPING FOOO SAFE TO EAT, 
(3) MILK, EGGS, ANO CHEESE, (4) ORY BEANS, 
PEAS, AND NUTS, (6) FRUIT ANO VEGETABLES, (71 
BREAOS, CEREALS, PASTA, ANO RICE, (8) 
CONVENIENCE FOODS, ANO (91 VISIT TO A FOOO 
STORE. PURPOSES, PRESENTATION SUGGESTIONS, 
LEARNING ACTIVITIES, REFERENCES, ANO 
AUOIOVISUAL MATERIALS ACCOMPANY EACH LESSON. 
AN INTRODUCTORY SECTION PROVIDES ADDITIONAL 
SUGGESTIONS FOR THE TRAINER AGENT AND LISTS 
RECOMMENOEO REFERENCES. RELATEO BOOKLETS ARE 
AVAILABLE AS VT 012 840 - VT 012 843 (AIM 
FALL 1971). (SB) 
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FOOD DISTRIBUTION — "THE SUPERMARKET," 

TRANS PA RLNC IES. 

SOUTH CAROLINA STATE OEPT. OF EDUCATION, 
COLUMbI A. OFFICE CF VOCATIONAL EDUCATION. 
CLEMSON UNIV., S.C. VOCATIONAL EDUCATION 
MEOIA CENTER. 

MF AVAILABLE IN VT-ERIC SET. 

VOCATIONAL EOUCATION MEOIA CENTER, CLEMSON 
UNIVERSITY, CLEMSON, SOUTH CAROLINA 29631 
( $2.25) 

PUB DATE ~ 71 23 P. 

DESCRIPTORS - *DI STRIBUT.IVE EDUCATION; 
SECONDARY EOUCATION; ♦TRANSPARENCIES; AREA 
VOCATIONAL SCHOOLS; * I NSTRUC T I ONAL MATERIALS; 
RESOURCE MATERIALS; MARKETING; ♦FOOD SERVICE 
OCCUPATIONS; *ENTRY WORKERS; OCCUPATIONAL 
INFORMATION; CAREER PLANNING; VOCATIONAL 
COUNSEL ING 

ABSTRACT - OEVELOPEO BY DISTRIBUTIVE 
EOUCATION (OE) TEACHERS, THESE TRANSPARENCIES 
WERE PREPARED FOR USE WITH A COMPANION 
DOCUMENT TITLED FOOO 01 STR IBUTION— THE 
SUPERMARKET— ENTRY OCCUPATION. USEFUL IN 
SECONDARY SCHOOLS AND AREA VOCATIONAL CENTERS 
THE 19 TRANSPARENCIES COVER SUCH TOPICS AS: 
(1) STORE ORGANIZATION PLAN, (2) CHANNELS OF 
DISTRIBUTION, (3) LADDER OF SUCCESS, (4) THE 
BAG BUY, (5) THE CHECKER, (6) COMMON CHECK- 
OUT ERRORS, (7) STOCKMAN - UTILITY MAN - 
POOR, AND (8) CONSUMERISM. THE RELATEO 
DOCUMENT IS AVAILABLE A9 VT 014 352 IN THIS 
ISSUE. (JS) 



VT 014 352 

FOOO DISTRIBUTION — "THE SUPERMARKET" ENTRY 
OCCUPATIONS. 

SOUTH CAROLINA STATE OEPT. OF EDUCATION, 
COLUMBIA. DISTRIBUTIVE BOUCATION SECTION. 
CLEMSON UNIV., S.C. VOCATIONAL EDUCATION 
MEOIA CENTER. 

MF AVAILABLE IN VT-ERIC SET. 

VOCATIONAL EDUCATION MEOIA CENTER, CLEMSON 
UNIVERSITY, CLEMSON, SOUTH CAROLINA 29631 
( $ 1 . 00 ) 

PUB OATE - 71 54P. 

DESCRIPTORS - ♦OISTR IBUTIVE EOUCATION; 
♦OCCUPATIONAL INFORMATION; ♦ENTRY WORKERS; 
♦FOOD SERVICE OCCUPATIONS; SECONOARY 
EOUCATION; ♦MANUALS; INSTRUCTIONAL MATERIALS; 
RESOURCE MATERIALS; AREA VOCATIONAL SCHOOLS; 
CAREER PLANNING; VOCATIONAL COUNSELING 

ABSTRACT - OEVELOPEO BY DISTRIBUTIVE 
EOUCATION TEACHERS, THIS MANUAL WAS PREPAREO 
TO HELP COORDINATORS PROVIOE STUOENTS WITH 
OCCUPATIONAL INFORMATION CONCERNING THE FOUO 
SERVICE INOUSTRY. USEFUL IN EITHER SECONOARY 
SCHOOLS OR AREA VOCATIONAL CENTERS, THE 
MANUAL PROVIOES INFORMATION ON SUCH TOPICS 
AS: (1) HOW THE FOOO INOUSTRY COMPARES WITH 
OTHER INDUSTRIES, (2) HISTORY AND DEVELOPMENT 
OF THE SUPERMARKET, (3) STORE ORGANIZATION 
PLAN, (4) CHANNELS OF DISTRIBUTION, (5) 
PACKAGING, ANO (6) A SAMPLE OF BENEFITS IN 
FOOO DISTRIBUTION CAREERS. THE OOCUMENT 
INCLUOES NUMEROUS ILLUSTRATIONS, JOB 
DESCRIPTIONS, OISCUSSION QUESTIONS, ANO 
^ZJESTS. TELATEO TRANSPARENCIES ARE AVAILABLE 
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AS V T 014 351 IN THIS ISSUE. ( JS ) 



VT 014 353 ED 057 235 
LEE, JASPER S. 

OCCUPATIONAL ORIENTATION; AN INTRODUCTION TO 
THE WORLD OF WORK. 

MISSISSIPPI RESEARCH COORDINATING UNIT FOR 
VOCATIONAL-TECHNICAL EDUCATION, STATE 
COLLEGE. 

MISSISSIPPI STATE DEPT. OF EDUCATION, 

JACKSON. DIV. OF VOCATIONAL AND TECHNICAL 
EDUCATION. 

EDRS PRICE MF-$0 .65 HC-$9.87. 

PUB DATE - 71 213P. 

DESCRIPTORS - ^VOCATIONAL EDUCATION; *CAREER 
PLANNING; ^CAREER EDUCATION; *STUDY GUIDES; 
INSTRUCTIONAL MATERIALS; RESOURCE MATERIALS; 
TEACHING TECHNIQUES; COURSE ORGANIZATION; 
OCCUPATIONAL INFORMATION 
IDENTIFIERS - *OCCU PAT I ONAL EXPLORATION; 

WORLD OF WORK 

ABSTRACT - DEVELOPED BY CURRICULUM 
COORDINATING UNIT STAFF, THIS STUDY GUIDE WAS 
DESIGNED FOR USE BY STUDENTS IN OCCUPATIONAL 
ORIENTATION CLASSES. INTENDED TO SERVE AS A 
CENTRAL CORE AROUND WHICH CLASS ACTIVITIES 
MAY BE STRUCTURED, THE GUIDE INCLUDES 17 
UNITS ON TOPICS SUCH ASS (1) DETERMINING THE 
IMPORTANCE OF WORK, (21 UNDERSTANDING THE 
PRESENT WURLD OF WORK, (3) PREPARING FOR A 
CAREER, (4) EXPLORING OUTDOOR OCCUPATIONS, 

(5) EXPLORING SCIENCE OCCUPATIONS, (6) 
EXPLORING ARTS AND ENTERTAINMENT OCCUPATIONS, 
(7) LOCATING AND APPLYING FOR A JOB, (8) 
SELECTING A CAREER, AND (9) WORKING DN THE 
JOB. EACH UNIT INCLUDES PERTINENT BACKGROUND 
INFORMATION, REVIEW QUESTIONS, AND SUGGESTED 
ACTIVITIES. IT IS HOPED THIS MATERIAL WILL 
HELP STUDENTS MAKE INTELLIGENT CAREER PLANS 
AND DECISIONS. THIS PUBLICATION IS A REVISION 
OF ED 050 279 (VT 013 079, AIM FALL 1971). 

( JS) 



VT 014 355 

A LEARNER’S GUIDE TO INDEPENDENT STUDY. 

BEAVERTON HIGH SCHOOL, MICH. DEPT. OF 
INDUSTRIAL EDUCATION. 

ME AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 16P. 

DESCRIPTORS - ^CURRICULUM GUIDES; +INDUSTRIAL 
EDUCATION; #i INDEPENDENT STUDY; ^GUIDELINES; 
BEHAVIORAL OBJECTIVES; STUDENT PROJECTS; 
STUDENT RESEARCH; REPORTS; STUDY GUIDES 
IDENTIFIERS - CONTRACT GRADING 

ABSTRACT - DEVELOPED BY A HIGH SCHOOL 
INDUSTRIAL EDUCATION DEPARTMENT STAFF, THIS 
GUIDE IS DESIGNED AS AN INSTRUCTIONAL PACKAGE 
FOR A SEMESTER COURSE ENTITLED "INDEPENDENT 
STUDY IN INDUSTRIAL EDUCATION". THE GUIDE IS 
DESIGNED BASICALLY AS A FRAMEWORK, WITH THE 
TOPIC AND METHOD TO BE DESIGNED INDEPENDENTLY 
FOR EACH STUDENT. A BRIEF INTRODUCTION 
SECTION ANSWERS QUESTIONS ON: (l) WHAT IS THE 
BASIC PURPOSE OF INDEPENDENT STUDY? (2) WHAT 
ABE THE DIFFERENT KINDS OF INDEPENDENT STUDY? 
(3) WHO WILL PAY FOR THE MATERIALS I USE? (4) 
HOW WILL I BE GRADED? AND (5) WHAT WILL I 



HAVE TO DO TO GET STARTED? OTHER TOPICS 
COVERED INCLUDE: (1) DEFINITIONS OF PRODUCT 
AND PRUBLEM RESEARCH, (2) WRITING THE PROBLEM 
OR PRODUCT DESCRIPTION, (3) PREPARING THE 
TIME LINE, (4) GETTING THE COUNSELOR'S 
APPROVAL, (5) DESIGNING, PLANNING, DRAWING, 
AND WORKING, (6) PROGRESS REPORTS, AND (7) 
WRITING THE FINAL REPORT. A SAMPLE STUDENT 
CONTRACT FORM, A COUNSELOR APPROVAL FORM, A 
SEMESTER TIME LINE, AND A PROGRESS REPORT 
FORM ARE APPENDED. (GEB) 



VT 014 357 ED 057 236 
STUNARO, E. ARTHUR, ED. 

BOOKS. 

AMERICAN INDUSTRIAL ARTS ASSOCIATION, 
WASHINGTON, D.C. AMERICAN COUNCIL FOR 
ELEMENTARY SCHOOL INDUSTRIAL ARTS 
EDRS PRICE MF-S0.65 HCr-$9.87. 

AMERICAN INDUSTRIAL ARTS ASSOCIATION, L20L 
SIXTEENTH STREET, N.W., WASHINGTON, D.C. 

20036 (STOCK #641-21338 $2.00) 

PUB DATE - MAR7 1 208P. 

DESCRIPTORS - *INOUSTRIAL ARTS; ^ELEMENTARY 
GRADES; ^ANNOTATED BIBLIOGRAPHIES; *BOOKS; 
COMMUNICATIONS; TRANSPORTATION; INDUSTRY; 
GRAPHIC ARTS; SCIENCE ACTIVITIES; 
MANUFACTURING; CONSTRUCTION (PROCESS) 

ABSTRACT - PREPARED BY THE AMERICAN COUNCIL 
FOR ELEMENTARY SCHOOL INDUSTRIAL ARTS, 
(ACESIA), THIS ANNOTATED BIBLIOGRAPHY OF 
BOOKS IS A RESULT OF THEIR COMMITMENT TO 
PUBLISH MATERIALS THAT MIGHT BE USEFUL TO THE 
PROFESSION. FOR USE IN ELEMENTARY SCHOOL 
INDUSTRIAL ARTS ACTIVITIES, THIS LIST WAS 
COMPILED OVER A PERIOD OF YEARS WITH THE HELP 
OF MANY COLLEAGUES. THE COUNCIL IS ATTEMPTING 
TO DEFINE, STIMULATE, AND STRIVE FOR THE 
IDEAL FORM OF INDUSTRIAL ARTS EDUCATION IN 
THE ELEMENT ARY GRADES. THE CONTENTS OF THIS 
PUBLICATION ARE OIVIDED INTO 54 AREAS. 

SAMPLES ARE: (1) AUTOMATION, (2) 
COMMUNICATION, (3) ELECTRICITY, (4) GLASS, 

(5) INDUSTRY, (6) MAGNETS, (7) PLASTICS, (8) 
SOUND, (9) TIME AND CLOCKS, (10) WHEELS, AND 
(11) TRANSPORTATION. EACH ITEM IS RECOMMENDED 
FOR USE AT PRIMARY, INTERMEDIATE, UPPER 
GRADES, AND TEACHER REFERENCE LEVEL. DETAILS 
REGARDING MEMBERSHIP IN ACESIA ARE GIVEN. 

( GEb) 



VT 014 361 

MASTER CATALOG OF AHA MATERIALS, 1971-1972: 
PART l, ALPHABETICAL ANNOTATED LIST OF 
TITLES, PART 2, ALPHABETICAL LIST OF SUBJECT 
AREAS. 4 

AMERICAN HEART ASSOCIATION, NEW YORK, N.Y. 

MF AVAILABLE IN VT-ERIC SET. 

EMI-9-71-2500 

PUB DATE - ND 107P. 

DESCRIPTORS - RESOURCE MATERIALS; ^ANNOTATED 
BIBLIOGRAPHIES; * INSTRUCT ION AL MATERIALS; 
^CARDIOVASCULAR SYSTEM; GUIDANCE COUNSELING; 
PROFESSIONAL ASSOCIATIONS; PROFESSIONAL 
EDUCATION; ^PUBLIC health; ^HEALTH EDUCATION; 
FILMS; FILMSTRIPS; FINANCIAL SUPPORT 
IDENTIFIERS - AMERICA HEART ASSOCIATION 
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ABSTRACT - THIS ANNOTATED BIBLIOGRAPHY 
PRESENTS OVER 500 CITATIONS INCLUDING 
PUBLICATIONS PRODUCED AND/OR DISTRIBUTED BY 
THE AMERICAN HEART ASSOCIATION AND SELECTED 
MATERIALS FROM OTHER SOURCES. THE LISTINGS, 
WHICH INCLUDE BOOKLETS AND FILMS, USEFUL FOR 
YEAR-ROUND FUND RAISING ACTIVITIES, ARE 
ARRANGED ALPHABETICALLY BY TITLE AS WELL AS 
BY SUBJECT. AMONG THE SUBJECT AREAS ARE 
TUPICS SUCH AS: (1) ADMINISTRATION AND 
ORGANIZATION, (2) AMBULANCE PERSONNEL, (3) 
BLOOD, 14) CARDIOVASCULAR DISEASES — GENERAL, 
(5) DIET, (6) EXERCISE, (7) FILMS, 18) 
GUIDANCE MATERIALS, 19) HIGH BLOOD PRESSURE, 

( 10 ) PROMOTION LEAFLETS, III) RADIO 
MATERIALS, 112) RESEARCH PUBLICATIONS, (13) 
SMOKING AND CARDIOVASCULAR DISEASES, AND (14) 
TEACHING AIDS. THE BIBLIOGRAPHY SHOULD BE A 
USEFUL RESOURCE FOR PUBLIC OR PROFESSIONAL 
EDUCATION PROGRAMS, AS WELL AS FOR GUIDANCE 
MATERIALS FUR HEART ASSOCIATIONS. 

INSTRUCTIONS ARE PROVIDED FOR USING THE 
CATALOGUE AND ORDERING NEEDED MATERIALS. (JS) 



VT 014 362 

EVANS, BENNIE N., COMP. 

ALMOST THREE DOZEN BULLETIN BOARD IDEAS FOR 
BUSINESS EDUCATION. 

MISSISSIPPI RESEARCH COORDINATING UNIT FOR 
VOCATIONAL-TECHNICAL EDUCATION, STATE 
COLLEGE. 

MISSISSIPPI STATE DEPT. OF EOUCATION, 

JACKSON. DIV. OF VOCATIONAL AND TECHNICAL 
EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 39 P. 

DESCRIPTORS - ♦BUSINESS EOUCATION; *RESOURCE 
MATERIALS; INSTRUCTIONAL MATERIALS; * BULLET IN 

boards; ♦manuals; ♦office occupations 

EDUCATION; TYPEWRITING; STENOGRAPHY; OATA 
PROCESSING; BOOKKEEPING; TEACHER EOUCATION 

ABSTRACT - OEVELOPED BY PROSPECTIVE BUSINESS 
EDUCATION TEACHERS, THIS DOCUMENT PRESENTS 
BULLETIN BOARO IDEAS FOR USE IN: (1) 
TYPEWRITING, (2) SHORTHANO, (3) BOOKKEEPING, 
(4) FILING, (5) DATA PROCESSING, (6) STUDENT 
TEACHING, AND (7) R EL AT EO COURSES . EACH 
BULLETIN BOARD IDEA IS PRESENTED GRAPHICALLY 
AND INCLUDES A STATEMENT OF PURPOSE ANO ALIST 
OF MATERIALS NEEDED FOR CONSTRUCTION. (JS) 



VT 014 365 

VISUAL AIOS FOR USE IN VOCATIONAL 
HORTICULTURE CLASSES. A SUGGESTED LIST. 



HORTICULTURE CLASSES. THE LIST INCLUDES 
SEVENTEEN 16 MM. MOVIES,. FIVE FILM STRIPS AND 
11 SLIDE SETS WITH SOURCES OF THESE AIDS 
GIVEN. SOME OF THE TITLES INCLUDED ARE: (1) 
"THE NATIONAL ARBORETUM", (2) "AMONG YOUR 
SOUVENIRS", (3) "LIVING WITH ROSES", (4) 

" CULGR IT GREEN WITH TREES", (5) "SAFE USE OF 
PESTICIDES", ANO (6) "WEED IDENTIFICATION". 

( GEb ) 



VT 014 366 EO 057 240 

HOMEMAKING HANDBOGK FOR VILLAGE WORKERS IN 
MANY COUNTRIES. 



DEPARTMENT OF AGRICULTURE, WASHINGTON, O.C. 
EXTENSION SERVICE. 

AGENCY FOR INTERNATIONAL DEVELOPMENT (DEPT. 



OF STATE), 
EDRS PRICE 
PA-953 
PUB DATE - 



WASHINGTON, D.C. 
MF-$0 . 65 HC-S9.87. 



MAR71 232P. 



DESCRIPTORS - *HCME ECONOMICS; ♦EXTENSION 
AGENTS; ♦EXTENSION EOUCATION; ♦DEVELOPING 
NATIONS; PROGRAM PLANNING; PROGRAM 
DEVELOPMENT; TEACHING METHODS; INSTRUCTIONAL 
AIDS; FINANCIAL SUPPORT; ♦STUDY GUIDES; 
FOREIGN COUNTRIES; HOMEMAKING SKILLS; MANUALS 
IDENTIFIERS - VILLAGE WORKERS 



ABSTRACT - INTENDED FOR USE BY PERSONNEL IN 
HOME ECONOMICS EXTENSION, COMMUNITY 
DEVELOPMENT, CLASSROOM TEACHING, HEALTH 
EDUCATION, ANO OTHER PROGRAMS INVOLVING HOME 
AND FAMILY LIFE, THIS HANOBOOK CAN SERVE AS A 
GUIOE FOR THE VILLAGE LEVEL WORKER OR AS A 
TEACHING AID AND TEXT TO TEACHERS OF VILLAGE 
LEVEL WORKERS. THE FIRST SECTION DESCRIBES 
HOW THE VILLAGE WORKER BEGINS, NEED FOR 
SUPPORT AT THE NATIONAL, PROVINCIAL, AND 
VILLAGE LEVELS, AND WORKING WITH OTHER 
AGENCIES ANO ORGANIZATIONS. THE SECONO 
SECTION DESCRIBES WHAT THE VILLAGE WORKER 
WILL TEACH, WHICH INCLUOES: (1) FOOO AND 
NUTRITION, (2) GROWING, STORING, AND 
PRESERVING FOOO, (3) CARING FOR CHILDREN, (4) 
HEALTH, (5) HOUSING ANO HOME IMPROVEMENT, (6) 
HOUSEKEEPING ANO HOME MANAGEMENT, ANO (7) 
CLOTHING. THE FINAL SECTION OISCUSSES HOW THE 
VILLAGE WORKER WILL TEACH AMD PROVIOES STEPS 
IN PLANNING ANO DEVELOPING A PROGRAM, 
IDENTIFYING AND UTILIZING LOCAL LEADERS, 
TEACHING METHOOS FOR INDIVIDUALS ANO GROUPS, 
ANO TEACHING AIOS. THE HANDBOOK CONTAINS A 
BIBLIOGRAPHY OF SUPPLEMENTARY MATERIALS ANO 
IS PROFUSELY ILLUSTRATED WITH PHOTOGRAPHS AND 
ILLUSTRATIONS. (SB) 



AMERICAN ASSOCIATION OF NURSERYMEN, INC., 
WASHINGTON, D.C. 

NATIONAL LANOSCAPE NURSERYMEN'S ASSOCIATION, 
WASHINGTON, D.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 4P. 

DESCRIPTORS - AGRICULTURAL EDUCATION; 
♦bibliographies; ♦HORTICULTURE; nurseries 
(HORTICULTURE); ♦AUOIOVISUAL AIOS; ♦RESOURCE 
MATERIALS; ♦VOCATIONAL AGRICULTURE 

ABSTRACT - PREPARED BY NURSERYMEN'S 
ASSOCIATIONS, THIS LIST OF VISUAL AIDS IS 
DESIGNED FOR TEACHER USE IN VOCATIONAL 



VT 014 367 
SMITH, ROGER R. 

SOURCE UNIT IN CAREERS IN AGRICULTURAL 
OCCUPATIONS. 

COLORADO STATE UNIV., FT. COLLINS. DEPT. OF 
VOCATIONAL EOUCATION. 

COLOR AOO STATE BOARO FOR COMMUNITY COLLEGES 
ANO OCCUPATIONAL EOUCATION, DENVER. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 33P» 

DESCRIPTORS - ♦VOCATIONAL AGRICULTURE; 

♦ AGRICULTURAL EOUCATION;' SECONOARY EOUCATION; 
♦TEACHING GUIOES; RESOURCE MATERIALS; 

O 
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INSTRUCTIONAL MATERIALS; *OCCUPATIONAL 

information; vocational counseling; *career 
education; career planning; job application 



ABSTRACT - PREPARED TO ASSIST VOCATIONAL 
AGRICULTURE TEACHERS IN DEVELOPING HIGH 
SCHOOL CAREER EDUCATION PROGRAMS, THIS 
RESOURCE GUIDE SUGGESTS OBJECTIVES AND 
TEACHING TECHNIQUES AND PROVIDES JOB ANALYSIS 
INFORMATION. ARRANGED IN OUTLINE FORMAT, THE 
GUIDE PROVIDES INFORMATION ON: (1) BECOMING 
FAMILIAR WITH THE SCOPE AND EMPLOYMENT 
OPPORTUNITIES IN AGRICULTURAL OCCUPATIONS, 

(2) BECOMING FAMILIAR WITH THE EDUCATIONAL 
AND EXPERIENCE REQUIREMENTS DF THE VARIOUS 
AGRICULTURAL OCCUPATIONS, (3) OBTAINING 
OCCUPATIONAL INFORMATION, (4) EVALUATING 
AGRICULTURAL OCCUPATIONS IN LIGHT OF MY 
PERSUNAL INVENTORY, (5) SELECTING A CAREER, 
(6) PLANNING FOR A CAREER IN AN AGRICULTURAL 
OCCUPATION, AND (7) APPLYING FOR A JOB. THE 
MATERIAL INCLUDED IN THIS DOCUMENT MAY BE 
TAUGHT AS ONE TEACHING BLOCK OR TAUGHT TO 
STUDENTS AT VARIOUS GRADE LEVELS. (JS) 



VT 014 368 

TALKINGTON, DALLAS C. 

SOURCE UNIT IN HORSE PRODUCTION. 

COLORADO STATE UNIV., FT. COLLINS. DEPT. OF 
VOCATIONAL EDUCATION. 

COLORADO STATE BOARD FOR COMMUNITY COLLEGES 
AND OCCUPATIONAL EDUCATION, DENVER. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 26P . 



DESCRIPTORS - ^RESOURCE GUIDES; * VOCATI DNAL 

agriculture; ^resource materials; lesson 

PLANS; *HORSES; INSTRUCTIONAL MATERIALS; 
TEACHING TECHNIQUES; *AGR IC ULTURA L EDUCATION; 
LIVESTOCK; ANIMAL SCIENCE; AGRICULTURAL 
PRODUCTION; EDUCATIONAL OBJECTIVES; 

CURRICULUM DEVELOPMENT 

ABSTRACT - DEVELOPED AS A RESOURCE GUIDE, 

THIS DOCUMENT WAS PREPARED TO HELP VOCATIONAL 
AGRICULTURE TEACHERS TD ANALYZE THE AREA OF 
HORSE PRODUCTION AND TO ORGANIZE LESSON 
PLANS. ARRANGED IN OUTLINE FORMAT, THE GUIDE 
IDENTIFIES 11 INSTRUCTIONAL AREAS INCLUDING: 
(1) DETERMINING THE IMPORTANCE AND 
OPPORTUNITIES IN HDRSE PRODUCTION, (2) 
SELECTION OF BREEDING STOCK, (3) FEEDING 
HORSES, (4) CARING FOR THE MARE AND FOAL, (5) 
SELECTING BUILDINGS AND EQUIPMENT, AND (6) 
GROWING AND SHOWING. ALSO INCLUDED ARE 
LEARNING OBJECTIVES, TEACHING TECHNIQUES, 
REFERENCES, AND A FACTUAL ANALYSIS OF EACH 
UNIT. (JS) 



PLANS; TEACHING TECHNIQUES; *AGRICULTUR AL 
EDUCATION; *LIVESTOCK; *ANIMAL SCIENCE; 
AGRICULTURAL PRODUCTION; EDUCATIONAL 
objectives; curriculum DEVELOPMENT 
IDENTIFIERS - SHEEP PRODUCTION 



ABSTRACT - DEVELOPED AS A RESOURCE GUIDE, 

THIS DOCUMENT WAS PREPARED TO HELP VOCATIONAL 
AGRICULTURE TEACHERS ANALYZE THE AREA OF 
SHEEP PRDDUCTI DN AND ORGANIZE LESSON PLANS. 
ARRANGED IN DUTLINE FORMAT, THE GUIDE 
IDENTIFIES 24 INSTRUCTIONAL AREAS INCLUDING: 
(1) SELECTING BREEDING SHEEP, (2) SELECTING 
FEEDER LAMBS AND SHEEP, (3) PROVIDING HOUSING 
AND EQUIPMENT FOR SHEEP, (4) CROP FEEDING 
LAMBS, (5) SHEARING SHEEP, (6) MARKETING 
WOOL, (7) CULLING THE BREEDING FLOCK, AND (8) 
FITTING AND SHOWING SHEEP. INCLUDED IN EACH 
OF THE 24 JOB OUTLINES ARE LEARNING 
OBJECTIVES, TEACHING TECHNIQUES, REFERENCES, 
AND A FACTUAL ANALYSIS OF EACH UNIT. (JS) 



VT 014 370 
NELSON, ALLEN H. 

SOURCE UNIT IN SOILS. 

COLORADO STATE UNIV., FT. COLLINS. DEPT. OF 
VOCATIONAL EDUCATION. 

COLORADO STATE BOARD FOR COMMUNITY COLLEGES 
AND OCCUPATIONAL EDUCATION, DENVER. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 51 P. 



DESCRIPTORS - *RESOURCE GUIDES; RESOURCE 
MATERIALS; TEACHING TECHNIQUES; ♦LESSON 
PLANS; ^VOCATIONAL AGRICULTURE; ^AGRICULTURAL 
EDUCATION; EDUCATIONAL OBJECTIVES; SOIL 
conservation; *SOIL SCIENCE; curriculum 
DEVELOPMENT 



ABSTRACT - DEVELOPED AS A RESOURCE GUIDE, 

THIS OOCUMENT WAS PREPARED TO HELP VOCATIONAL 
AGRICULTURE TEACHERS TO ANALYZE THE AREA OF 
SOILS ANO TO ORGANIZE LESSON UNITS. ARRANGED 
IN OUTLINE FORMAT, THE GUIDE IDENTIFIES 17 
INSTRUCTIONAL AREAS INCLUDING: (1) BECOMING 
FAMILIAR WITH SOILS, (2) RECOGNIZING SOIL 
COLOR AND ITS CAUSES, (3) REVIEWING THE 
HISTORY OF SOIL CONSERVATION, (4) 
UNDERSTANDING THE FORMS OF EROSION AND HOW 
THEY OCCUR, (5) MAKING A FARM CONSERVATION 
PLAN, AND (6) BECOMING FAMILIAR WITH METHODS 
OF IRRIGATION. ALSO INCLUDED ARE LEARNING 
OBJECTIVES, TEACHING TECHNIQUES, REFERENCES, 
AND A FACTUAL ANALYSIS OF EACH UNIT. (JS) 



VT 014 371 

ARBAUGH, FRANKLIN D. 
INDUSTRIAL ARTS, K-12+. 



VT 014 369 
ULERY, BYRON 

SOURCE UNIT IN SHEEP PRODUCTION. 

COLORADO STATE UNIV., FT. COLLINS. DEPT. OF 
VOCATIONAL EDUCATION. 

COLORADO STATE BOARD FOR COMMUNITY COLLEGES 
AND OCCUPATIONAL EDUCATION, DENVER. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 75 P. 

DESCRIPTORS - ^RESOURCE GUIDES; ^VOCATIONAL 
AGRICULTURE; RESOURCE MATERIALS; LESSON 



DELAWARE STATE DEPT. OF PUBLIC INSTRUCTION, 
DOVER. DIV. OF VOCATIONAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 15N0V70 105P. 

DESCRIPTORS - * INDUSTRIAL ARTS; ^CURRICULUM 
GUIDES; ELEMENTARY GRADES; SECONDARY GRADES; 
ADULT EDUCATION; *PROGRAM PLANNING; 
♦EDUCATIONAL OBJECTIVES; RESOURCE MATERIALS; 
EDUCATIONAL FACILITIES; SCHOOL SAFETY; *STATE 
CURRICULUM GUIDES; PROGRAM GUIDES 
IDENTIHERS - ^DELAWARE 
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ABSTRAC1 - DEVELOPED WITH THE HELP OF A 
CURRICULUM COMMITTEE AND MEMBERS OF A SUMMER 
INSTITUTE PROGRAM, THIS HANDBOOK IS DESIGNED 
TU ASSIST TEACHERS AND SCHOOL ADMINISTRATORS 
IN PLANNING AND CONDUCTING EFFECTIVE 
INDUSTRIAL ARTS PROGRAMS. SPECIFIC OBJECTIVES 
DF THE PROGRAM ARE TO (1) DEVELOP AN 
INTEREST, AND AN UNDERSTANDING OF, ALL 
ASPECTS OF INDUSTRY AND THE TRAOES OR CRAFTS, 
(2) EXPLORE INDUSTRY, (3) DEVELOP SKILLS IN 
THE USE OF TOOLS, MACHINES, MATERIALS, AND 
PROCESSES, ANU (4) MAKE A CONTRIBUTION AS 
PREPARATION FOR MORE SELF-SUFFICIENT HOME 
LIVING. THE CURRICULUM IS EXPLAINED IN TERMS 
OF THE VARIOUS AREAS COVERED AND THE PROGRAMS 
ARE BRIEFLY DESCRIBED FOR ELEMENTARY, 
INTERMEDIATE, AND SECONDARY GRADES ANO FOR 
ADULT EDUCATION. THE K-12 SEQUENCE, CHILD 
LABOR REQUIREMENTS, A SUMMARY OF THE 
INTERMEDIATE EXPLORATORY AND HIGH SCHOOL 
PROGRAMS, A LIST OF FACTORS THAT AFFECT THE 
PROGRAM, GUIDELINES FOR FACILITIES PLANNING, 

A LIST OF EYE PROTECTION PUBLICATIONS, AND A 
LIST OF PROFESSIONAL RESPONSIBILITIES ARE 
APPENDED. (GEB) 



VT 014 373 

PERFORMANCE OBJECTIVE HANDBOOK, 1970-71. 

ROBERT F. KENNEDY YOUTH CENTER, MORGANTOWN, 

W. VA. BUREAU OF PRISONS. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 315P. 

DESCRIPTORS - TEACHING GUIDE; *VOCATIONAL 
EDUCATION; ^BEHAVIORAL OBJECTIVES; 

EDUCATIONAL INNOVATION; GRAPHIC ARTS; 
ELECTRONICS; AEROSPACE TECHNOLOGY; CONSUMER 
EDUCATION; CHANGING ATTITUDES; *1 NSTRUCT I ONAL 
MATERIALS; ^RESOURCE MATERIALS; PERFORMANCE 
TESTS 

IDENTIFIERS - ♦PERFORMANCE OBJECTIVES 

ABSTRACT - THIS HANDBOOK* DEVELOPED BY THE 
EDUCATION STAFF UNDER THE DIRECTION OF 
SUPERVISORS OF EDUCATIONAL SERVICES AT THE 
CENTER, WAS DESIGNED TO PROMOTE AN AWARENESS 
OF THE NEED FOR INNOVATION IN A CORRECT I0NA1 
INSTITUTION. BECAUSE MOST OF THE POPULATION 
IN SUCH INSTITUTIONS ARE SCHOOL DROPOUTS, 

THEY NEED A NEW APPROACH TO EDUCATION. 

BEHA V IORALLY STATED OBJECTIVES ARE GIVEN FOR 
35 UNITS CATEGORIZED UNDER SEVEN HEADING: (1) 
PRE-INDUSTRIAL ORIENTATION, (2) AEROSPACE 
CLUSTER, (3) GRAPHICS CLUSTER, (41 
ELECTRONICS CLUSTER, (5) RELATED INFORMATION, 
(6) SUPPORTIVE INFORMATION, AND (7) SOCIAL 
EDUCATION. OBJECTIVES ARE STATED FOR SEVERAL 
ITEMS WITHIN EACH UNIT AND MILESTONES 
DESIGNATE THE BEGINNING OF EACH NEW ITEM. 
(GEB) 



VT 014 375 

WILDER, DELORES; HINES, RELLA 

INDEX TO "QUERY" COMPUTER SEARCHES 0001-0142. 

TENNESSEE OCCUPATIONAL RESEARCH AND 
DEVELOPMENT COORDINATING UNIT, KNOXVILLE. 
TENNESSEE UNIV., KNOXVILLE. COLL. OF 
EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - JUL71 32P. 



DESCRIPTORS - ♦CITATION INDEXES; RESEARCH 
COORDINATING UNITS; SEARCH STRATEGIES; 
♦INFORMATION SERVICES; ♦ ! NFORMAT I ON SOURCES; 
♦COMPUTfck PROGRAMS; COMPUTER STORAGE 
DEVICES; RESOURCE MATERIALS; ♦INFORMATION 
RETRI EVAL 

IDENTIFIERS - ♦EOUCATIONAL RESOURCES 
INFORMATION CtNTER; ERIC; TENNESSEE 

ABSTRACT - PREPARED BY THE RESEARCH 
COORDINATING UNIT (RCU) FOR THE STATE OF 
TENNESSEE, THIS PUBLICATION IS DESIGNED TO 
PROVIDE ACCESS TO COMPUTER SEARCHES OF THE 
EDUCATIONAL RESOURCES INFORMATION CENTER 
(ERIC) FILES WHICH WERE COMPLETED BY THE RCU 
BETWEEN OCTOBER 1970 AND JULY 1971. THE FIRST 
PART CONTAINS INFORMATION FOR BOTH THE USE OF 
THE INDEX AND THE USE OF SEARCH PRINTOUTS, 

THE SECOND IS SIMPLY AN ALPHABETICAL SUBJECT 
INDEX WHICH ENABLES THE USER TO LOCATE 
INFORMATION CONTAINED IN THE ERIC FILES, AND 
THE THIRD IS A LISTING OF ALL SEARCHES BY 
NUMBER. ALSO INCLUDED IN THE THIRD PART ARE 
DESCRIPTORS USED, THE GROUP OF FILES WHICH 
THE SEARCH COVERS, ANO THE NUMBER OF 
DOCUMENTS IDENTIFIED. A SAMPLE RESUME AND A 
COMPUTER SEARCH REQUEST FURM ARE APPENDED. 

( AUTHOR/GEB) 



VT 014 380 

BOLLESEN, ROBERT; SOMMERS, RONALD 
PLOWS AND PLOWING; STUDENT WORKBOOK FOR 
VOCATIONAL AGRICULTURE. 

MINNESOTA UNIV., ST. PAUL. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - NO 24P. 

DESCRIPTORS - *VOCATIONAL AGRICULTURE; 
♦AGRICULTURAL EDUCATION; ♦STUDY GUIDES; ♦ FARM 
OCCUPATIONS; SECONDARY EDUCATION; 
INSTRUCTIONAL MATERIALS; 1 RESOURCE MATERIALS; 
EDUCATIONAL OBJECTIVES; TEACHING TECHNIQUES; 
♦AGRICULTURAL MACHINERY 
IDENTIFIERS - PLOWING 

ABSTRACT - DEVELOPED BY AGRICULTURE 
EDUCATORS, THIS STUDENT WORKBOOK WAS DESIGNED 
FOR HIGH SCHOOL VOCATIONAL AGRICULTURE 
CLASSES. INCLUDING FIVE LESSONS ON THE 
PRINCIPLES OF PLOW OPERATION, THE STUDY GUIDE 
IS DESIGNED TO BE ADAPTED TO THE LOCAL CLASS 
SITUATION. IT IS ALSO RECOMMENDED THAT A PLOW 
BE AVAILABLE IN THE SHOP FOR STUDY AND FOR 
SERVICE, MAINTENANCE, AND- ADJUSTMENT. 

ARRANGED IN A QUESTION/ANSWER FORMAT, THE 
FIVE LESSONS IN THE STUDY GUIDE PROVIDE 
SPACES FOR STUDENT RESPONSES AND COVER TOPICS 
SUCH AS: (1) PLOWS ANO PLOWING, (2) DESIGN OF 
THE PLOW, (3) MAINTENANCE DF THE MOLDBOARD 
PLOW, (4) HITCHING THE PLOW, AND (5) 

ADJUSTING AND HITCHING WORKSHEET. THE 
INSTRUCTOR'S RESOURCE UNIT IS AVAILABLE IN 
THIS ISSUE AS VT 014 381. (JS) 



VT 014 381 

BOLLESEN, ROBERT; SOMMERS, RONALD 

PLOWS AND PLOWING FOR VOCATIONAL AGRICULTURE. 

RESOURCE UNIT. 

MINNESOTA UNIV., ST. PAUL. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - NO 23P . 
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DESCRIPTORS - ♦VOCATIONAL AGRICULTURE; 
♦AGRICULTURAL EDUCATION; ♦TEACHING GUIDES; 
♦FARM OCCUPATIONS; SECONDARY EDUCATION; 
INSTRUCTIONAL MATERIALS; RESOURCE MATERIALS; 
TEACHING TECHNIQUES; EOUCAT IONAL OBJECTIVES; 
♦AGR I CULTURAL MACHINERY? AGRICULTURAL 
MACHINERY OCCUPATIONS 
IDENTIFIERS - PLOWS? PLOWING 

ABSTRACT - DEVELOPED BY AGRICULTURE 
EDUCATORS, THIS TEACHING GUIDE ON PLOWS AND 
PLOWING WAS DESIGNED FOR HIGH SCHOOL 
VOCATIONAL AGRICULTURE CLASSES. ARRANGED IN 
OUTLINE FORMAT, THE GUIDE INCLUDES THE 
FOLLOWING SECTIONS: (I) INTRODUCTION, (2) 
SUGGESTIONS TO THE INSTRUCTOR, (3) UNIT 
OBJECTIVES, 14) REFERENCES AND VISUAL AIDS, 
(5) DEMONSTRATIONS, AND (6) ANSWERS TO 
LESSONS. A STUDENT WORKBOOK AND A MANUAL ARE 
ESSENTIAL FOR EACH STUDENT DURING THE 
CLASSROOM PHASE OF THE PROGRAM. ALSO SHOP 
ACTIVITIES SHOULD BE CENTERED AROUND THE 
COMPONENT PARTS OF THE PLOW AS WELL AS 
ADJUSTMENT AND MAINTENANCE. THE STUDENT STUDY 
GUIDE FOR WHICH ANSWERS ARE PROVIDED IS 
AVAILABLE IN THIS ISSUE AS VT 014 380. 
(AUTHOR/JS) 



VT 014 383 ED 058 408 
DEMONSTRATION PROGRAMS OF VOCATIONAL 
EDUCATION IN SOUTH CAROLINA REGION V, INTERIM 
REPORT AND ATTACHMENTS A-E. 

SOUTH CAROLINA REGION 5 EDUCATIONAL SERVICES 
CENTER, LANCASTER. 

BUREAU OF ADULT, VOCATIONAL, AND TECHNICAL 
EDUCATION ( DHcW/GE) , WASHINGTON, D.C. 

EDRS PRICE MF-S0.65 HC-$9.87. 

0EC-0-70-5190I 361 ) 

PUB DATE - JUN71 566P. 

DESCRIPTORS - ♦CAREER EDUCATION; ^PROGRAM 
DEVELOPMENT; VOCATIONAL COUNSELING; 
COOPERATIVE EDUCATION; EDUCATIONAL 
INNOVATION; ♦CURRICULUM DEVELOPMENT; 
ELEMENTARY EDUCATION; SECONDARY EDUCATION; 
CAREER PLANNING; INTERDISCIPLINARY APPROACH; 

♦ DEMONSTRATION PROJECTS; UNDERACHIEVERS? 
TEACHING GUIDES; PROGRAM DESCRIPTIONS; JOB 
PLACEMENT; ♦VOCATIONAL FOLLOWUP; OCCUPATIONAL 
GUIDANCE 

IDENTIFIERS - SOUTH CAROLINA 

ABSTRACT - DEVELOPED AS A MULTI-COUNTY 
EFFORT, THIS PROJECT SOUGHT TO DESIGN MODEL 
CAREER EDUCATION PROGRAMS INVOLVING: (1) 
ELEMENTARY ORIENTATION; (2) WORK EXPERIENCE, 
(3) INTENSIVE TEACHING, (4) CURRICULUM 
DEVELOPMENT FOR UNDERACHIEVERS, AND (5) 
PLACEMENT AND FOLLOWUP. IN ADDITION TO 
IMPROVING AND EVALUATING VOCATIONAL EDUCATION 
AT THE 11TH AND 12TH GRADE LEVELS, THE ON- 
GOING PROJECT IS DEVELOPING AN ELEMENTARY 
VOCATIONAL ORIENTATION PROGRAM WITH THE 
PURPOSE OF TEACHING "JOB FAMILY" OCCUPATIONAL 
OPPORTUNITIES. WHILE THE PROJECT IS ONLY IN 
ITS FIRST YEAR OF OPERATION, SIGNIFICANT 
PROGRESS HAS BEEN MADE TO WARRANT THE 
RECOMMENDAI ION THAT ALL COMPONENTS BE 
EXPANDED AND THAT FUNDING BE CONT INUEO FOR 
THE NeXT 2 YEARS. THE SIX DOCUMENTS 
COMPRISING THIS INTERIM REPORT PROVIDE AN 
OVERVIEW AND EVALUATION OF THE PROJECT, THE 



VOCATIONAL INTERDISCIPLINARY PROGRAM (VIP) 

FOR EACH OF THE FOUR PARTICIPATING SCHOOLS, 
AND A TEACHING GUIDE TO THE ELEMENTARY CAREER 
EDUCATION PROGRAM. THE FOUR VIP TEACHING 
GUIDES OUTLINE INSTRUCTIONAL UNITS AND 
INCLUDE TEACHING TECHNIQUES FOR THE 
LABORATORY EXPERIENCE, SCIENCE, MATHEMATICS, 
AND COMMUNICATIONS. IT IS HOPED THIS PROJECT 
WILL CONTRIBUTE TO THE DEVELOPMENT OF A 
CAREER EDUCATION PROGRAM FOR K-I2. (JS) 



VT 014 385 ED 057 242 

BUCKEY, SYLVIA, AND OTHERS 

NURSERY PRODUCTION, A STUDENT HANDBOOK. 

PENNSYLVANIA STATE UNIV., UNIVERSITY PARK. 
DEPT. OF VOCATIONAL EDUCATION. 

OFFICE OF EDUCATION (OHEW), WASHINGTON, D.C. 
OIV. OF AOULT AND VOCATIONAL EDUCATION 
EDRS PRICE MF~$Q .65 HC-$9.87. 

THE PENNSYLVANIA STATE UNIVERSITY, COLLEGE OF 
AGRICULTURE, AGRICULTURAL EXPERIMENT STATION, 
DEPT. OF AGRICULTURAL EDUCATION, UNIVERSITY 
PARK, PA 16802 ($2.50) 

PUB DATE - 71 22 IP. 

DESCRIPTORS - ♦AGRICULTURAL EDUCATION; 

♦ VOCATIONAL AGRICULTURE.? ♦NURSERIES 
(HORTICULTURE); INSTRUCTIONAL MATERIALS; 
REFERENCE MATERIALS; ♦TEXTBOOKS? STUDY 
GUIDES; BEHAVIORAL OBJECTIVES; ♦ORNAMENTAL 
HORTICULTURE OCCUPATION 

ABSTRACT - DEVELOPED BY A GROUP OF UNIVERSITY 
FACULTY MEMBERS AND GRADUATE STUDENTS, THIS 
TEXTBOOK IS OESIGNED FOR HIGH SCHOOL, 
TECHNICAL SCHOOL, AND ASSOCIATE DEGREE 
AGRICULTURAL PROGRAMS IN THE NORTHEAST 
SECTION OF THE UNITED STATES WHO STUDY THE 
NURSERY INDUSTRY. CHAPTER TOPICS, WHICH 
INCLUDE 84 SUBTOPICS, ARE: (1) KINDS OF 
NURSERIES, (2) OCCUPATION IN NURSERY 
PRODUCTION, (3) THE PHYSICAL PLANT, (4) HOW 
PLANTS GROW, (5) GROWING NURSERY STUCK IN THE 
FIELD, (6) GROWING NURSERY STOCK IN 
CONTAINERS, (7) MARKETING, AND (8) HOW 
MANAGERS THINK. EACH CHAPTER CONTAINS STATED 
LEARNING OBJECTIVES, KEY QUESTIONS, KEY WORDS 
AND RELATED INFORMATION. THE MATERIAL IS 
ILLUSTRATED WITH PICTURES AND DRAWINGS. A 
LIST OF REFERENCES IS GIVEN, AND A LIST OF 
RECOMMENDED TREES, SHRUBS, AND FLOWERS FOR 
SCHOOL ARBORETUMS, INFORMATION CONCERNING THE 
TRACTORS AND FARM MACHINERY, AND A CALENDAR 
OF NURSERY OPERATIONS ARE APPENDED. A RELATED 
DOCUMENT, THE TEACHER'S MANUAL, IS AVAILABLE 
IN THIS ISSUE AS VT 014 386. (GEB) 



VT 014 386 ED 057 243 

BUCKEY, SYLVIA, AND OTHERS 

NURSERY PRODUCTION, A TEACHER'S MANUAL. 

PENNSYLVANIA STATE UNIV., UNIVERSITY PARK. 
DEPT. OF AGRICULTURAL EDUCATION. 

OFFICE UP EDUCATION (OHEW), WASHINGTON, D.C. 
DIV. OF ADULT ANO VOCATIONAL RESEARCH 
EDRS PRICE MF-S0.65 HC-$9.87. 

THE PENNSYLVANIA STATE UNIVERSITY, COLLEGE OF 
AGRICULTURE, AGRICULTURAL EXPERIMENT STATION, 
DEPT. OF AGRICULTURAL EDUCATION, UNIVERSITY 
PARK, PA 16802 ($3.00) 

PUB DATE - 71 254P . 
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DtSCR I PTiJKS - ♦ ADR I CULTURAL EDUCATION; 

♦vdca r I G imAL agk i culture; ♦nurseries 

(HURTICULTURE ) ; ♦INSTRUCTIONAL MATERIALS; 
RESOURCE MATERIALS; CURRICULUM GUIDES; 
MANUALS; REFERENCE MATERIALS; TESTS; 
BEHAVIORAL OBJECTIVES; ♦ORNAMENTAL 
HORTICULTURE OCCUPATION 

ABSTRACT - DEVELOPED BY A GROUP OF UNIVERSITY 
FACULTY MEMBERS AND GRADUATE ASSISTANTS, THIS 
PLANNING GUIDE IS DESIGNEU FOR TEACHERS' USE 
IN HIGH SCHUUL, TECHNICAL SCHOOL, AND 
ASSOCIATE DEGREE AGRICULTURE PROGRAMS IN 
TEACHING NURSERY PRODUCTION WITH THE FOCUS UN 
ENTRY AND ADVANCED LEVEL OCCUPATIONS. THIS 
MANUAL CONSISTS OF THE TEXT OF THE STUDENT 
HANDBOUK PLUS SUGGESTIONS FOR THE TEACHER. 
CHAPTER TOPICS, WHICH INCLUDE 84 SUBTOPICS, 
ARE: (1) KINDS OF NURSERIES, (2) OCCUPATION 
IN NURSERY PRODUCTION, (3) THE PHYSICAL 
PLANT, (4) HOw PLANTS GROW, (5) PROPAGATION 
OF NURSERY STOCK, (6) GROWING NURSERY STOCK 
IN THE FIELD, (7) GROWING NURSERY STOCK IN 
CONTAINERS, (8) MARKETING, AND (9) HOW 
MANAGERS THINK. EACH CHAPTER CONTAINS STATED 
LEARNING OBJECTIVES, KEY QUESTIONS, KEY 
WORDS, RELATED INFORMATION, SUGGESTED 
ACTIVITIES AND RESOURCES, AND A TEST. THE 
MATERIAL IS ILLUSTRATED WITH PICTURES AND 
DRAWINGS. A LIST OF REFERENCES IS GIVEN, AND 
A LIST UF RECOMMENDED TREES, SHRUBS, AND 
FLOWERS FOR SCHOOL ARBORETUMS, INFORMATION 
CONCERNING THE OPERATION OF TRACTORS AND FARM 
MACHINERY, AND A CALENDAR OF NURSERY 
OPERATIONS ARE APPENDED. A RELATEO DOCUMENT, 
THE STUDENT HANDBOOK, IS AVAILABLE IN THIS 
ISSUE AS VT 014 385. (GEB) 



V T 014 390 

JARRELL, DAISY R. , CDMP. 

START GETTING THAT JOB NOW; A VOCATIONAL 
GUIDANCE HANDBOOK, APPENDIX Z TD ANNUAL 
INTERIM REPORT. 

MEMPHIS CITY SCHOOL SYSTEM, TENN. 

MEMPHIS COMMUNITY LEARNING LAB., TENN. 

OFFICE OF EOUCAT ION (DHEW), WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 31P. 

DESCRIPTORS - ♦VOCATIONAL COUNSELING; 
♦OCCUPATIONAL INFORMATION; ♦MANUALS ; RESOURCE 
MATERIALS; *OCCUPAT IONAL GUIDANCE; EMPLOYMENT 
INTERVIEWS; EMPLOYMENT QUALIFICATIONS; ♦JOB 
APPLICATION 

ABSTRACT - BASED ON INFORMATION TAKEN FROM 
THE "YOU AND YOUR JOB SERIES", THIS GUIDANCE 
HANDBOOK WAS PREPARED TO ASSIST STUDENTS IN 
UNDERSTANDING THE EMPLOYMENT PROCESS AND THE 
ROLE OF AN EMPLOYEE. THE HANDBOOK IS WRITTEN 
IN CLEAR, CONCISE LANGUAGE AND COVERS TOPICS 
SUCH AS: (1) SOME INFORMATION ON JOB FIELDS 
AND THEIR FUTURE, (2) LEARNING JOB SKILLS, 

(3) HOW YOU SHOULD LOOK, (4) GETTING THERE, 
(5) WORDS AND PHRASES TO KNOW, (6) SAMPLE 
APPLICATION BLANK, (7) THE INTERVIEW, (8) 
GETTING ALONG WITH THE BOSS, (9) UNIONS ANO 
YOU, AND (10) YOU AND YOURSELF. DEVELOPED AS 
APPENDIX Z TO AN ANNUAL INTERIM REPORT, THE 
HANDBOOK ALSO INCLUDES A SAMPLE APPLICATION 
BLANK. RELATED DOCUMENTS ARE AVAILABLE AS VT 
014 391 AND VT 014 392 (ALSO IN THIS ISSUE), 
AND VT 014 388 ANO VT 014 389 (IN ARM VOL. 5, 



NU. 3). (JS) 



VT 014 391 
WILLIAMS, GRACE 

A CURRICULUM GUIDE FOR OCCUPATIONAL 
ORItNTAT 1UN AND EXPLORATION IN JUNIOR HIGH 
SCHOOL HOME ECONOMICS AND INDUSTRIAL ARTS. 
APPENDIX X 10 ANNUAL INTERIM REPORT. 

MEMPHIS CITY SCHOOL SYSTEM, TENN. DIV. OF 
VOCATIONAL EDUCATION. 

UFFICE OF EDUCATION (DHEW), WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 

OEC-0-70-5181 

PUB DATE - 71 1 17P. 

DESCRIPTORS - ♦CAREER EDUCATION; JUNIOR HIGH 
SCHOOLS; ♦CAREER PLANNING; VOCATIONAL 
COUNSELING; ♦CURRICULUM GUIDES; RESOURCE 
MATERIALS; ♦INDUSTRIAL ARTS; ♦HOME ECONOMICS 
EDUCATION; OCCUPATIONAL GUIDANCE; TEACHING 
TECHNIQUES; EDUCATIONAL OBJECTIVES; 
OCCUPATIONAL CLUSTERS 

IDENTIFIERS - ♦OCCUPATIONAL EXPLORATION 

ABSTRACT - DEVELOPED FOR JUNIOR HIGH SCHOOL 
STUDENTS ENROLLED IN INDUSTRIAL ARTS AND HOME 
ECONOMICS CLASSES, THIS CURRICULUM GUIDE IS 
DESIGNED TO PROVIDE OCCUPATIONAL GUIDANCE IN 
TERMS OF EMPLOYMENT OPPORTUNITIES AND IN 
TERMS OF HELPING STUDENTS SELECT A COURSE DF 
STUDY. ARRANGED IN TABULAR FORMAT, THE COLOR- 
CODED GUIDE SUGGESTS CONCEPTS TO BE TAUGHT, 
LEARNING ACTIVITIES AND EXPERIENCES, AND 
RESOURCE MATERIALS. MAJOR SECTIONS OF THE 
GUIOE ARE: (1) GENERAL OBJECTIVES, (2) 
ORIENTATION TO THE WORLD OF WORK, (3) 
UNDERSTANDING SELF AND OTHERS, (4) CLUSTERS 
OF OCCUPATIONS IN HOME ECONOMICS, (5) 
OCCUPATIONS IN MECHANICS ANO REPAIRING, (6) 
OCCUPATIONS IN BUILDING TRADES, ANO (7) 
OCCUPATIONS IN PRINTING (GRAPHIC ARTS). 
ADDITIONAL INFORMATION IS PROVIDED IN THE 
APPENDIX WHICH INCLUDES CASE STUDIES, A 
PERSONALITY INVENTORY, BULLETIN BOARD IDEAS 
AND SOURCES OF TEACHING AIDS. IT IS SUGGESTED 
THAT THIS UNIT CAN BE TAUGHT EITHER IN A 3- 
WEEK BLOCK OR 8Y INTEGRATING THE CONCEPTS 
WITH OTHER ACTIVITIES. RELATED DOCUMENTS ARE 
AVAILABLE AS VT 014 392 AND VT 014 390 (ALSO 
IN THIS ISSUE) AND VT 014 388 AND VT 014 389 
(IN ARM VOL. 5 NO. 3). (JS) 



VT 014 392 

THE GENERAL CO-OP CURRICULUM FOR JUNIOR AND 
SENIOR HIGH SCHOOLS. COURSE OF STUDY OF 
GENERAL COOPERATIVE EDUCATION. APPENOIX Y TO 
ANNUAL INTERIM REPORT. 

MEMPHIS CITY SCHOOL SYSTEM, TENN. DIV. OF 
VOCATIONAL EDUCATION. 

OFFICE OF EDUCATION (DHBW), WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 

0 EC— 0—7 0—5 181 

PUB DATE - JAN71 211P. 

DESCRIPTORS - ♦COOPERATIVE EDUCATION; 
♦OCCUPATIONAL INFORMATION; CAREER PLANNING; 
JUNIOR HIGH SCHOOLS; SENIOR HIGH SCHOOLS; 
SECONDARY EDUCATION; ♦CURRICULUM GUIDES; 
TEACHER ROLE; RESOURCE MATERIALS; EDUCATIONAL 
OBJECTIVES; *COURSE CONTENT; TEACHING 
TECHNIQUES; ♦OCCUPATIONAL GUIDANCE; 
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ECONOMICS; CONSUMER ECONOMICS 

ABSTRACT - DEVELOPED AS PART OF THE JUNIOR 
AND SENIOR HIGH PHASES OF THE SPAN PROJECT 
(SYSTEMS PROGRAM APPROACHING NON-UNEMPLOYMENT 
OF VOCATIONAL STUDENTS). THIS CURRICULUM 
GUIDE WAS PREPARED TO AID THE TEACHER- 
COORDINATOR IN PRESENTING GENERAL EMPLOYMENT 
INFORMATION. ARRANGED IN EIGHT UNITS 
INFORMATION IS PROVIDED ON: (1) ORIENTATION 
TO COOPERATIVE EDUCATION, (2) GETTING THAT 
JOB, (3) YOU AND YOUR ATTITUDE, (4) GENERAL 
SAFETY, (5) ORGANIZATIONS FOR LABOR AND 
MANAGEMENT, (6) TAXES AND SOCIAL SECURITY, 

(7) USING YOUR MONEY WISELY, AND (8) YOU AND 
YOUR CAREER. ALSO INCLUDED ARE GENERAL 
OBJECTIVES, REFERENCES, A COURSE OUTLINE, AND 
A MESSAGE TO THE STUDENT. THE APPENDIX 
INCLUDES A LESSDN PLAN FORM AND A STUDENT 
EVALUATION FORM. THIS COLOR-CODED GUIDE WAS 
FIELD TESTED DURING THE SECOND SEMESTER OF 
THE 1970-71 SCHOOL YEAR. RELATED DOCUMENTS 
ARE AVAILABLE AS VT 014 391 AND VT 014 390 
(ALSO IN THIS ISSUE) AND VT 014 388 AND VT 
014 389 (IN ARM VOL. 5 NO. 3). (JS) 



VT 014 402 

SHYKQRA , MATT M. , COMP. 
SAFETY. 



ALBERTA TEACHERS' ASSOCIATION, (CANAD 
INDUSTRIAL ARTS AND VOCATIONAL EDUCAT 
COUNCIL. 

MF AVAILABLE IN VT-ERIC SET. 
INDUSTRIAL ARTS AND VOCATIONAL EDUCAT 
CGUNCiL, THE ALBERTA TEACHERS' ASSOCI 
11010 - 142 STREET EDMONTON, ALBERTA, 
(FREE TO COUNCIL MEMBERS; SPECIAL SAL 
PUB DATE - DEC 70 79P. 
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DESCRIPTORS - ♦SAFETY EDUCATION; ♦SCHOOL 
SAFETY; TEACHER RESPONSIBILITY; ♦INDUSTRIAL 
EDUCATION; ♦REFERENCE MATERIALS; ♦MANUALS; 
INSTRUCTIONAL MATERIALS; ACCIDENT PREVENTION; 
INDUSTRIAL ARTS 



ABSTRACT - COMPILED BY A SUPERVISOR OF 
VOCATIONAL EDUCATION, THIS SAFETY MANUAL IS 
DESIGNED FOR ALL MEMBERS OF THE INDUSTRIAL 
AR1S AND VOCATIONAL EDUCATION COUNCIL. THE 
OBJECTIVES OF THE PUBLICATION ARE TO: (1) 
POINT OUT THE IMPORTANCE AND SIGNIFICANCE OF 
PROVIDING AN EFFECTIVE AND CONTINUOUS PROGRAM 
OF SAFETY EDUCATION IN THE SCHOOL LABORATORY, 
(2) PROVIDE SUGGESTIONS FDR IMPLEMENTING A 
SAFETY EDUCATION PRDGRAM, (3) ASSIST TEACHERS 
IN DEVELOPING A SAFETY CONSCIOUS ATTITUDE IN 
STUDENTS, AND (4) MAKE TEACHERS AWARE OF 
THEIR LIABILITY. CONTENTS INCLUDE: (1) AREAS 
OF GENERAL INSTRUCTION AND GENERAL SAFETY 
SUGGESTIONS, (2) A SAFETY INSPECTION 
CHECKLIST, (3) GUIDELINES FOR ADMINISTERING 
AN EFFECTIVE SAFETY PROGRAM, (4) SAFETY 
TESTS, (5) SUGGESTED TEACHER PRACTICES, (6) A 
LETTER STATING WORKMEN'S COMPENSATION POLICY, 
(7) DEFINITIONS OF INDUSTRIAL ACCIDENT, (8) 
THF PURPOSE OF ACCIDENT INVESTIGATIONS, (9) 
ACCIDENT CONTROL POLICIES, AND (10) JOB 

safety analysis procedures, the sections are 

COLOR CODED FOR EASY REFERENCE. (GEB) 



VT 014 415 ED 058 417 
JOHNSON, RONALD D. 



V -» 



PLANNING THE IMPLEMENTATION OF A BUSINESS 
EOUCATION LEARNING SYSTBM. PROGRAMMED 
INSTRUCTIONAL MATERIALS AVAILABLE FOR 
POSSIBLE USE IN A BUSINESS EDUCATION LEARNING 
SYSTEM. A SUPPLEMENT TO THE FINAL REPORT. 

TEXAS TECH UNIV., LUBBOCK. DEPT. OF BUSINESS 
EDUCATION. 

TEXAS EDUCATION AGENCY, AUSTIN. DIV. OF 
OCCUPATIONAL RESEARCH AND DEVELOPMENT 
EDRS PRICE MF- $0 .65 Hfr-$3.29. 

PUB DATE - JUL71 37P. 

DESCRIPTORS - ^BUSINESS EDUCATION; 
INSTRUCTIONAL MATERIALS; INSTRUCTIONAL MEDIA; 
♦EDUCATIONAL EQUIPMENT; ♦PROGRAMED MATERIALS! 
INSTRUCTIONAL FILMS; ♦RESOURCE GUIDES; 
♦BIBLIOGRAPHIES; EDUCATIONAL RESOURCES; 
LEARNING LABORATORIES; POST SECONDARY 
EDUCATION; SECONDARY EDUCATION 
IDENTIFIERS - ♦BUSINESS EDUCATION LEARNING 
SYSTEM; BELS 

ABSTRACT - THIS INVENTORY OF PROGRAMED 
I NSTRUCTIUNAL MATERIALS USEFUL IN BUSINESS 
EDUCATION SETTINGS WAS DEVELOPED SPECIFICALLY 
FOR THE BUSINESS EDUCATION LEARNING SYSTEM 
(BELS), AND IS DIVIDED INTO SECTIONS DN: (1) 
SOFTWARE, (2) SOFTWARE WITH ACCOMPANYING 
HARDWARE, AND (3) HARDWARE. ITEMS IN THE 
SOFTWARE INVENTORY ARE ARRANGED BY BUSINESS 
SUBJECT AREAS AND INCLUDE TAPES AND PROGRAMED 
TEXTBOOKS. THE SECOND SECTION INCLUDES 
INSTRUCTIONAL MEDIA SUCH AS A 30-LESSON 
FILMSTRIP SERIES ON ENGL I SH-COMMUNI C AT I ON 
SKILLS WHICH IS ACCOMPANIED BY A TT-33 
PROGRAMED PROJECTOR. LISTED IN THE HARDWARE 
SECTION ARE SUCH ITEMS AS A: (1) PACERECORDER 
AND PACER, (2) CASSETTE PLAYER, (3) CASSETTE 
LISTENING CENTER, (4) POR T-A-C ARREL , (5) 
AUDIO-TUTORIAL EARNING CENTER, AND (6) CUSTOM 
EL EC TRONIC CLASSROOM. PRICE AND AVAILABILITY 
INFORMATION ARE PROVIDED FOR EACH ITEM IN THE 
INVENTORY. A RELATED DOCUMENT IS AVAILABLE AS 
VT 014 414 (ARM VOL. 5, NO. 3). (JS) 



VT 014 417 ED 057 250 
STOKES, VERNON L. 

AN INSTRUCTIONAL PRDGRAM FOR TRAINING 
NONDESTRUCTIVE TESTING AND INSPECTION 
TECHNICIANS. 

NORTH TEXAS STATE UNIV.,. DENTON. 

TEXAS EDUCATION AGENCY, AUSTIN. DIV. OF 
OCCUPATIONAL RESEARCH AND DEVELOPMENT. 

EDkG PRICE MF-$0. 65 HC-S6.58. 

PUB DATE - AUG71 199P. 

DESCRIPTORS - INSTRUCTIONAL PROGRAMS; 

INSTRUCT (ONAL MATERIALS; JUNIOR COLLEGES; 
COMMUNITY COLLEGES! ♦TECHNICAL EDUCATION; 
PROGRAM CONTENT; INSPECTION; ♦CURRICULUM 
GUIULS; BIBLIOGRAPHIES; RESOURCE MATERIALS; 
♦INDUSTRIAL EDUCATION; ♦SUPPLEMENTARY 
TEXTBOOKS; ♦PRODUCTION TECHNICIANS; 
MANUFACTURING INDUSTRY 
IDENTIFIERS - NONDESTRUCTIVE TESTING 

ABSTkALT - THIS DOCUMENT, THE SECOND PCRTIGN 
OF A TWO-PART STUDY, IS DESIGNED TO PROVIDE A 
GUIDE FOR THE FORMAL TRAINING OF TECHNICIANS 
FOR NONDESTRUCTIVE TESTING AND INSPECTION. 
INFORMATION IN THE GUIDE IS BASED ON RESULTS 
OF THE INDUSTRIAL SURVEY DISCUSSED IN PART I. 
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THfc SUBJfcCr MATTER IS INTENDED TO BE BOTH 
FLEXIBLE AND COMPREHENSIVE, AND INSTRUCTIONAL 
GOALS MUST BE FOCUSED ON ATTAINMENT OF A HIGH 
LEVEL OF PROFICIENCY IN EACH TECHNICIAN. THIS 
DOCUMENT CONTAINS AN INTRODUCTION CONSISTING 
OF CONSIDERATIONS FOR INSTRUCTION, A 
SIGNIFICANCE UP THE MANUFACTURING PROCESS, 
RESPONSIBILITY OF THE MANUFACTURER AND 
SERVICE COMPANY, AND EDUCATION OBJECTIVES. 
ALSU, THERE ARE CHAPTERS ON: (I) THE ORIGIN 
AND SIGNIFICANCE OF DISCONTINUITIES, (2) 
LIQUID PENETRANT METHODS, ( 3 » MAGNETIC 
PARTICLE TESTING, (4) EDDY CURRENT TESTING, 
(51 ULTRASONIC TESTING, (61 RADIOGRAPHIC 
TESTING, I 7 1 OTHER NONDESTRUCTIVE TESTING 
METHODS, AND (8) CURRICULUM. SAMPLE 
ILLUSTRATIONS AND RESOURCE MATERIALS ARE 
APPENDED, AND A BIBLIOGRAPHY IS INCLUDED. 

PART I IS AVAILABLE IN ARM VOL. 5, NO. 3 AS 
VT 014 416. (GEB) 



VT 014 449 

ANDERSON, WILLIAM F., AND OTHERS 
BUILDING AND CONSTRUCTION INSPECTION 
EDUCATION IN THE COMMUNITY COLLEGE. 

CALIFORNIA COMMUNITY COLLEGES, SACRAMENTO. 
OFFICE OF THE CHANCELLOR. 

MANPOWER ADMINISTRATION IDOL), WASHINGTON, 
O.C. BUREAU OF WORK-TRAINING PROGRAMS 
OFFICE OF EDUCATION (DHEW), WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 0CT69 24P. 

DESCRIPTORS - TECHNICAL EDUCATION; *TRADE AND 
INDUSTRIAL EDUCATION; *CURR I CULUM GUIDES; 
♦PROGRAM DEVELOPMENT; CURRICULUM DEVELOPMENT; 
COURSE ORGANIZATION; EMPLOYMENT 
OPPORTUNITIES; COMMUNITY COLLEGES; 
♦CONSTRUCTION INDUSTRY; ♦BUILOING TRADES 

ABSTRACT - DEVELOPED BY A PROGRAM SPECIALIST, 
THIS CURRICULUM GUIDE WAS PREPAREO FOR USE IN 
PLANNING COMMUNITY COLLEGE PROGRAMS AIMED AT 
TRAINING BUILDING AND CONSTRUCTION INSPECTION 
TECHNICIANS. MAJOR SECTIONS OF THE GUIDE ARE: 
(I) THE FUNCTION OF INSPECTION, (2) 

OBJECTIVE, (3) EMPLOYMENT OPPORTUNITIES, (4) 
THE PROGRAMS, (51 COURSES AND CURRICULA, (6) 
BUILDING INSPECTION TRAINEE PROGRAM, (7) 
SPECIAL PROGRAM, (8) DEVELOPING TECHNICAL 
EOUCATION PROGRAMS, (9) COORDINATION AND 
SUPERVISION, AND (10) ASSISTANCE AVAILABLE 
FROM OFFICE OF THE CHANCELLOR. INCLUOED IN 
THE APPENDIX ARE JOB DESCRIPTIONS FOR 
BUILDING INSPECTORS. THE GUIOE SUGGESTS CORE 
COURSES AS WELL AS AREAS OF SPECIALIZATION. 

( J S ) 



VT 014 450 
SCHEUBER, JOHN R. 

AGRI-BUSINESS CURRICULUM GUIDE FOR CALIFORNIA 
COMMUNITY COLLEGES. 

MODESTO JUNIOR COLL., CALIF. 

CALIFORNIA COMMUNITY COLLEGES, SACRAMENTO. 
OFFICE OF THE CHANCELLOR. 

OFFICE OF EDUCATION (OHEW), WASHINGTON, O.C. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 38P. 

DESCRIPTORS - * PROGRAM GUIDES; ♦AGRICULTURAL 
EOUCATION; VOCATIONAL AGRICULTURE; EMPLOYMENT 

o 



OPPORTUNITIES; PROGRAM DEVELOPMENT; 
♦CURRICULUM DEVELOPMENT; GUIDELINES; 
♦AGRIBUSINESS; COMMUNITY COLLEGES; ^TECHNICAL 
E DUG A 1 1 UN ; POST SECONDARY EDUCATION; 
AGRICULTURAL TECHNICIANS 

ABSTRALT - DEVELOPED BY A PROGRAM SPECIALIST 
FOR USE IN PLANNING COMMUNITY COLLEGE 
PROGRAMS , THIS CURRICULUM GUIDE COVERS SUCH 
TOPICS AS: (1) THE SCOPE OF AGRI-BUSINESS, 

(2) EMPLOYMENT OPPORTUNITIES, (3) INITIATING 
THE PROGRAM , (4) DEVELOPING THE CURRICULUM- 
GUIDELINES, AND (5) DEVELOPING THE PROGRAM. 
THfc APPfcNO IXfcS PROVIDE INFORMATION ON JOB 
OPPORTUNITIES BY OPTION ANO SAMPLE PROGRAMS 
IN AGRI-BUSINESS. THE GUIDE SUGGESTS A CORE 
OF COURSES FOR AGRI-BUSINESS CURRICULUMS AND 
FIVE AREAS OF SPECIALIZATION. (JS) 



VT 014 454 

CAMPBELL, RANDALL G.; CURTIS, SAMUEL M. 

MILK MARKETING FOR PENNSYLVANIA DAIRYMEN. 
TEACHER'S GUIDE. 

PENNSYLVANIA STATE UNIV., UNIVERSITY PARK. 
DEPT. OF AGRICULTURAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

T EAC-EUU-SfcR-V12-N2T 

DEPARTMENT OF AGRICULTURAL EOUCATION, 101 
AGRICULTURAL EDUCATION BUILDING, PENNSYLVANIA 
STATE UNIVERSITY, UNIVERSITY PARK, PA 16802 
( SI. OO/COPY) 

PUB DATE - 71 48P. 

DESCRIPTORS - ♦VOCATIONAL AGRICULTURE; 
AGRICULTURAL EDUCATION; GRADE 12; ♦TEACHING 
GUIDES; ♦AGRICULTURAL PRODUCTION; ♦DAIRYMEN; 
♦MARKETING; AGRIBUSINESS 

ABSTRACT - OESIGNEO FOR TWELFTH GRADE OR 
ADULT FARMER EDUCATION CLASSES, THIS TEACHING 
GUIDE CONTAINS EXPERIENCES RELATING TO MILK 
MARKETING. UNITS ARE: (1) BASIC QUALITIES OF 
MILK AND THE HISTORY OF THE DAIRY INDUSTRY, 
(2) DAIRY PRODUCTION PRINCIPLES AND CONSUMER 
TRENDS AS THEY RELATE TO MILK MARKETING, (3) 
PRODUCER INTERESTS IN THE PROCESSING AND 
MANUFACTURE OF MI,LK, (4) OAIRY PROOUCTS, (5) 
FEOERAL AGENCIES AFFECTING THE FLUID MILK 
INOUSTRY, AND (6) STATE ANO LOCAL AGENCIES 
AFFECTING THE FLU 10 MILK INDUSTRY. PUF/'TSE, 
OBJ EC T i YE S , PLANNING SUGGESTIONS, LEAKING 
ACTIVITIES, AND REFERENCES ACCOMPANY EACH 
UNIT. SEVERAL TEACHING MATERIALS ARE 
APPENDED, AND A STUDENT MANUAL IS AVAILABLE 
IN THIS ISSUE AS VT 013 879. (SB) 



VT 014 463 

UHLMAN, NEIL, EO.; CASAD, BOB, EO. 

CIVIL ENGINEERING TECHNOLOGY. PERFORMANCE 
SPECIFICATIONS ANO TRAINING OBJECTIVES FOR 
THE TECHNICIAN. 

WASHINGTON STATE COORDINATING COUNCIL FOR 
OCCUPATIONAL EDUCATION, OLYMPIA 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 61P. 

DESCRIPTORS - CIVIL ENGINEERING; ♦ENGINEERING 
TECHNOLOGY; SUBPROFESSIONALS; TASK ANALYSIS; 
♦JOB SKILLS? EDUCATIONAL NEEDS; MANUALS; 
♦ENGINEERING TECHNICIANS; ♦TRAINING 
^OBJECTIVES; ♦PERFORMANCE SPECIFICATIONS; 
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TECHNICAL EDUCATION; INDUSTRIAL EOUCATION 

ABSTRACT - DEVELOPED THROUGH A FUNDED 
RESEARCH PROJECT, THIS DOCUMENT IDENTIFIES 
MINIMUM JOB COMPETENCIES NEEDED BY CIVIL 
ENGINEERING TECHNICIANS FOR THE PURPOSE OF 
ESTABLISHING A BASE FOR COURSE CONTENT AND 
TRAINING OBJECTIVES. INSTRUCTORS OF CIVIL 
ENGINEERING TECHNOLOGY ANO REPRESENTATIVES 
FROM INDUSTRY WORKED TOGETHER TO PRODUCE A 
FLOW DIAGRAM SHOWING MAJOR FUNCTIONS OF A 
CIVIL ENGINEERING TECHNICIAN. FUNCTION 
ANALYSIS FORMS FOR THE 24 TASKS ARE PRESENTEO 
UNOER FOUR MAJOR CLASSIFICATIONS OF: (I) 
OFFICE SERVICES, (2> FIELD OPERATIONS, (3) 
MAKE PROJECT INSPECTIONS, AND (4) PERFORM 
CONSTRUCTION MANAGEMENT. EACH FUNCTION 
ANALYSIS FORM CONTAINS THE DEFINITION, 
RATIONALE, TASKS, AND TERMINAL BEHAVIOR 
OBJECTIVES OF THE FUNCTION UNDER 
CONSIDERATION. THE RESULTING PERFORMANCE 
SPECIFICATIONS PROVIDE THE TRAINING 
OBJECTIVES FOR AN INSTRUCTOR OF CIVIL 
ENGINEERING TECHNICIANS. (GEB) 



VT 014 474 

AGRICULTURE POWER-HYDRAULICS. A RESOURCE UNIT 
FOR TEACHING BASIC PRINCIPLES OF POWER- 
HY0RAUL1C S IN AGRICULTURAL EDUCATION COURSES 
IN WISCONSIN. 



MATERIALS . 
THIS ISSUE 



RELATEO OOCUMENTS ARE AVAILABLE IN 
AS VT 014 475-VT 014 481. (JSI 



VT 014 475 

AGRICULTURE SALES AND SERVICE. A RESOURCE 
UNIT FOR TEACHING BASIC PRINCIPLES OF SALES 
AND SERVICE IN AGRICULTURAL EDUCATION COURSES 
IN WISCONSIN. 



WISCONSIN 
MADISON. 
WISCONSIN 
W ISC0NS1N 
WISCONSIN 
OFFICE OF 
MF AVAILABLE 
PUB DATE - 



STATE DEPT. OF PUBLIC INSTRUCTION, 



STATE UNIV., PLATTEVILLE. 
STATE UNIV., RIVER FALLS. 
UNIV., MAOISON. 

EDUCATION (OHEW), WASHINGTON, 
IN VT-ERIC SET. 

JUL71 31P. DEVELOPED AT A 



D.C. 



CURRICULUM WORKSHOP CONDUCTED AT WISCONSIN 
STATE UNIV., RIVER FALLS, JULY 26-30, 1971; 
WISCONSIN UNIV., MAOISON, JULY 14-15, 1971. 



DESCRIPTORS - ^RESOURCE UNITS; *AGR ICULTURAL 

education; ^vocational agriculture; 
curriculum development; instructional 

MATERIALS; COURSE CONTENT; ^COURSE 

organization; educational objectives; concept 
teaching; bibliographies; instructional 
media; teacher workshops; teaching 

TECHNIQUES; COOPERATIVE EOUCATION; 
^SALESMANSHIP 



WISCONSIN 
MADISON. 
WISCONSIN 
WISCONSIN 
WISCONSIN 
OFFICE OF 
MF AVAILABLE 
PUB DATE - 



STATE DEPT. OF PUBLIC INSTRUCTION, 



STATE UNIV., PLATTEVILLE. 
STATE UNIV., RIVER FALLS. 
UNIV., MADISON. 

EDUCATION (DHEW), WASHINGTON, 
IN VT-ERIC SET. 

JUL71 26P .DEVELOPED AT 



O.C. 



CURRICULUM WORKSHOP CONDUCTED AT WISCONSIN 



STATE UNIV., RIVER FALLS, JULY 26-30, 1971; 
AND WISCONSIN UNIV., MADISON, JULY 14-15, 
1971. 



DESCRIPTORS - *HYORAULICS; ^RESOURCE UNITS; 
^AGRICULTURAL EOUCATION; ^VOCATIONAL 
AGRICULTURE; AGRICULTURAL MACHINERY; 
CURRICULUM DEVELOPMENT; INSTRUCTIONAL 
MATERIALS; COURSE CONTENT; COURSE 
ORGANIZATION; EDUCATIONAL OBJECTIVES; CONCEPT 
TEACHING; BIBLIOGRAPHIES; INSTRUCTIONAL 
MEDIA; TEACHING TECHNIQUES; TEACHER 
WORKSHOPS; ^AGRICULTURAL ENGINEERING 



ABSTRACT - PREPARED THROUGH A PILOT PROGRAM 
WORKSHOP, THIS RESOURCE UNIT WAS DE VELOPEO TO 
HELP HIGH SCHOOL VOCATIONAL AGRICULTURE 
TEACHERS PLAN AND ORGANIZE THEIR PROGRAM IN 
HYDRAULICS. ORGANIZED BY EOUCATIONAL 
OBJECTIVES, THE DOCUMENT OUTLINES TOPICS SUCH 
AS; (1) EMPLOYMENT OPPORTUNITIES, (2) 
HYDRAULIC PRINCIPLES, (3) PRESSURE AND FLOW 
IN A HYDRAULIC SYSTEM, (4) PRINCIPLES OF PUMP 
OPERATION, (5) FLUIO CONTAMINANTS IN A 
HYDRAULIC SYSTEM, AND (6) MAINTENANCE 
PROCEDURES. BASED ON AN ESTIMATEO TEACHING 
TIME (JF 90 HUURS, THIS RESOURCE UNIT ALSO 
SUGGESTS PRINCIPLES OR CONCEPTS TO BE 
LEARNED, LEARNING ACTIVITIES, INSTRUCTIONAL 
MEDIA, AND TYPICAL QUESTIONS AND PROBLEMS OF 
STUDENTS. THE BIBLIOGRAPHY INCLUOES: (1) 
PUBLICATIONS, (2) PERIODICALS, (3) COURSE 
OUTLINES, (4) SLIDES, (6) FILMSTRIPS, (7) 
FILMS, AND (8) OCCUPATIONAL GUIDANCE 



ABSTkACT - PREPARED THROUGH A PILOT PROGRAM 
WORKSHOP, THIS RESOURCE UNIT WAS DEVELOPEO TO 
HELP HIGH SCHOOL VOCATIONAL AGRICULTURE 
TEACHERS PLAN AND ORGANIZE THEIR PROGRAM IN 
SALES IN SERVICE. ORGANIZED BY EDUCATIONAL 
OBJECTIVES THE DOCUMENT OUTLINES TOPICS SUCH 
AS: (II SELLING IN OUR AMERICAN ECONOMY, (2) 
CHARACTERISTICS OF A SALESMAN, (3) CARRYING 
OUT A CONVERSATION, (4) LETTER OF 
APPLICATION, (5) THE JOB INTERVIEW, (6) 
CLOSING THE SALE, (7) COMPUTING THE SALES 
TICKET, ANO (8) USING CREDIT IN AGRI- 
BUSINESS. THE UNIT ALSO SUGGESTS PRINCIPLES 
OR CONCEPTS TO BE LEARNEO, LEARNING 
ACTIVITIES, INSTRUCTIONAL MEDIA, ANO TYPICAL 
QUESTIONS AND PROBLEMS OF STUDENTS. THE 
BIBLIOGRAPHY INCLUOES TEXTBOOKS, PAMPHLETS 
AND BULLETINS, AND FILMSTRIPS. RELATED 
DOCUMENTS ARE AVAILABLE IN THIS, ISSUE AS VT 
014 474 AND VT 014 476-VT 014 481. (JSI 



VT 014 47 6 

CANNING INDUSTRY — COMMERCIAL PRODUCTION OF 
•VEGETABLE CROPS. A RESOURCE UNIT FOR TEACHING 
BASIC PRINCIPLES OF CANNING INDUSTRY — 
COMMERCIAL PRODUCTION OF VEGETABLE CROPS IN 
AGRICULTURAL EDUCATION COURSES IN WISCONSIN. 



WISCONSIN 
MADISON. 

W ISCUNSIN 
WISCONSIN 
WISCONSIN 
OFFICE OF 
MF AVAILABLE 
PUB DATE - 



STATE DEPT. OF PUBLIC INSTRUCTION, 



STATE UNIV., PLATTEVILLE. 
STATE UNIV., RIVER FALLS. 
UNIV., MAOISON. 

EDUCATION (OHEW), WASHINGTON, 
IN VT-ERIC SET. 

JUL71 23P. DEVELOPED AT A 



O.C, 



CURRICULUM WORKSHOP CONDUCTEO AT WISCONSIN 
STATE UNIV., RIVER FALLS, JULY 26-30, 1971; 
WISCONSIN UNIV., MAOISON, JULY 14-15, 1971. 
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CURRICULUM DEVELOPMENT; INSTRUCTIONAL 

materials; course content; ^course 

ORGANIZATION? EDUCATIONAL OBJECTIVES; CONCEPT 
TEACHING; BIBLIOGRAPHIES; INSTRUCTIONAL 
MEDIA; TEACHING TECHNIQUES; TEACHER 
WORKSHOPS ; *FOOU PROCESSING OCCUPATIONS 

ABSTRACT - PREPARED THROUGH A PILOT PROGRAM 
WURKSHUPi THIS RESOURCE UNIT WAS DEVELOPED TO 
HELP HIGH SCHOOL VOCATIONAL AGRICULTURE 
TEaCHLRS PLAN AND ORGANIZE THEIR PROGRAMS ON 
THE CANNING INDUSTRY. ORGANIZED BY 
EDUCATIONAL OBJECTIVES, THE DOCUMENT OUTLINES 
TOPICS SUCH AS: (1) INTRODUCTION TO THE 
CANNING INDUSTRY, (2) SOILS FOR VEGETABLE 
CROPS, ( 3 » PLANT GROWTH AND DEVELOPMENT, (4) 
CULTURAL PRACTICES, AND HARVESTING OF 
VEGETABLE CROPS. THIS RESOURCE UNIT ALSO 
SUGGESTS PRINCIPLES OR CONCEPTS TO BE 
LEARNED, LEARNING ACTIVITIES, INSTRUCTIONAL 
MEDIA, AND TYPICAL QUESTIONS AND PROBLEMS OF 
STUDENTS. THE BIBLIOGRAPHY PROVIDES TEXTS AND 
OTHER REFERENCES. RELATED DOCUMENTS ARE 
AVAILABLE IN THIS ISSUE AS VT 014 474, VT 014 
475 AND VT 014 477-VT 014 481. (JS) 



VT 014 477 

CONSERVATION — WATER. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES OF CONSERVATION- 
WATER IN AGRICULTURAL EDUCATION COURSES IN 
WISCONSIN. 

WISCONSIN STATE DEPT. OF PUBLIC INSTRUCTION, 
MADISON. 

WISCONSIN STATE UNIV., PLATTEVILLE. 

WISCONSIN STATE UNIV., RIVER FALLS. 

WISCONSIN UNIV., MADISON. 

OFFICE OF EDUCATION (DHEW), WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - JUL71 27P .DEVELOPED AT A 
CURRICULUM WORKSHOP CONDUCTED AT WISCONSIN 
STATE UNIV., RIVER FALLS, JULY 26-30, 1971; 
WISCONSIN UNIV., MADISON, JULY 14-15, 1971. 

DESCRIPTORS - ^RESOURCE UNITS; *AGR I CULTURAL 

education; ^vocational agriculture; 

CURRICULUM DEVELOPMENT; INSTRUCTIONAL 
MATERIALS; COURSE CONTENT; COURSE 
ORGANIZATION; EDUCATIONAL OBJECTIVES; CONCEPT 
TEACHING; BIBLIOGRAPHIES; INSTRUCTIONAL 
MEDIA; TEACHING TECHNIQUES; TEACHER 
WORKSHOPS; ^CONSERVATION EDUCATION; *WATER 
RESOURCES; SECONDARY EDUCATION 

ABSTRACT - PREPARED THROUGH A PILOT PRDGRAM 
WORKSHOP, THIS RESOURCE UNIT WAS DEVELOPED TO 
HELP HIGH SCHOOL VOCATIONAL AGRICULTURE 
TEACHERS PLAN AND ORGANIZE A PROGRAM ON WATER 
CONSERVATION. DESIGNED TO BE INTEGRATED INTO 
THE CONSERVATION COURSE, THE UNIT IS 
ORGANIZED BY OBJECTIVES AND OUTLINES TOPICS 
SUCH AS: (1) ORIGIN OF WATER, (2) PROPERTIES 
OF WATER, (3) WATER BUDGETS, (4) HYDROLOGIC 
CYCLE, (5) SURFACE WATER, (6) WATER 
POLLUTION, AND (7) PERSONNEL WORKING IN 
CONSERVATION. THIS RESOURCE UNIT ALSO 
SUGGESTS PRINCIPLES OR CONCEPTS TO BE 
LEARNED, LEARNING ACTIVITIES, INSTRUCTIONAL 
MEDIA, AND TYPICAL QUESTIONS AND PROBLEMS OF 
STUDENTS. A BIBLIOGRAPHY LISTS TEXTS, 
BULLETINS AND PERIODICALS, FILMS, AND 
VISUALS. RELATED DOCUMENTS ARE AVAILABLE IN 
THIS ISSUE AS VT 014 474-VT 014 476 AND VT 
014 478- VT 014 481. (JS) 



VT 014 478 

FLORICULTURE ANO GREENHOUSE MANAGEMENT. A 
RESOURCE UNIT FUR TEACHING BASIC PRINCIPLES 
OF FLORICULTURE AND GREENHOUSE MANAGEMENT IN 
AGRICULTURAL EDUCATION COURSES IN WISCONSIN. 

WISCONSIN STATE DEPT. OF PUBLIC INSTRUCTION, 
MADI SON. 

WISCONSIN STATE UNIV., PLATTEVILLE. 

WISCONSIN STATE UNIV., RIVER FALLS. 

WISCONSIN UNIV. v MADISON. 

OFFICE OF EDUCATION (DHEW), WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DAI E - JUL71 55P . DEVELOPED AT A 
CURRICULUM WORKSHOP CONDUCTED AT WISCONSIN 
STATE UNIV., RIVER FALLS, JULY 26-30, 1971; 
WISCONSIN UNIV., MADISON, JULY 14-15, 1571. 

DESCRIPTORS - ^RESOURCE UNITS; * AGR I CULTURAL 
EDUCATION; #VOC AT IONAL AGRICULTURE; 

CURRICULUM DEVELOPMENT; INSTRUCTIONAL 
MATERIALS; COURSE CONTENT; COURSE 
ORGANIZATION; EDUCATIONAL OBJECTIVES; CONCEPT 
TEACHING; B IbL I GGRAPHI ES; INSTRUCTIONAL 
MEDIA; TEACHING TECHNIQUES; TEACHER 
WORKSHOPS; ^FLORICULTURE; # GREENHOUSES ; 
SECONDARY EDUCATION 

ABSTRACT - PREPARED THROUGH A PILOT PROGRAM 
WORKSHOP, THIS RESOURCE UNIT WAS DEVELOPED TO 
HELP HIGH SCHOOL VOCATIONAL AGRICULTURE 
TEACHERS PLAN AND ORGANIZE A PROGRAM ON 
FLORICULTURE ANO GREENHOUSE MANAGEMENT. 
ORGANIZED BY EDUCATIONAL OBJECTIVES, THE 
RESOURCE UNIT OUTLINES TOPICS SUCH AS: (1) 
ESTABLISHING AND MAINTAINING LAWNS AND TURF, 
(2) LANDSCAPE PLANNING AND DESIGN, (3) CARE 
AND MAINTENANCE OF LANDSCAPE PLANTS, (4) 
EXPLORING OCCUPATIONAL OPPORTUNITIES, (5) 
PROPAGATION OF ORNAMENTAL PLANTS, AND (6) 
GROWING HORTICULTURAL PLANTS. THIS RESOURCE 
UNIT ALSO SUGGESTS PRINCIPLES OR CONCEPT.S TO 
BE LEARNED, LEARNING ACTIVITIES, 

INSTRUCTIONAL MEDIA, AND TYPICAL QUESTIONS 
AND PROBLEMS OF STUDENTS. A BIBLIOGRAPHY 
LISTS TEXTS, BULLETINS AND PAMPHLETS, AND 
AUDIO VISUALS. RELATED DOCUMENTS ARE 
AVAILABLE IN THIS ISSUE AS VT 014 474-VT 014 
477 AND VT 014 479-VT 014 481. (JS) 
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PREPARATION FOR OCCUPATIONS IN FORESTRY. A 
RESOURCE UNIT FOR TEACHING BASIC PRINCIPLES 
OF PREPARATION FOR OCCUPATIONS IN FORESTRY IN 
AGRICULTURAL EDUCATION COURSES IN WISCONSIN. 

WISCONSIN STATE DEPT. OF PUBLIC INSTRUCTION, 
MADI SON. 

WISCONSIN STATE UNIV., PLATTEVILLE. 

WISCONSIN STATE UNIV., RIVER FALLS. 

WISCONSIN UNIV., MADISON. 

OFFICE OF EDUCATION (DHEW), WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - JUL71 36P. DEVELOPED AT A 
CURRICULUM WORKSHOP CONDUCTED AT WISCONSIN 
STATE UNIV., RIVER FALLS, JULY 26-30, 1971; 
WISCONSIN UNIV., MADISON, JULY 14-15, 1971. 

DESCRIPTORS - ^RESOURCE UNITS; *AGRI CULTURAL 
EDUCATION; VOCATIONAL AGRICULTURE; CURRICULUM 
DEVELOPMENT; INSTRUCTIONAL MATERIALS; COURSE 
CONTENT; COURSE ORGANIZATION; EDUCATIONAL 
OBJECTIVES; CONCEPT TEACHING; BIBLIOGRAPHIES; 
INSTRUCTIONAL MEDIA; TEACHING TECHNIQUES; 
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SECONDARY EDUCATION; ♦CAREER EDUCATION; 
CAREER PLANNING! ♦OCCUP AT IONAL GUIDANCE; 
♦FORESTRY 



VT 014 481 
THE WORLD OF 
AGRICULTURAL 



WORK. A LEARNING ACTIVI 
EDUCATION COURSES IN WI 



TY PAK IN 
SCONSIN. 



ABSTRACT - PREPARED THROUGH A PILOT PROGRAM 
WORKSHOP, THIS RESOURCE UNIT WAS DEVELOPED TO 
HELP HIGH SCHOOL VOCATIONAL AGRICULTURE 
TEACHERS PLAN AND ORGANIZE A PROGRAM ON 
FORESTRY OCCUPATIONS. ORGANIZED BY 
EDUCATIONAL OBJECTIVES, THE UNIT OUTLINES 
TOPICS SUCH AS: (1) JOB OPPORTUNITIES IN 
FORESTRY, (2) MULTIPLE USE IN FOREST 
MANAGEMENT, (3) TREE PLANTING, (4) METHODS OF 
PLANTING A TREE, (5) HARVESTING, (6) INSECTS 
COMMON TO WISCONSIN TREES, (7) LANO 
MEASUREMENTS, AND (8) FOREST FIRE PROTECTION. 
ALSO SUGGESTED IN THIS UNIT ARE PRINCIPLES OR 
CONCEPTS TU BE LEARNED, LEARNING ACTIVITIES, 
INSTRUCTIONAL MEOIA, AND TYPICAL QUESTIONS 
ANO PROBLEMS OF STUDENTS. A BIBLIOGRAPHY 
LISTS TEXTS, PAMPHLETS ANO BULLETINS, 
MAGAZINES, ANO AUDIO VISUAL AIDS. RELATED 
DOCUMENTS ARE AVAILABLE IN THIS ISSUE AS VT 
014 474-VT 014 478 AND AS VT 014 480-VT 014 
481. (JS) 
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CURRICULUM WORKSHOP CONDUCTEO AT WISCONSIN 
STATE UNIV., RIVER FALLS, JULY 26-30, 1971; 
WISCONSIN UNIV., MADISON, JULY 14-15, 1971. 
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PREPARATION FOR OCCUPATIONS IN MEAT 
PROCESSING. A RESOURCE UNIT FOR TEACHING 
BASIC PRINCIPLES OF PREPARATION FOR 
OCCUPATIONS IN MEAT PROCESSING IN 
AGRICULTURAL EDUCATION COURSES IN WISCONSIN. 
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STATE DEPT. OF PUBLIC INSTRUCTION, 



STATE UNIV., PLATTEVILLE. 

STATE UNIV., RIVER FALLS. 

UNIV., MADISON. 

EDUCATION (OHEW), WASHINGTON, O.C. 
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CURRICULUM WORKSHOP CONDUCTED AT WISCONSIN 
STATt UNIV.* RIVER FALLS, JULY 26-30, 1971; 
WISCONSIN UNIV., MADISON, JULY 14-15, 1971. 
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CAREER PLANNING; ♦OCCUPATIONAL GUIDANCE; 

MEAT; ♦MEAT PACKING INDUSTRY 



ABSTRACT - PREPARED THROUGH A PILOT PROGRAM 
WORKSHOP, THIS RESOURCE UNIT WAS DEVELOPEO TO 
HELP HIGH SCHGGL VOCATIONAL AGRICULTURE 
TEACHERS PLAN AND ORGANIZE A PROGRAM ON MEAT 
PROCESSING OCCUPATIONS. ORGANIZED BY 
EDUCATIONAL OBJECTIVES, THE UNIT OUTLINES 
TOPICS SUCH AS: (1) BREEO CHARACTERISTICS, 

(2) MEAT INSPECTION, (3) PART IDENTIFICATION 
OF MARKET ANIMALS, (4) GRADES OF MARKET 
ANIMALS, (5) WHOLESALE CUTS, ANO (6) 
OCCUPATIONS IN THE MEAT INDUSTRY. ALSO 
SUGGESTED IN THE UNIT ARE PRINCIPLES OR 
CONCEPIS TO BE LEARNED, LEARNING ACTIVITIES, 
INSTRUCTIONAL ACTIVITIES, INSTRUCTIONAL 
MEDIA, AND TYPICAL QUESTIONS AND PROBLEMS OF 
STUDENTS. A BIBLIOGRAPHY LISTS BOOKS, 
BULLETINS ANO PAMPHLETS, AND VISUALS. RELATED 
DUCUMENTS ARE AVAILABLE IN THIS ISSUE AS VT 
014 474-VT 014 479 AND VT 014 481. (JS) 



ABSTRACT - DEVELOPEO THROUGH A PILOT PROGRAM 
WORKSHUP, THIS COLOR-CODEO TEACHING GUIDE WAS 
PREPARED TO HELP VOCATIONAL AGRICULTURE 
TEACHERS TO PLAN ANO IMPLEMENT A PROGRAM ON 
THE WORLD UF WORK. WITH EMPHASIS ON THE 
EMPLOYMENT PROCESS AND WORK ADJUSTMENT, THE 
GUIOb INCLUDES 16 LESSONS ON: (l) VALUES, (2) 
INTEREST ANO AP T I TUO ES-AB I L I T I ES , (3) 
PERSONALITY TRAITS, (4) PERSONAL QUALITIES OF 
PEOPLE, (5) EMPLOYMENT QUALIFICATIONS, (6) 
SOURCES OF JOB OPPORTUNITIES, (7) PART-TIME 
EMPLOYMENT, (8) COMPLETING APPLICATION FORMS, 
(9) LETTER UF APPLICATION, (10) PERSONAL DATA 
SHEETS, (11) THE INTERVIEW, (12) ATTITUDES 
AND EMPLOYER-EMPLOYEE EXPECTATIONS, (13) 
GETTING ALONG WITH FELLOW WORKERS, (14) 

UNIONS AND PROFESSIONAL ORGANIZATIONS, (15) 
SUPERVISORS' RESPONSIBILITIES, AND (16) 
TERMINATING A JOB. ALSO INCLUDED ARE LEARNING 
OBJECTIVES, PRE- AND POSTTESTS, ANO LEARNING 
ACTIVITIES. THE BIBLIOGRAPHY PRQVIOES NAMES 
OF TEXTS, PAMPHLETS, AND AUDIO-VISUAL AIDS. 
RELATED DOCUMENTS ARE AVAILABLE AS VT 014 
474-VT 014 480. (JS) 



VT 014 483 

STEWART, MARJORIE S.; TOAOVINE, REBECCA 
MOBILE HOMES, CONSUMER AND HOMEMAKING 
EDUCATION. A TEACHING UNIT. 

MOBILE HUMES MANUFACTURERS ASSUCIATION, 
CHICAGU, ILL. 

MF AVAILABLE IN VT-ERIC SET. 

MOBILE HUMES MANUFACTURERS ASSOCIATION, 6650 
NORTH NORTHWEST HIGHWAY, CHICAGO, ILLINOIS 
60631 ($1.35) 

PUB OATE - 71 57P . 

DESCRIPTORS - ♦HOMEMAKI.NG EDUCATION; 
♦CONSUMER EDUCATION; ♦TEACHING GUIOES; 
SECONDARY GRADES; ♦HOUSING; HOUSING 
OPPORTUNITIES; ♦ECUCATIONAL RESOURCES; 
INSTRUCTIONAL AIDS; TRANSPARENCIES; 
BEHAVIORAL OBJECTIVES 
IDENTIFIERS - ♦MOBILE HOMES 

ABSTRACT - DESIGNEO FOP. REGULAR SECONOARY 
HOMEMAKING, FAMILY LIVING, UR SPECIAL 
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INTEREST CLASSES IN HUUSING UR CONSUMER 
EDUCATIUNl, THIS GUIDE IS FOR TEACHER USE IN 
AS3ISIING STUDENTS IN GAINING KNOWLEDGE OF 
THE UNLIMITED POSSIBILITIES IN MOBILE HOME 
LIVING. UNITS ARE: (11 FACTS ABOUT MOBILE 
HOME LIVING, (2) SELECTION OF A MOBILE HOME, 
(3) COS 7 OF OWNING A MOBILE HOME, (4) 
SELECTION OF A SITE FOR THE MOBILE HOME, AND 
(5) CARE AND MAINTENANCE OF THE MOBILE HOME- 
UNITS CONTAIN SUPPORTING CONCEPTS, BEHAVIORAL 
OBJECTIVES, BROAD GENERALIZATIONS, SUPPORTING 
CONTENT, RESOURCES, AND TEACHING, LEARNING, 
AND EVALUATING STRATEGIES. THE DOCUMENT ALSO 
CONTAINS A STUDENT LEARNING PACKAGE 
CONSISTING OF FLOOR PLANS, AN OPINIONAIRE, 

AND STUDY GUIDE. SEVERAL TEACHING RESOURCES, 
INCLUDING TRANSPARENCY MASTERS, BULLETIN 
BOARD OR FLIPCHART IDEAS, EVALUATION 
INSTRUMENTS, AND A GLOSSARY OF TERMS ARE 
APPENDED. A RELATED DUCUMENT IS AVAILABLE IN 
THIS ISSUE AS VT 014 4B4. (SB) 



VT 014 4B4 

MOBILE HOUSING RESOURCES PACKAGE FOR SCHOOLS, 
4-H, FHA CLUBS, AND EXTENSION. 

MOBILE HUMES MANUFACTURERS ASSOCIATION, 
CHICAGO, ILL. 

DOCUMENT NOT AVAILABLE FROM EDRS. 

MOBILE HOMES MANUFACTURERS ASSOCIATION, 6650 
NORTH NORTHWEST HIGHWAY, CHICAGO, ILLINOIS 
60631 ($3.00) 

PUB DATE - ND 

DESCRIPTORS - ♦HOMEMAKING EDUCATION; 

♦CONSUMER EDUCATION; ♦EDUCATIONAL RESOURCES; 
♦HOUSING; ♦INSTRUCTIONAL AIDS; HOUSING 
OPPORTUNI TIES 

IDENTIFIERS - ♦MOBILE HOMES 

ABSTRACT - THIS PACKAGE OF TEACHING RESOURCES 
IS DESIGNED TO BE USED WITH A TEACHING UNIT 
ON MOBILE HOMES, WHICH IS AVAILABLE AS VT 014 
483 IN THIS ISSUE. CONTENTS OF THIS PACKAGE 
INCLUDE: (1)A SAMPLE OF THE STUDENT LEARNING 
PACKAGE, (2) FACTS ON MOBILE, SECTIONAL, AND 
MODULAR HOMES, (3) CAREERS FOR WOMEN ANO MEN 
IN THE MOBILE HOME INOUSTRY, (4) AN OWNER'S 
GUIDE TO MOBILE HOME MAINTENANCE, (5) 
FINANCING AND INSURING A MOBILE HOME, (6) A 
MOBILE HOMES YEARBOOK, AND (7) A COMPARISON 
OF THE COSTS OF APARTMENTS, MOBILE HOMES, AND 
HOUSES. (SB) 



VT 014 485 

VOCATIONAL EDUCATION. 

MARSHALL COMMUNITY UNIT SCHOOLS, ILL. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 70 56P . 1 96 9- 1970 REVISION. 

DESCRIPTORS - VOCATIONAL EDUCATION; ♦BUSINESS 
EDUCATION; ♦AGRICULTURAL EDUCATION; 
♦INDUSTRIAL ARTS; *HOME ECONOMICS; 
INSTRUCTIONAL MATERIALS; EDUCATIONAL 
OBJECTIVES; ♦CURRICULUM GUIDES; COURSE 
OBJECTIVES; COURSE CONTENT 
IDENTIFIERS - ♦DIVERSIFIED OCCUPATIONS 

ABSTRACT - PREPARED FOR THE COMMUNITY UNIT 
SCHOOLS, THIS DOCUMENT CONTAINS OUTLINES FOR 
BUSINESS EDUCATION, HOME ECONOMICS, 

INDUSTRIAL ARTS, DIVERSIFIED OCCUPATIONS, ANO 



AGRICULTURAL EDUCATION COURSES. UNDER 
BUSINESS EDUCATION, SPECIFIC OBJECTIVES ARE 
STATED FUR: (1) OFFICE OCCUPATIONS, (2) 
SHORTHAND I AND II, (3) DISTRIBUTIVE 
EDUCATION, (4) OCCUPATIONS, (5) BOOKKEEPING, 
(6) CONSUMER PROBLEMS, (7) TYPING I AND II, 
(8) BUSINESS MACHINES, (9) OFFICE PRACTICE, 
(10) GENERAL BUSINESS, (11) JUNIOR HIGH 
TYPING, ANO (12) CLERICAL RECORD KEEPING. FOR 
HOME ECONUMICS, A COURSE DESCRIPTION, METHOD 
OF EVALUATION, GENERAL OBJECTIVES, AND COURSE 
OUTLINE ARE GIVEN FOR COURSES OFFERED IN 
GRADES 7 THROUGH 12. INDUSTRIAL ARTS COURSES 
OUTLINED INCLUDE: (1) GENERAL WOOOS I, (2) 
POWER MECHANICS, AND (3) CABINET MAKING. 

LISTS OF POSSIBLE OCCUPATIONS AND SUGGESTED 
RELATED MATERIAL ARE PROVIDED FOR THE 
DIVERSIFIED OCCUPATIONS COURSE. THE 
AGRICULTURE CURRICULUM OUTLINE INCLUDES: (1) 
MECHANICAL DRAWING, (2) ARCHITECTURAL 
DRAWING, (3) ELECTRICITY-ELECTRONICS, (4) 
AGRICULTURE OCCUPATIONS I THROUGH IV, AND (5) 
AN ADULT PROGRAM IN AGRICULTURE. (GEB) 



VT 014 490 

DONOVAN, RICHARD, AND OTHERS 
TENTATIVE GUIDE FOR DRIVER EDUCATION ANO 
SAFETY IN THE SECONDARY SCHUOL, GRADES 9 AND 
10 . 

KOKOMO-CENTER TOWNSHIP CONSOLIDATED SCHOOL 
CORP., 1N0. COMMITTEES OF SECONDARY HEALTH 
EDUCATORS. 

MF AVAILABLE IN VT-ERIC SET. 

KOKOMO-CENTER TOWNSHIP CONSOLIDATED, SCHOOL 
CORPORATION, ADMINISTRATION BLOG., 100 W. 
LINCOLN ROAD, KGKOMO, INDIANA 46901 ($3.00) 
PUB DATE - 70 31Pi. 

DESCRIPTORS - ♦DRIVER EDUCATION; ♦CURRICULUM 
GUIDES; SECONDARY GRADES; ♦INSTRUCTIONAL 
MATERIALS; ♦RESOURCE MATERIALS; BEHAVIORAL 
OBJECTIVES; ♦SAFETY EDUCATION 
IDENTIFIERS - I NO I ANA 



ABSTRACT - PREPAREO BY A COMMITTEE OF 
SECONDARY SCHOOL HEALTH EDUCATORS, THIS 
CURRICULUM GUIDE IS FOR INSTRUCTOR USE IN 
TEACHING DRIVER EDUCATION IN GRADES 9 AND 10. 
THO GUIDE WAS DE VELOPEO TO SERVE AS A MEANS 
OF KEEPING INSTRUCTION UNIFORM IN EACH CLA? 
AND SCHOOL IN THE OISTRICT. SPECIFIC 
OBJECTIVES OF THE COURSE INCLUDE: (1) TO 
REALIZE THE RESPONSIBILITIES CONNECTED WITH 
DRIVING, (2) TO- UNDERSTAND THE PART ATTITUDE 
PLAYS IN SAFE AND EFFICIENT DRIVING, AND (3) 
TO BETTER UNDERSTAND THE TECHNIQUES AND 
PROCEDURES OF DRIVING. THE UNITS, DESIGNED TO 
BE COVERED IN B1 DAYS, INCLUDE: (1) 
ORGANIZATION, (2) AGE OF POWER, (3) 
UNDERSTANDING YOUR CAR, (4) PHYSICAL FITNESS, 
(5) LAWS OF NATURE AND AUTOMOBILE, (6) 
SUBURBAN AND HIGHWAY DRIVING, (7) MEETING 
VEHICLE AND PEDESTRIAN, (8) LIABILITY AND 
INSURANCE, (9) INDIANA DRIVER'S MANUAL, (10) 
FIRST A 10 AND MEDICAL SELF-HELP, AND (11) 
SAFETY EDUCATION FOR HOME AND COMMUNITY. EACH 
UNIT IS DIVIDED INTO A 4-COLUMN FORMAT THAT 
INCLUDES OUTCOMES, SUBJECT MATTER, LEARNING 
EXPERIENCES, AND RESOURCE MATERIAL. IT IS 
SUGGESTED THAT THIS GUIDE BE USED WITH THE 
TEXT "DRIVER EDUCATION AND TRAFFIC SAFETY" 
DEVELOPED BY THE CENTER FOR SAFETY EDUCATION, 
NEW YORK UNIVERSITY. (GEB) 
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V T 014 491 

BALDRIDGE, WILLIAM K. 

COURSE OF STUDY FOR VOCATIONAL MACHINE. 



MIDDLETOWN CITY SCHOOL DISTRICT, OHIO. 

MF AVAILABLE IN VT-ERIC SET. 

INSTRUCTIONAL MATERIALS CENTER, MIDDLETOWN 
CITY SCHOOLS, 1515 GIRARD AVENUE, MIDDLETOWN, 
OHIO 45042 ($0.50) 

PUB DATE - 71 29P . 



DESCRIPTORS - VOCATIONAL EDUCATION; *TRADE 
ANU INDUSTRIAL EDUCATION; ♦MACHINE TOOLS; 
♦METALS; ♦CURRICULUM GUIDES; LESSON PLANS; 
♦INSTRUCTIONAL MATERIALS; BIBLIOGRAPHIES; 
OCCUPATIONAL INFORMATION; SCHOOL SAFETY; 
EQUIPMENT MAINTENANCE; RESOURCE MATERIALS 
IDENTIFIERS - *MACH INE SHOP 

ABSTRACT - PREPARED UNDER THE GUIDANCE OF THE 
ADMINISTRATORS OF VOCATIONAL EDUCATION, THIS 
CURRICULUM GUIOE IS FOR INSTRUCTOR USE IN 
TEACHING VOCATIONAL MACHINE SHOP. SOME 
SPECIFIC OBJECTIVES OF THE COURSE ARE TO: (1) 
TEACH SAFETY ANO THE PROPER RESPECT AND USE 
OF POWER AND HAND TOOLS, (2) DEVELOP MACHINE 
MANIPULATIVE SKILLS, (3) DEVELOP RESPONSIBLE 
ATT I TUOES, (4) OEVELOP THE STUDENT IN RELATED 
THEORY AND MATHEMATICS, AND (5) PROMOTE 
INITIATIVE TOWARDS SELF-IMPROVEMENT. UNITS 
INCLUDE: (1) BENCH WORK, (2) BENCH GRINDER, 
(3) POWER CUT-OFF SAW, (4) LATHE, (5) ARBOR 
PRESS, (6) DRILL PRESS, (7) SHAPER, (8) 
PLANER, (9) HORIZONTAL AND VERTICAL MILLING, 
(10) BANDSAW, (11) INTERNAL AND EXTERNAL 
GRINDING, (12) TOOL CUTTER GRINDER, (13) 
FORGEWORK, 114) HEAT TREATING, (15) GAS ANO 
ARC WELDING, AND (16) ELECTRICAL DISCHARGE 
MACHINE. EACH UNIT CONTAINS A BRIEF OUTLINE, 
TYPICAL JOBS, NEEDED TEACHING AIOS, SAFETY 
ANO CARE TIPS, AND A SUGGESTED BIBLIOGRAPHY. 
THE LAST SECTION OF THE DOCUMENT INCLUDES A 
LIST OF PLANNEO JOBS AND A BIBLIOGRAPHY. 

(GEB) 



VT 014 492 
SEXTON, GLENNIS E. 

COURSE OF STUDY FOR VOCATIONAL AUTOMOTIVE 
MECHANICS. 



MIODLET0WN CITY SCHOOL DISTRICT, OHIO. 

MF AVAILABLE IN VT-ERIC SET. 

INSTRUCTIONAL MATERIALS CENTER, MIODLETOWN 
CITY SCHOOLS, 1515 GIRARD AVENUE, MIDDLETOWN, 
OHIO 45042 ($0.50) 

PUB DATE - 71 34P . 



DIAGNOSIS OF FAULTY OPERATION, (3) TO DEVELOP 
AN UNDERSTANDING OF THE IMPORTANCE OF PROPER 
FITS AND TOLERANCES, AND (4) TO DEVELOP 
HABITS IN SAFETY, CLEANLINESS, AND 
COOPERATION. METHODS OF OPERATION AND 
INSTRUCTION ARE OUTLINED IN THE FIRST PART OF 
THIS OOCUMENT. UNITS INCLUDE: (1) TOOLS AND 
EQUIPMENT, (2) BRAKES, (,3 ) ENGINES, (4) 
ELECTRICAL SYSTEMS, (5) FUEL SYSTEMS, (6) 
LUBRICATING SYSTEMS, (7) COOLING SYSTEMS, (8) 
POWER TRAINS, (9) SUSPENSION SYSTEMS, (10) 
STEERING SYSTEMS, (11) ACCESSORIES, ANO (12) 
GENERAL SERVICE. EACH UNIT CONTAINS AN 
OUTLINE, OPERATIONS TO PERFORM, REFERENCES 
NEEOED, TEACHING AIDS, TEACHER DEMONSTRATION 
SUGGESTIONS, AND SAFETY PRECAUTIONS. THE AUTO 
SHOP POLICY, GENERAL REFERENCE MATERIAL, AND 
A BIBLIOGRAPHY ARE INCLUOEO. (GEB) 



VT 014 493 
MCNABB, NANCY 

COURSE OF STUOY FOR VOCATIONAL COSMETOLOGY. 

MIDDLETOWN CITY SCHOOL DISTRICT, OHIO. 

MF AVAILABLE IN VT-ERIC SET. 

INSTRUCTIONAL MATERIALS CENTER, MIODLETOWN 
CITY SCHOOLS, 1515 GIRARD AVENUE, MIDDLETOWN, 
OHIO 45042 ($0.50) 

PUB DATE - 71 6 IP • 

DESCRIPTORS - ♦TRADE AND INDUSTRIAL 
EDUCATION; *CURR I CULUM GUIDES; ♦COSMETOLOGY; 
♦COSMETOLOGISTS; SERVICE OCCUPATIONS; 

hygiene; bibliographies; secondary education; 

GRADE 11; GRADE 12 

ABSTRACT - THIS CURRICULUM GUIDE CONTAINS A 
2-YEAR COURSE OF STUDY FOR ELEVENTH AND 
TWELFTH GRAOE STUDENTS INTERESTED IN 
COSMETOLOGY. UNITS ARE: (1) URIENTATION, (2) 
BAC r ER IOLOGY , STERILIZATION, ANO SANITATION, 
(3) CARE AND TREATMENT OF HAIR, SKIN, AND 
NAILS, (4) SCIENCE OF COSMETOLOGY, ANO (5) 
MANAGEMENT OF A BEAUTY SALON. UNITS CONTAIN A 
BRIEF DESCRIPTION, OBJECTIVES, CONTENT 
OUTLINE, VOCABULARY TERMS, SUGGESTEO TEACHER- 
STUDENT ACTIVITIES, EVALUATION IDEAS, AUDIO- 
VISUAL RESOURCES, AND BIBLIOGRAPHY. A LISTING 
OF SUBJECT MATTER TOPICS BY WEEK FOR BOTH 
GRAOES IS PROVIDED. (SB) 



VT 014 494 
WOOD, WILMA 

COURSE OF STUDY FOR VOCATIONAL COMMERCIAL 
FOOD PREPARATION. 



DESCRIPTORS - ♦TRADE AND INDUSTRIAL 
education; ♦AUTO MECHANICS; OCCUPATIONAL 
INFORMATION; ♦CURRICULUM GUIOES; REFERENCE 
MATERIALS; AUTO MECHANICS (OCCUPATION); 
♦INSTRUCTIONAL MATERIALS; BIBLIOGRAPHIES; 
♦TEACHING GUIDES; EVALUATION TECHNIQUES; 
SECONDARY GRADES 

ABSTRACT - DEVELOPED UNDER THE DIRECTION OF 
ADMINISTRATORS FOR VOCATIONAL EDUCATION, THIS 
CURRICULUM GUIDE IS FOR INSTRUCTOR USE IN 
TEACHING VOCATIONAL AUTOMOTIVE MECHANICS. 
SPECIFIC OBJECTIVES OF THE COURSE INCLUDE: 

(1) TO LEARN THE SKILLS AND RELATED TECHNICAL 
KNOWLEDGE NECESSARY TO ENTER THE AUTOMOTIVE 
TRADE, (2) TO DEVELOP AN UNDERSTANDING OF THE 
METHODS UF TESTING AUTOMOTIVE EQUIPMENT AND 



MIDDLETOWN CITY SCHOOL DISTRICT, OHIO. 

MF AVAILABLE IN VT-ERIC SET. 

INSTRUCTIONAL MATERIALS CENTER, MIDDLETOWN 
CITY SCHOOLS, 1515 GIRAR.0 AVENUE, MIOOLETOWN, 
OHIO 45042 ($0.50) 

PUB DATE - 71 19P. 

DESCRIPTORS - ♦OCCUPATIONAL HOME ECONOMICS; 
♦FOOD SERVICE; FOOD SERVICE OCCUPATIONS; 

♦FOODS instruction; cooking instruction; 

EDUCATIONAL OBJECTIVES; EDUCATIONAL 
PHILOSOPHY; SECONDARY GRADES; SANITATION; 
♦CURRICULUM GUIDES; BIBLIOGRAPHIES 

ABSTRACT - THIS PUBLICATION LISTS DESIRED 
KNOWLEDGE AND SKILLS AND RELATEO 
INSTRUCTIONAL SUGGESTIONS FOR TWO 1-YEAR 

37 



0 



232 



AIM/VOL 5 NQ 3 



COURSES IN COMMERCI AL FOOD PREPARATION. IN 
ADDITION, THE PHILOSOPHY AND EDUCATIONAL 
OBJECTIVES OF MIDDLETOWN HIGH SCHOOL ARE 
PRESENTED, AND OHIO REGULATIONS AND 
RECOMMENDATIONS REGARDING STRUCTURE, 
CLEANLINcSS, AND REPAIR OF FOOD SERVICE 
PREPARATION AREAS ARE PROVIDED. A 
BIBLIOGRAPHY OF TEXTBOOKS, REFERENCES, 
PAMPHLETS, AND AUDIOVISUAL MATERIALS IS 
INCLUDED. (SB) 



VT 014 495 
COULTER, GEORGE 0. 

COURSE OF STUDY FOR VOCATIONAL AUTO BODY 
REPAIR. 

MIDDLETOWN CITY SCHOOL DISTRICT, OHIO. 

MF AVAILABLE IN VT-ERIC SET. 

INSTRUCTIONAL MATERIALS CENTER, MIDDLETOWN 
CITY SCHOOLS, 1515 GIRARD AVENUE, MIDDLETOWN, 
OHIO 45042 (SO. 50) 

PUB DATE - 71 29P . 

DESCRIPTORS - *TRAOE AND INDUSTRIAL 
EDUCATION; ^CURRICULUM GUIDES; SECONDARY 
GRADES; *AUTO BODY REPAIRMEN; ^INSTRUCTIONAL 
MATERIALS; BIBLIOGRAPHIES; *CDURSE 
OBJ EC f I VES ; TEACHING METHODS; REFERENCE 
MATERIALS; COURSE CONTENT; JOB SKILLS 

ABSTRACT - DEVELOPED UNDER THE DIRECTION OF 
ADMINISTRATORS FOR VOCATIONAL EDUCATION, THIS 
CURRICULUM GUIDE IS FOR INSTRUCTOR USE IN 
TEACHING VOCATIONAL AUTO BODY REPAIR. THE 
PROGRAM IS DESIGNED FOR EIGHT 9-WEEK TERMS 
CONSISTING OF I HOUR RELATED CLASSROOM WORK 
AND 3 HOURS LABORATORY EXPERIENCE EACH DAY. 
SPECIFIC OBJECTIVES OF THE COURSE INCLUOE: 

(I) TO DEVELOP A PROFESSIONAL ATTITUDE, (2J 
TO ACQUIRE SELECTED BODY REPAIR SKILLS, (3) 

TO DEVELOP PRIDE IN GOOD WORKMANSHIP AND 
APPRECIATE CRAFTSMANSHIP, AND (4) TO 
UNDERSTAND THE TECHNIQUES AND PROCEDURES USED 
IN PLANNING AND OPERATING A PROFESSIONAL 
BUSINESS. FOLLOWING THE STATED PLAN OF 
INSTRUCTIONAL PRACTICES AND SHOP ORIENTATION 
AND ORGANIZATION PROCEDURES, THE COURSE 
OUTLINE IS PRESENTED. JOBS AND OPERATIONS AND 
RELATED INFORMATION IS OUTLINE FOR ALL PHASES 
OF AUTO BODY REPAIR. A BIBLIOGRAPHY IS 
INCLUDED. (GEB) 



VT 014 496 

BUSINESS EDUCATION CURRICULUM GUIDE. 

KOKOMO-CENTER TOWNSHIP CONSOLIDATED SCHOOL 
CORP., IND. DEPT. OF BUSINESS AND OFFICE 
EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

KOKOMO-CENTER TOWNSHIP CONSOLIDATED, SCHOOL 
CORPORATION, ADMINISTRATION BLDG., 100 WEST 
LINCOLN RO AO, KOKOMO, INDIANA 46901 ($1.00) 
PUB DATE - ND 112P. 

DESCRIPTORS - *8USINESS EDUCATION; *COURSE 
CONTENT; COURSE ORGANIZATION; *CURRICULUM 

guides; program descriptions; *office 

OCCUPATIONS EDUCATION; COOPERATIVE EDUCATION; 
DISTRIBUTIVE education; secondary EDUCATION; 
EDUCATIONAL OBJECTIVES; COURSE OBJECTIVES; 

typewriting; accounting; stenography; 

BUSINESS ENGLISH; ^RESOURCE UNITS 



ABSTRACT - THIS OOCUMENT OUTLINES THE COURSES 
WHICH REPRESENT THE BUSINESS EDUCATION 
CURRICULUM AT KOKOMO HIGH SCHOOL. IN ADDITION 
TO OUTLINING SUBJECT MATTER, THE GUIDE 
IDENTIFIES TEXTBOOKS USED, COURSE OBJECTIVES, 
COURSE CREDIT, PREREQUISITES, COURSE 
REQUIREMENTS AND REFERENCE MATERIALS. COURSES 
OUTLINED INCLUDE: (I) BOOKKEEPING I, II, III, 
IV, (2) BUSINESS ARITHMETIC, (3) BUSINESS 
ENGL l Sh, (4) CLERICAL PRACTICE I AND II, (5) 
GENERAL BUSINESS I AND II, (6) SHORTHAND I,' 
II, III, (7) TYPING I, II, III, IV, AND (8) 
INTRODUCTION TU DATA PROCESSING. CURRICULUMS 
ARE ALSO SUGGESTED FOR THE STENOGRAPHIC 
STUOENT , THE CLERICAL STUDENT, THE 
BOOKKEEPING STUDENT, AND THE DISTRIBUTIVE 
EUUCATIUN STUDENT. (JS) 



VT 014 498 

KENEL, FRANCIS C., ED.; 

KRUEGER, EMILY A., ED. 

A DRIVER EDUCATION MANUAL AIMO SUPPLEMENT FOR 
HIGH SCHOOL ECUCABLE MENTALLY RETAROED 
STUDENTS. 

MILWAUKEE PUBLIC SCHOOLS, WIS. OIV. OF 
CURRICULUM AND INSTRUCTION. 

OFFICE OF EDUCATION (DHEW), WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 

MILWAUKEE PUBLIC SCHOOLS 1 P.O. DRAWER IOK 
MILWAUKEE, WISCONSIN 53201 
PUB DATE - 69 87Pw 

DESCRIPTORS - ^TEACHING GUIDES; *CURRICULUM 
DEVELOPMENT; ^MANUALS; TRAFFIC SAFETY; 

♦DRIVER EDUCATION; TESTS; GUIDELINES; 
EDUCATIONAL OBJECTIVES; RESOURCE MATERIALS; 
♦EDUCABLE MENTALLY HANDICAPPED; LEARNING 
ACTIVITIES 

ABSTRACT - DEVELOPED THROUGH THE DEPARTMENTS 
OF EXCEPTIONAL EDUCATION AND DRIVER 
EDUCATION, THIS TEACHING GUIDE REFLECTS THE 
MOST RECENT DEVELOPMENTS IN TRAFFIC SAFETY 
RESEARCH RELATIVE TO EDUCABLE MENTALLY 
RETARDED ( EMR ) STUDENTS. MAJOR SECTIONS OF 
THE GUIDE ARE: (I) GUIDELINES FOR THE 
DEVELOPMENT OF THE PRE-EMR DRIVER EDUCATION 
PROGRAM, (2) ANALYSIS OF THE DRIVING TASK, 

(3) GENERAL OBJECTIVES FOR DRIVER EDUCATION, 

(4) EDUCABLF. MENTALLY RETARDED DRIVER 
EDUCATION INSTRUCTIONAL PROGRAM, (5) 

SUGGESTED CLASSROOM INSTRUCTIONAL AREAS FOR 
USE WITH EMR STUDENTS, AND (6) SUPPORTIVE 
INSTRUCTIONAL MATERIALS! THE SUPPORT IVE 
INSTRUCTIONAL MATERIALS INCLUDE THE 
JAMESVILLE REVISED TEST, FILMS AND 
FILMSTRIPS, AND TRAFFIC SITUATIONS AND 
DIAGRAMS. A STUDENT MANUAL ACCOMPANIES THE 
TEACHING GUIDE AND DEALS WITH AN 
INSTRUCTIONAL PROGRAM OFFERED PRIOR TO 
ENROLLMENT IN THE REGULAR DRIVER EDUCATION 
COURSE. INCLUDED IN THIS MANUAL ARE 40 
DIAGRAMED PROBLEMS INVOLVING SPECIFIC TRAFFIC 
SITUATIONS. A STUDENT ANSWER SHEET AS WELL AS 
A MASTER ANSWER SHEET IS PROVIDED. ( JS > 



VT 014 501 
GLENN, C. STAN 

LESSON PLANS, GRADES 7 AND 8. 

HENDERSON COUNTY MIDDLE SCHOOL, KY. 
MF AVAILABLE IN VT-ERIC SET. 



0 



AIM/VOL 



5 NO 3 



233 



TT 



PUB DATE - DEC71 106P. 

DESCRIPTORS - *LESSON PLANS; *VOCATIONAL 

education; ♦instructional materials; grade 7; 

GRADE 8; LANGUAGE ARTS; MATHEMATICS; 

sciences; social studies; guidance functions; 

♦CAREER EDUCATION; *RESOURCE MATERIALS 

ABSTRACT - DEVELOPED BY A COORDINATOR, THESE 
LESSON PLANS ARE FOR INSTRUCTOR USE IN 
TEACHING VOCATIONAL EDUCATION IN GRAOES 7 AND 
8. CONTENTS INCLUDE: (I) NINE UNITS FOR THE 
LANGUAGE ARTS DEPARTMENT, (2) SEVEN UNITS FOR 
MATHEMATICS, (3) EIGHT FOR THE SCIENCE 
DEPARTMENT, (4) EIGHT FOR SOCIAL STUDIES, (5) 
THREE IN GUIDANCE, (6) 14 UNITS CONCERNING 
CAREER EDUCATION, AND (7) AN OUTLINE FOR 
CAREER EDUCATION AND GROUP GUIDANCE 
ACTIVITIES IN THE EIGHTH GRADE EXPLORATORY 
SESSIONS. EACH UNIT INCLUDES STATEO 
OBJECTIVES, BEHAVIORAL OBJECTIVES* 
ASSIGNMENTS, NEEDEO MATERIALS, AND EVALUATION 
SUGGESTIONS. LISTS OF RECOMMENDED BOOKS, 
INSTRUCTIONAL MATERIALS AND SPECIAL WORKERS 
ARE INCLUDED. ( GE3 ) 



VT 014 506 
OWEN, MARGARET 

COMMERCIALLY PREPARED MATERIALS. A "UNIVERSE 
MODEL" OF OCCUPATIONAL EDUCATION FOR 
PIKEVILLE, KENTUCKY, IN CONJUNCTION WITH THE 
PIKEVILLE MODEL CITIES PROGRAM. 

KENTUCKY INDEPENDENT SCHOOL DISTRICT, 

PIKEV ILLE. 

EASTERN KENTUCKY UNIV., RICHMOND. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - DEC 7 1 59P. PREPARED FOR PROJECT 

DIRECTOR'S CONFERENCE (COLUMBUS, OHIO, 
DECEMBER 13-14, 1971). 

DESCRIPTORS - VOCATIONAL EDUCATION; 
♦BIBLIOGRAPHIES; ♦CAREER EDUCATION; *RESOURCE 
MATERIALS; ♦INSTRUCTIONAL MATERIALS; 
♦OCCUPATIONAL INFORMATION; PROGRAM 
development; VOCATIONAL COUNSELING 

ABSTRACT - THE TWO SECTIONS OF THIS 
BIBLIOGRAPHY INCLUDE MATERIALS WHICH ARE USED 
IN THE CLASSROOM WITH STUDENTS AND MATERIALS 
WHICH HAVE BEEN USED BY TEACHERS, COUNSELORS, 
AND ADMINISTRATORS DURING INSERVICE PROGRAMS. 
LISTINGS FOR THE STUDENT MATERIALS ARE 
ARRANGED ALPHABETICALLY BY AUTHOR IN THE 
SUBJECT GROUPINGS OF: (1) AGRICULTURE, (2) 
COMMUNICATION, (3) CONSTRUCTION, (4) FAMILY, 
(5) FINANCE, (6) FISHERIES, (7) FORESTRY, (8) 
GENERAL, (9) GOVERNMENT, (10) GUIDANCE, (11) 
HOUSES, (12) MANUFACTURING, (13) MINERALS, 
114) SERVICE, (15) TRANSPORTATION, (16) 
WHOLESALE AND RETAIL TRAOE. THE REMAINDER OF 
THE BIBLIOGRAPHY INCLUDES: (1) DIRECTORY OF 
PUBLISHERS, (2) STAFF RESOURCES, (3) 

DIRECTORY OF BOOK PUBLISHERS LISTEO IN STAFF 
RESOURCES, (4) FILMSTRIPS, (5) AODRESSES OF 
FILMSTRIP PUBLISHERS, AND (6) ACTIVITY KITS - 
FLANNEL BOARDS, POSTERS, SUPPLIES, 
TRANSPARENCIES. THE BIBLIOGRAPHY SHOULD BE 
USEFUL IN REVIEWING RESOURCES RELATED TO 
OCCUPATIONAL OR CAREER EDUCATION PROGRAMS. 

( JS) 



VT 014 507 

CONSUMER ANO HOME ECONOMICS EDUCATION WORK 
MATERIALS. 

NORTHWESTERN STATE UNIV., NATCHITOCHES, LA. 
DEPT. OF HOME ECONOMICS. 

LOUISIANA STATE DEPT. OF PUBLIC EDUCATION, 
BATON ROUGE. OIV. OF VOCATIONAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 70 164P. 

DESCRIPTORS - *HOME ECONOMICS EDUCATION; 

♦consumer eoucation; workshops; ♦curriculum 
guides; secondary grades; behavioral 

OBJECTIVES; LEARNING ACTIVITIES; RESOURCE 

materials; fooos instruction; clothing 

INSTRUCTION; FAMILY RELATIONSHIP; HOUSING 

ABSTRACT - PREPAREO BY COMMITTEES OF HOME 
ECONOMICS TEACHERS DURING A THREE-WEEK 
WORKSHOP, THIS BULLETIN IS FOR TEACHER USE IN 
PLANNING MORE EFFECTIVE CONSUMER AND HOME 
ECONOMICS PROGRAMS THAT MEET THE NEEDS OF 
INDIVIDUALS. MAJOR AREAS EMPHASIZED FOR 
GRADES 9-12 ARE: (1) CHILD DEVELOPMENT AND 
FAMILY RELATIONS, (2) CLOTHING ANO TEXTILES, 
(3) FOODS ANO NUTRITION,. AND (4) HOUSING. 
AREAS ARE SUBDIVIDED BY GRADE LEVEL, AND EACH 
GRADE LEVEL CONTAINS GOALS, BEHAVIORAL 
OBJECTIVES, GENERALIZATIONS KEYED TO LEARNING 
ACTIVITIES, SUGGESTED TEACHING APPROACHES, 

AND RESOURCE MATERIALS. RELATED DOCUMENTS ARE 
AVAILABLE AS VT 014 508,. VT 014 540, AND VT 
014 541 IN THIS ISSUE. (SB) 



VT 014 508 

CONSUMER EDUCATION CURRICULUM GUIDE FOR HOME 
ECONOMICS TEACHERS IN LOUISIANA. WORK 
MATERIAL. 

LOUISIANA STATE UNIV., BiA TON ROUGE. 

S0UTHEAS1 ERN LOUISIANA COLL., HAMMOND. 
SOUTHERN UNIV. AND AGRICULTURAL AND 
MECHANICAL COLL., BATON ROUGE, LA. 

LOUISIANA STATE DEPT. OF PUBLIC EDUCATION, 
BATON ROUGE. OIV. OF VOCATIONAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 70 447P. 

OESCRIPTURS - *HOME ECONOMICS EDUCATION; 

♦ CONSUMER EDUCATIONS, ♦CURRICULUM GUIDES; 
WORKSHOPS; MONEY MANAGEMENT; SECONDARY 
GRADES; BEHAVIORAL OBJECTIVES; LEARNING 
ACTIVITIES; INSTRUCTIONAL AIDS; EDUCATIONAL 
RESOURCES; EVALUATION TECHNIQUES; 
BIBLIOGRAPHIES 

ABSTRACT - PREPARED BY HOME ECONOMICS STATE 
DEPARTMENT STAFF, UNIVERSITY FACULTY, AND 
SECONDARY TEACHERS, THIS CURRICULUM GUIDE IS 
OESIGNED TO ASSIST HOME ECONOMICS TEACHERS IN 
PLANNING AND TEACHING CONSUMER EDUCATION AS A 
SEPARATE UNIT FOR GRADES 8-12. MAJOR AREAS 
EMPHASIZED BY GRADE LEVEL ARE: (1) YOU AS 
CONSUMERS, (2) BUYING, (3) MANAGEMENT IN 
FAMILY LIVING, (4) UTILIZING FAMILY 
RESOURCES, (5) FAMILY FINANCE, AND (6) 
CONSUMER EDUCATION. EACH AREA CONTAINS AN 
OVERVIEW, MAJOR CONCEPTS, GENERAL ANO 
SPECIFIC BEHAVIORAL OBJECTIVES, SUBJECT 
MATTER CONTENT, LEARNING OPPORTUNITIES, 
RESOURCES, EVALUATION PROCEDURES, 
BIBLIOGRAPHY, AND SUPPLEMENTARY MATERIALS. AN 
INTRODUCTORY SECTION PROVIDES THE PHILOSOPHY 
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OF THE GUIDE AND A SCOPE ANO SEQUENCE CHART. 
KELATEO DOCUMENTS ARE AVAILABLE AS VT 014 
507, VT 014 540, AND VT 014 541 IN THIS 
ISSUE. (SB) 



VT 014 509 

BEYER, WILLIAM F. JR.; WRIGHT, M.E. 

URIVEk AND TRAFFIC SAFETY EOUCATION 
PERFORMANCE CURRICULUM. 

LOUISIANA STATE DEPT. OF EOUCATION, BATON 
RUUGE . DRIVER EDUCATION CURRICULUM REVISION 
COMMITTEE. 

DEPARTMENT OF TRANSPORTATION, WASHINGTON, 

D.C. NATIONAL HIGHWAY SAETY BUREAU. 

LOUISIANA STATE OEPT. OF HIGHWAYS, BATON 
ROUGE. HIGHWAY SAFETY COMMISSION. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 284P. 

DESCRIPTORS - CURRICULUM GUIOES; ♦ORIVER 
EDUCATION; ^TRAFFIC SAFETY; SECONOARY GRAOES; 
ADULT EDUCATION; VEHICULAR TRAFFIC; 
♦TRANSPORTATION; MOTOR VEHICLES; VOCATIONAL 
EDUCATION; SAFETY EOUCATION; *STA TE 
CURRICULUM GUIDES; STUOENT ATTITUOES 

ABSTRACT - THIS CURRICULUM GUIOE WAS PREPAREO 
TO AID ADMINISTRATORS ANO DRIVER EOUCATION 
INSTRUCTORS IN PROVIOING A COMPREHENSIVE 
PROGRAM OF DRIVER AND TRAFFIC SAFETY 
EDUCATION IN HIGH SCHOOL ANO AOULT CLASSES. 
CONTENTS ARE OIVIOEO INTO FIVE MAIN SECTIONS: 

(1) TEACHING AND LEARNING, WHICH SUGGESTS 
VARIOUS TEACHING TECHNIQUES, CONCEPTS ANO 
VALUES TO Bt TAUGHT, ANO EVALUATION METHODS, 

(2) CLASSROOM INSTRUCTION, (3) LABORATORY 
INSTRUCTION, INCLUOING BOTH ON-STREET ANO 
SIMULATEO ORIVING INSTRUCTION y (4) 
ADMINISTRATIVE POLICIES, ANO (5) REGULATIONS 
GOVERNING THE ISSUANCE OF SCHOOL INSTRUCTION 
PERMITS. THE MAJOR PORTION OF THE GUIOE IS 
THE CLASSROOM INSTRUCTION SECTION, CONSISTING 
OF 9 UNITS COVERING SUCH TOPICS AS: (1) MAN 
ANO THE HIGHWAY TRANSPORTATION SYSTEM, (2) 
RESPONSIBILITIES IN TRAFFIC ENFORCEMENT ANO 
ENGINEERING, (3) CONTROL OF THE VEHICLE, (4) 
MAINTENANCE AND OPERATION OF A VEHICLE, (5) 
INTERACTION WITH OTHER ORIVERS, (6) RESPONSE 
TO CRITICAL SITUATIONS, (7) ORIVER 
RESPONSIBILITY, (8) CONTROL OF HIGHWAY 
ACCIDENTS, ANO (9) ANALYSIS OF THE HIGHWAY 
TRAFFIC SYSTEM. THE GUIOE STRESSES 
DEVELOPMENT OF POSITIVE STUOENT ATTITUOES 
TOWARO DRIVING. (AW) 



OISTRICT FOR USE IN A GUIOED OCCUPATIONAL 
ORIENTATION PROGRAM, THIS STUOY GUIOE IS ONE 
IN A SERIES OESIGNEO TO EXPLAIN ANO REINFORCE 
THE CONCEPTS OF ENGLISH, SOCIAL STUDIES, 
MATHEMATICS, ANO SCIENCE NEEDEO BY PERSONS IN 
PEOPLE- OR IENTEO SERVICE CAREERS. THIS 
PARTICULAR OOCUMENT CONCERNS THE HELP THAT 
MAY BE FOUND THROUGH SOCIAL STUOIES. 
BEHAVIORAL OBJECTIVES ARE STATEO ANO 
SUGGESTEO ACTIVITIES ARE LISTED FOR MEETING 
THE OBJECTIVES. THE OBJECTIVES IN THIS GUIOE 
OEAL WITH THE SOCIAL PROBLEMS OF JOBS WITH 
THE JOB FAMILY, HOW THE JOB HAS CHANGEO, ANO 
THE FUTURE OF JOBS WITHIN THE FIELO. ( GEB ) 



VT 014 513 

CAREERS UNLIMITEO... MANUFACTURING- -SCIENCE. 



SYRACUSE CITY SCHOOL OISTRICT, N.Y. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - NO 5P. 



DESCRIPTORS - ♦CAREER EOUCATION; 

♦OCCUPATIONAL INFORMATION; VOCATIONAL 

guioance; behavioral objectives; learning 

ACTIVITIES; INSTRUCTIONAL MATERIALS; ♦STUOY 
GUIOES; TEXTBOOKS; TEACHING GUIOES; ♦SCIENCE 
EOUCATION; ^MANUFACTURING INOUSTRY; 
EOUCATIUNAL NEEOS 
IDENTIFIERS - ♦SKILL NEEOS 

ABSTRACT - DEVELOPEO WITHIN A CITY SCHOOL 
OISTRICT FOR USE IN A GUIOEO OCCUPATIONAL 
ORIENTATION PROGRAM, THIS STUOY GUIOE IS ONE 
IN A SERIES OESIGNEO TO EXPLAIN ANO REINFORCE 
THE CONCEPTS OF ENGLISH, SOCIAL STUOIES, 
MATHEMATICS ANO SCIENCE NEEOEO BY PERSONS IN 
MANUFACTURING. THIS PARTICULAR OOCUMENT 
CONCERNS THE CONTRIBUTIONS SCIENCE MAKES TO 
MANUFACTURING INDUSTRIES, BEHAVIORAL 
OBJECTIVES ARE STATEO AND SUGGESTEO 
ACTIVITIES ARE LISTEO FOR MEETING THE 
OBJECTIVES. THE OBJECTIVES IN THIS GUIOE 
INCLUOE BECOMING FAMILIAR WITH SKILLS NEEOEO, 
CHARACTERISTICS OF MATERIALS, MANUFACTURING'S 
RELATION TO TH I NG-OR I ENTEO SERVICES, ANO 
MACHINES ANO EQUIPMENT USEO. (GEB) 



VT 014 514 

CAREERS UNLIMITEO.. .SERVICES — PEOPLE 
ORI ENTEO — MATHEMATICS. 

SYRACUSE CITY SCHOOL OISTRICT, N.Y. 
MF AVAILABLE I N VT-ER I G S ET. 

PUB DATE - NO 12P. 



VT 014 512 

CAREERS UNLIMITEO.. .SERVICES — PEOPLE 
ORIENTEO— SOCIAL STUOIES. 

SYRACUSE CITY SCHOOL OISTRICT, N.Y. 

MF AVAILABLE IN VT-ERIC SET. 

PUB OATE - NO 14P. 

DESCRIPTORS - ♦CAREER EOUCATION; 

♦OCCUPATIONAL INFORMATION; VOCATIONAL 
GUIOANCE; BEHAVIORAL OBJECTIVES; LEARNING 
ACTIVITIES; INSTRUCTIONAL MATERIALS; ♦STUOY 
GUIOES; TEXTBOOKS; TEACHING GUIOES; 
employment opportunities; ^SOCIAL STUOIES; 
♦SERVICE OCCUPATIONS 

ABSTRACT - OEVELOPEO WITHIN A CITY SCHOOL z ~ 

4»J 



DESCRIPTORS - ^CAREER EOUCATION; 

♦OCCUPATIONAL INFORMATION; VOCATIONAL 
GUIOANCE; BEHAVIORAL OBJECTIVES; LEARNING 
ACTIVITIES; INSTRUCTIONAL MATERIALS; ♦STUOY 
GUIOES; TEACHING GUIOES;' EMPLOYMENT 
OPPORTUNITIES; EOUCAT IONAL NEEOS; 
♦MATHEMATICS; ♦SERVICE OCCUPATIONS; SKILL 
DEVELOPMENT 

ABSTRACT - OEVELOPEO WITHIN A CITY SCHOOL 
OISTRICT FOR USE IN A GUIOEO OCCUPATIONAL 
ORIENTATION PROGRAM, THIS STUOY GUIOE IS ONE 
IN A SERIES OESIGNEO TO EXPLAIN ANO REINFORCE 
THE CONCEPTS OF ENGLISH*. SOCIAL STUDIES, 
MATHEMATICS ANO SCIENCE NEEOEO BY PERSONS IN 
PEOPLE-ORIENTED SERVICE CAREERS. THIS 
PARTICULAR OOCUMENT CONCERNS MATHEMATICS FOR 
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WORKERS SUCH AS GOVERNMENT EMPLOYEES, 
POLICEMEN, FIREMEN, WAITERS, AND COOKS. 
BEHAVIORAL OBJECTIVES ARE STATED AND 
SUGGESTED ACTIVITIES ARE LISTED FOR MEETING 
THE OBJECTIVES. THE OBJECTIVES IN THIS GUIDE 
INCLUDE THOSE CONCERNING JOB POSSIBILITIES, 
EDUCATION NEEDED FOR CERTAIN CAREERS, SKILL 
DEVELOPMENT, AND INVESTIGATING PAY SCALES. 
(GEB) 



INCLUDE STUDYING PAY SYSTEMS, HOW MATERIALS 
AND ORGANIZATIONS HAVE CHANGED, DEVELOPMENTS 
OF THE TRADE, AND EFFECTS OF PUPULATION 
SHIFTS. (GEB) 



VT 014 517 

CAREERS UNLIMITED. ..ENTERTAINMENT AND 
COMMUNICATIONS — ENGLISH. 



VT 014 515 

CAREERS UNLIMITED.. .SERVICES — PEOPLE 
ORIENTED — ENGLISH. 

SYRACUSE CITY SCHOOL DISTRICT, N.Y. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 31P. 

DESCRIPTORS - ♦CAREER EDUCATION; 

♦OCCUPATIONAL INFORMATION; VOCATIONAL 
GUIDANCE; BEHAVIORAL OBJECTIVES; LEARNING 
ACTIVITIES; INSTRUCTIONAL MATERIALS; ♦STUDY 
GUIDES; TEACHING GUIDES; EMPLOYMENT 
OPPORTUNITIES; EDUCATIONAL NEEDS; ^SERVICE 
OCCUPATIONS; ♦ENGLISH; SKILL DEVELOPMENT 

ABSTRACT - DEVELOPED WITHIN A CITY SCHOOL 
DISTRICT FOR USE IN A GUIDED OCCUPATIONAL 
UR I ENTAT ION PROGRAM, THIS STUDY GUIDE IS ONE 
IN A SERIES DESIGNED TO EXPLAIN AND REINFORCE 
THE CONCEPTS OF ENGLISH, SOCIAL STUDIES, 
MATHEMATICS AND SCIENCE NEEDED BY PERSONS IN 
PEUPLE— ORIENTED SERVICE CAREERS. THIS 
PARTICULAR DOCUMENT CONCERNS THE NEEDS THAT 
PERSONS PREPARING FOR SERVICE CAREERS HAVE 
FOR ENGLISH. BEHAVIORAL OBJECTIVES ARE STATED 
AND SUGGESTED ACTIVITIES ARE LISTED FOR 
MEETING Thu OBJECTIVES. THE OBJECTIVES IN 
THIS GUIDE INCLUDE LEARNING ABOUT SKILLS 
NEEDED AND OPPORTUNITIES AVAILABLE IN JOBS IN 
OR AROUND PRIVATE HOMES, GOVERNMENT SERVICE, 
LAW ENFORCEMENT, FIRE PREVENTION, FOOD 
SERVICE, BEAUTY CULTURE, AND OTHER AREAS. 

(GEB) 



VT 014 516 

CAREERS UNL IM ITED.. .STRUCTURAL WDRK — SOCIAL 
STUDIES. 



SYRACUSE CITY SCHODL DISTRICT, N.Y. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 8P. 



DESCRIPTORS - ♦CAREER EDUCATION; 

♦OCCUPATIONAL INFORMATION; VOCATIONAL 
GUIDANCE; BEHAVIORAL OBJECTIVES; LEARNING 
ACTIVITIES; INSTRUCTIONAL MATERIALS; ♦STUDY 
GUIDES; TEXTBOOKS; TEACHING GUIDES; *BU ILDING 
TRADES; EMPLUYMENT OPPORTUNITIES; JOB 
DEVELOPMENT; ♦SOCIAL STUDIES 



ABSTRACT - DEVELOPED WITHIN A CITY SCHOOL 
DISTRICT FOR USE IN A GUIDED OCCUPATIONAL 
ORIENTATION PROGRAM, THIS STUDY GUIDE IS ONE 
IN A SERIES DESIGNED TO EXPLAIN AND REINFORCE 
THE CONCEPTS OF ENGLISH, SOCIAL STUDIES, 
MATHEMATICS AND SCIENCE NEEDED BY PERSONS 
DOING STRUCTURAL WORK. THIS PARTICULAR 
DUCUMENT CONCERNS THE CONTRIBUTIONS SOCIAL 
STUDIES CAN MAKE TO THESE PERSONS. BEHAVIORAL 
OBJECTIVES ARE STATED AND SUGGESTED 
ACTIVITIES ARE LISTED FOR MEETING THE 
OBJECTIVES. THE OBJECTIVES IN THIS GUIDE 



SYRACUSE CITY SCHOOL DISTRICT, N.Y. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 16P. 

DESCRIPTORS - ♦CAREER EDUCATION; 

♦OCCUPATIONAL INFORMATION; VOCATIONAL 
GUIDANCE; BEHAVIORAL OBJECTIVES; LEARNING 
ACTIVITIES; INSTRUCTIONAL MATERIALS; ♦STUDY 
GUIDES; TEXTBOOKS; TEACHING GUIDES; ♦ENGLISH; 
♦COMMUNICATIONS; GRAPHIC ARTS; HDUSEWIVES 
IDENTIFIERS - ♦ENTERTAINMENT INDUSTRY 

ABSTRACT - DEVELOPED WITHIN A CITY SCHOOL 
DISTRICT FDR USE IN A GUIDED OCCUPATIONAL 
ORIENTATION PROGRAM, THIS STUDY GUIDE IS ONE 
IN A SERIES DESIGNED TO EXPLAIN AND REINFORCE 
THE CONCEPTS DF ENGLISH, SOCIAL STUDIES, 
MATHEMATICS AND SCIENCE NEEDED BY PERSONS IN 
ENTERTAINMENT AND COMMUNICATIONS. THIS 
PARTICULAR DOCUMENT CONCERNS THE 
CONTRIBUTIONS ENGLISH CAN MAKE TO PERSONS IN 
THESE INDUSTRIES. BEHAVIORAL OBJECTIVES ARE 
STATED AND SUGGESTED ACTIVITIES ARE LISTED 
FOR MEETING THE OBJECTIVES. THE OBJECTIVES IN 
THIS GUIDE INCLUDE THOSE CONCERNED WITH 
CAREERS IN SPORTS, THE PERFORMING ARTS, RADIO 
AND TELEVISION, GRAPHIC ARTS, ADVERTISING, 

AND THE DUTIES OF A HOUSEWIFE. '(GEB) 



VT 014 518 

CAREERS UNLIMITED. ..ENTERTAINMENT AND 
COMMUNICATIONS — SCIENCE- 

SYRACUSE CITY SCHOOL DISTRICT, N.Y. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 4P». 

DESCRIPTORS - *C AREER EDUCATION; 

♦OCCUPATIONAL INFORMATION; VOCATIONAL 
GUIDANCE; bEHAVIOR AL objectives; LEARNING 
ACTIVITIES; INSTRUCTIONAL MATERIALS; *STUDY 
GUIDES; TEXTBOOKS; TEACHING GUIDES; ♦SCIENCE 
EDUCATION; ♦COMMUNICATIONS 
IDENTIFIERS - *ENTERTAI NMENT INDUSTRY 

ABSTRACT - DEVELOPED WITHIN A CITY SCHOOL 
DISTRICT FOR USE IN A GUIDED OCCUPATIONAL 
ORIENTATION PROGRAM, THIS STUDY GUIDE IS ONE 
IN A SERIES DESIGNED TO EXPLAIN AND REINFORCE 
THE CUNCEPTS DF ENGLISH, SOCIAL STUOIES, 
MATHEMATICS AND SCIENCE NEEDED BY PERSONS IN 
ENTERTAINMENT AND COMMUNICATIONS. THIS 
PARTICULAR DOCUMENT CONCERNS HDW SCIENCE 
RELATES TO WORK IN THESE AREAS. BEHAVIORAL 
OBJECTIVES ARE STATED AND SUGGESTED 
ACTIVITIES ARE LISTED FOR MEETING THE 
OBJECTIVES. THE OBJECTIVES IN THIS GUIDE 
INCLUDE RECOGNIZING THE DEPENDENCE OF SOCIETY 
UPUM MECHANIZED COMMUNICATIONS NETWORKS, AND 
REALIZING THE EXISTENCE DF SCIENTIFIC BODIES 
OF KNOWLEDGE. (GEB) 
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VT 014 519 

THE WORLD UP WORK. GUIDED UCCUPAT IONAL 
ORIENTATION. 

SYRACUSE CITY SCHOOL DISTRICT, N.Y. 

MF AVAILABLE IN'VT-ERIC SET. 

PUB DATE - ND 83P. 

DESCRIPTORS - -CAREER EDUCATION; 

♦OCCUPATIONAL INFORMATION; *VOCAT IONAL 
GUIDANCE; PRETESTS; POST TESTING; GLOSSARIES; 
BIBLIOGRAPHIES; INSTRUCTIONAL MATERIALS; 
TEACHING GUIDES; ♦WORKBOOKS; SUPPLEMENTARY 
TEXTBOOKS; ELEMENTARY GRADES; LEARNING 
ACTIVITIES; ♦ JOBS 
IDENTIFIERS - EWORLD OF WORK 

ABSTRACT - DEVELOPED BY THE CAREER CENTER FOR 
OCCUPATIONAL ORIENTATION, THESE MATERIALS ARE 
DESIGNED FOR STUDENT AND “EACHER USE IN 
LEARNING ABOUT SPECIFIC OCCUPATIONS. THIS 
DOCUMENT IS CONCERNED WITH THE WORLD OF WORK. 
TOPICS INCLUDE: (1) NATURE OF WORK, (2) 
REQUIREMENTS OF THE JOB, (31 CONDITIONS OF 
WORK, AND (A) ADVANTAGES OF THE JOB. LEARNING 
ACTIVITIES ARE INCLUDED FOR FIVE LESSONS. A 
PRETEST, POSTTEST, SOCIAL SECURITY 
INFORMATION, INTERVIEW SHEETS, INFORMATION 
REGARDING LABOR UNIONS AND LAWS, APPLICATION 
BLANKS, AND A GLOSSARY ARE APPENDED. THE 
DOCUMENT IS ILLUSTRATED WITH LINE SKETCHES. 
(GEB) 



VT 014 520 

GENERAL MECHANICAL TRADES. A CURRICULUM 
GUIDE. 

OKLAHOMA STATE DEPT. OF VOCATIONAL AND 
TECHNICAL EDUCATION, STILLWATER. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 270P . 

DESCRIPTORS - *TRADE AND INDUSTRIAL 

education; ♦curriculum guides; safety; 
measurement; drafting; welding; power 

MECHANICS; METALS; EQUIPMENT MAINTENANCE; 
♦TEACHING GUIDES; ♦BEH AVI ORAL OBJECTIVES; 
♦INSTRUCTIONAL MATERIALS; TESTS 

ABSTRACT - THROUGH THE COOPERATION OF 
PERSONNEL IN THE STATE DEPARTMENTS OF 
AGRICULTURE AND TRAOE ANO INOUSTRIAL 
EDUCATION PLUS TEACHERS IN THESE AREAS, THIS 
CURRICULUM GUIDE WAS DEVELOPED TO AID 
INSTRUCTORS IN TEACHING- VARIOUS MECHANICAL 
TRADES. UNITS INCLUDED IN SEVEN AREAS ARE; 

(1) SAFETY, (2) BASIC MEASUREMENT, (3) 
BLUEPRINT READING, (4) BECOMING A GOOD 
LEAOER, (5) GAS WELDING, (61 OXYACETYLENE 
FUSION WELOING AND BRAZING, (7) ARC WELDING, 
(8) POSITION WELDING, (9) ENGINE OPERATION, 
(10) SERVICING SMALL ENGINES, (11) REPAIRING 
AND SHARPENING TOOLS, AND (12) METAL WORK. 

each instructional unit includes behavioral 

OBJECTIVES, SUGGESTEO ACTIVITIES FOR TEACHERS 
AND STUOENTS , INFORMATION SHEETS, ASSIGNMENT 
SHEETS, JOB SHEETS, VISUAL AIDS, TESTS, AND 
ANSWERS TO THE TEST. LINE DRAWINGS ARE USEO 
FOR ILLUSTRATIONS. (GEB) 



VT 014 521 

HOME AND COMMUNITY SERVICES. A CURRICULUM 
GUIOE . 
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OKLAHOMA STATE DEPT. OF VOCATIONAL AND 
TECHNICAL EDUCATION, STILLWATER. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 263P. 

DESCRIPTORS - ♦OCCUPATIONAL HUME ECONOMICS; 
CURRICULUM GUIDES; ♦FOOD SERVICE; ♦CLDTHING; 

♦ CHILD CARL; REACHING GUIDES; BEHAVIORAL 
OBJECTIVES; INSTRUCTIONAL MATERIALS; TESTS; 
ANSWER KEYS; D I S AOV ANT AGED YOUTH; CHILD CARE 
WORKERS; FOOD SERVICE WORKERS 

ABSTRACT - DEVELOPED THROUGH THE COMBINED 
EFFORTS OF INSTRUCTORS, STATE DEPARTMENT 
OFFICIALS, AND OTHERS, THIS TEACHING GUIDE 
WAS OESIGNED TO AID INSTRUCTORS IN TEACHING 
HOME AND COMMUNITY SERVICES TO DISADVANTAGED 
YOUTH. UNITS IN THIS OOCUMENT ARE PRESENTEO 
FOR THE AREAS OF: (1) CHILD CARE SERVICES, 

(2) CLU1HING SERVICES, AND (3) FOOO SERVICES. 
EACH INSTRUCTIONAL UNIT INCLUDES BEHAVIORAL 
OBJECTIVES, SUGGESTED ACTIVITIES FOR TEACHERS 
AND STUDENTS, INFORMATION SHEETS, ASSIGNMENT 
SHEETS, JOB SHEETS, VISUAL AIDS, TESTS, AND 
ANSWERS TO THE TEST. A REVISED VERSION, TO BE 
PUBLISHED IN 1972, WILL INCLUOE AOOITIONAL 
AREAS. (GEB) 



VT 014 522 

INSTRUCTIONAL MATERIALS VOCAT ION AL-R EL ATEO 
MATH. COORDINATED VOCATIONAL EDUCATION 
TRAINING, PRELIMINARY DRAFT. 

OKLAHOMA STATE DEPT. OF VOCATIONAL ANO 
TECHNICAL EDUCATION, STILLWATER. CURRICULUM 
AND INSTRUCTIONAL MATERIALS CENTER. 

OFFICE OF EDUCATION (DHEWI, WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 

PUB OATE - JUL71 352P. PREPARED AT THE 
TRAINING INST. FOR TEACHERS OF THE 
HANDICAPPED (DURANT, OKLA., JULY 5-16, 1971). 

DESCRIPTORS - MATHEMATICS MATERIALS; 
♦MATHEMATICAL CONCEPTS; ♦VOCATIONAL 

education; ♦instructional materials; 

♦WORKBOOKS; STUDY GUIDES; TEACHING GUIDES; 

♦ EDUCATIONAL OBJECTIVES;' TEXTBOOK 
ASSIGNMENTS; INDIVIDUALIZED INSTRUCTION; 
TESTS; ANSWER KEYS; HANDICAPPED STUDENTS 

ABSTRACT - PREPARED DURING A TRAINING 
INSTITUTE FOR TEACHERS DF THE HANDICAPPED, 
THIS WORKBOOK WAS DESIGNED FOR STUDENTS AND 
INSTRUCTORS OF VOCATIONAL MATH COURSES. 
CONTENTS INCLUDE 22 UNITS UNDER THE TOPICS: 
(1) WHOLE NUMBER CONCEPTS, (2) FRACTION 
CONCEPTS, (3) DECIMAL CONCEPTS, ANO (4) 
SPECIAL CONCEPTS. EACH UNIT CONTAINS STATED 
TERMINAL OBJECTIVES, SPECIFIC OBJECTIVES, 
SUGGESTED ACTIVITIES, INSTRUCTIONAL MATERIAL, 
INFORMATION SHEETS, ASSIGNMENT SHEETS, 

ANSWERS TD ASSIGNMENT SHEETS, TESTS, AND 
ANSWERS TO THE TESTS. LISTS OF MATH SKILL 
LEVELS, BASIC MATHEMATICS CONCEPTS, SUGGESTED 
REFERENCES FOR MATH SKILL, ANO OBJECTIVES FOR 
OTHER UNITS ARE APPENDED. (GEB) 



VT 014 523 

INSTRUCTIONAL MATERIALS VOCATIONAL RELATED 
SOCIAL STUDIES. COORDINATED VOCATIONAL 
EDUCATION TRAINING, PRELIMINARY DRAFT. 
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OKLAHOMA STATE DEPT. OF VOCATIONAL AND 
TECHNICAL EDUCATION, STILLWATER. CURRICULUM 
AND INSTRUCTIONAL MATERIALS CENTER. 

OFFICE OF EDUCATION (DHEW), WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - JUL7I 2I0P. PR EPARED AT THE 
TRAINING INST. FOR TEACHERS OF THE 
HANDICAPPED (DURANT, DKLA . , JULY 15-16, 

1971) . 

DESCRIPTORS - ♦SOCIAL STUDIES UNITS; 
♦VOCATIONAL EDUCATION; ♦INSTRUCTI ONAL 
MATERIALS; OCCUPATIONAL INFORMATION; 
♦WORKBOOKS; STUDY GUIDES; TEACHING GUIDES; 
♦EDUCATIONAL OBJECTIVES; TEXTBOOK 
ASSIGNMENTS; INDIVIDUALIZED INSTRUCTION; 
TESTS; ANSWER KEYS; HANDICAPPED STUDENTS 

ABSTRACT - PREPARED DURING A TRAINING 
INSTITUTE FOR TEACHERS OF THE HANDICAPPED, 
THIS WORKBOOK WAS DESIGNED FOR STUDENTS AND 
INSTRUCTORS OF VOCATIONAL SOCIAL STUDIES 
COURSES. CONTENTS INCLUDE 23 UNITS UNDER THE 
TOPICS: (1) INDUSTRY IN OKLAHOMA, (2) GENERAL 
VOCATIONAL SOCIAL STUDIES, AND (3) REPRINTS 
FROM VOCATIONAL INSTRUCTIONAL MATERIALS. 
SAMPLE UNIT TITLES ARE: (I) THE CATTLE 
INDUSTRY, (2) LOCAL INDUSTRY, (3) YOUR 
CHECKING ACCOUNT, (4) ELECTRIC WIRE SIZES, 

(5) BUDGETING, (6) EMPLOYER EXPECTATIONS, AND 
(7) SALARY AND DEDUCTIONS. EACH UNIT CONTAINS 
STATED TERMINAL AND SPECIFIC OBJECTIVES, 
SUGGESTED ACTIVITIES, INSTRUCTIONAL 
MATERIALS, INFORMATION SHEETS, ASSIGNMENT 
SHEETS, TESTS, AND ANSWERS TO THE TESTS. 

(GEB) 



VT 014 524 

INSTRUCTIONAL MATERIALS VOCATIONAL RELATED 
ENGLISH. PRELIMINARY DRAFT. 

OKLAHOMA STATE DEPT. OF VOCATIONAL AND 
TECHNICAL EDUCATION, STILLWATER. CURRICULUM 
AND INSTRUCTIONAL MATERIALS CENTER. 

OFFICE DF EDUCATION (DHEW), WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - JUL71 275P . PR EP AR ED AT THE 
TRAINING INST. FOR TEACHERS OF THE 
HANDICAPPED (DURANT, DKLA., JULY 5-16, 1971). 

DESCRIPTORS - ^ENGLISH PROGRAMS; ♦VOCATIONAL 

education; ♦instruct ional materials; 

OCCUPATIONAL INFORMATION; ♦WORKBOOKS; STUDY 
GUIDES; TEACHING GUIDES; ♦EDUCATIONAL 
OBJECTIVES; TEXTBOOK ASSIGNMENTS; 
INDIVIDUALIZED INSTRUCTION; TESTS; ANSWER 
KEYS; HANDICAPPED STUDENTS 



SHEETS, TESTS, AND ANSWERS TO THE TESTS. 
Sample VOCATIONAL UNITS WITH SUGGESTED 

English activities, a sample spelling unit, 
SPECIFIC objectives ano sugge-sted activities 

FOR PUNCTUATION UNITS, AND SUGGESTED 
REFERENCES FOR COMMUNICATIONS SKILLS ARE 
APPENDED. (GEB) 



VT 014 525 
KE ITCH, LA VONNE 

CLERICAL OFFICE PRACTICE — BUSINESS EDUCATION. 

BELOIT PUBLIC SCHOOLS, WIS. 

MF AVAILABLE IN VT-ERIC SET. 

BELOIT PUBLIC SCHOOLS 220 W. GRAND AVE. 
BELOIT, WISCONSIN 53511 ($1.50) 

PUB DATE - AUG70 31P. 

DESCRIPTORS - ♦CURRICULUM GUIDES; ♦OFFICE 
OCCUPATIONS EDUCATION; ♦OFFICE PRACTICE; 
OFFICE OCCUPATIONS; BUSINESS EDUCATION; 
CLERICAL OCCUPATIONS; BUSINESS SUBJECTS; 

GRADE 12; ♦OFFICE MACHINES; ♦BUSINESS SKILLS 

ABSTRACT - THIS GUIOE IS INTENDED PRIMARILY 
TO AID TWELFTH GRADE STUDENTS IN DEVELOPING 
THE POSITIVE CHARACTER TRAITS AND BASIC 
VOCATIONAL SKILLS NEEOED FOR ENTRY LEVEL 
OFFICE WORK FOLLOWING HIGH SCHOOL GRADUATION. 
CONTENT IS OIVIDED INTO 15 UNITS, INCLUDING: 
(1) USING SECRETARIAL EQUIPMENT, (2) BUSINESS 
COMMUNICATION SKILLS ANO SERVICES, (3) 
BUSINESS DOCUMENTS, (4) RECORD KEEPING, (5) 
FILING AND USE OF PRACTICE SETS, (6) BUSINESS 
MACHINE ORIENTATION ANO SKILL DEVELOPMENT, 

(7) TRAVEL ANO TRANSPORTATION, AND (8) JOB 
FINDING AND SUCCESS. SUGGESTIONS ARE GIVEN 
FOR PRESENTING THE MATERIAL, TIME SCHEDULING, 
AND EVALUATION, FOLLOWED BY LISTINGS OF 
REQUIRED OR RECOMMENOEO CLASSROOM EQUIPMENT 
AND INSTRUCTIONAL MATERIALS, INCLUDING BOCKS, 
WORKBOOKS, REFERENCES, ANO AUOIO-VISUAL AIOS. 
THE SUGGESTED CONTENT ORGANIZATION IS KEYEO 
TO THE REQUIRED TEXT, "APPLI EO SECRETARIAL 
PRACTICE," FIFTH EDITION, AVAILABLE FRCM THE 
GREGG PUBLISHING CO., MCGRAW-HILL BOOK 
COMPANY, NEW YORK. (AW) 



VT 014 526 

GENERAL CONSTRUCTION TRADES. A CURRICULUM 
GUIDE . 

OKLAHOMA STATE DEPT. OF VOCATIONAL AND 
TECHNICAL EDUCATION, STILLWATER. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 305P. 



ABSTRACT - PRERAREO DURING A TRAINING 
INSTITUTE FUR TEACHERS DF THE HANDICAPPED, 
THIS WORKBOOK WAS DESIGNED FOR STUDENTS AND 
INSTRUCTORS OF VOCATIONAL ENGLISH COURSES. 
CONTENTS INCLUDE 19 UNITS UNDER THE TOPICS: 
(1) GRAMMAR CONCEPTS, (2) GENERAL VOCATIONAL 
ENGLISH, AND (3) REPRINTS FROM VOCATIONAL 
INSTRUCTIONAL MATERIALS. SAMPLE UNIT TITLES 
ARE: (1) CAPITALIZATION, (2) SIMPLE 
PREDICATE, (3) READING A NEWSPAPER, (4) 
BLUEPRINTING, (5) SOCIAL SECURITY CARD, AND 
(6) GOING UN A JOB INTERVIEW. EACH UNIT 
CONTAINS STATED TERMINAL AND SPECIFIC 
OBJECTIVES, SUGGESTED ACTIVITIES, 
INSTRUCTIONAL MATERIALS, INFORMATION SHEETS, 
ASSIGNMENT SHEETS, ANSWERS TO THE ASSIGNMENT 



DESCRIPTORS - ♦CONSTRUCTION INDUSTRY; ♦TRADE 
AND INDUSTRIAL EDUCATION; ♦CURRICULUM GUIDES; 
INSTRUCTIONAL MATERIALS; BEHAVIORAL 
OBJECTIVES; TESTS; SAFETY; HANO TOOLS; 
MEASUREMENT; BLUEPRINTS; ELECTRICITY; 
WOODWORKING; PLUMBING; CEMENT INDUSTRY; 
PAINTING; ♦STATE CURRICULUM GUIDES; SECONDARY 
GRADES; COURSE OBJECTIVES 
IDENTIFIERS - OKLAHOMA 

ABSTRACT - DEVELOPED BY STATE DEPARTMENT 
OFFICIALS, TEACHERS, AND GENERAL CONSTRUCTION 
TRADES PERSONNEL, THIS CURRICULUM GUIDE IS 
DESIGNED FDR INSTRUCTOR USE IN TEACHING THE 
GENERAL CONSTRUCTION TRADES IN VOCATIONAL 
v- E DUCAT ION . THE PROGRAM INCLUDES VOCATIONAL 
y-r-l 



O 



233 



AIM/VOL 5 NO 3 



INSTRUCTION SO THAT STUDENTS MAY LEARN A 
SKILL KHILt ALSU AQUIRING BASIC KNOWLEDGE IN 
THE RELATED FIELDS OF MATH, SCIENCE, ENGLISH, 
ANU SOCIAL STUDIES. EACH OF THE 13 
INSTRUCTIONAL UNITS INCLUDES TERMINAL AND 
SPEC I F i C MEASURABLE OBJECTIVES, SUGGESTED 
ACTIVITIES, INFORMATION SHEETS, ASSIGNMENT 
SHEETS, JOB SHEETS, TRANSPARENCY MASTERS, A 
QUIZ, AND ANSWERS TO THE QUIZ. THE UNITS ARE 
INCLUDED UNDER THE FOLLOWING TOPICS: (I) 
SAFETY AND TOOLS, (2) MEASURING AND BLUEPRINT 
READING, (3) LEADERSHIP, (4) CARPENTRY, (5) 
CONCRETE, (6) PLUMBING, ( 7 > PAINTING, AND (8) 
ELECTRICITY. THE DOCUMENT IS COLOR CODED FOR 
EASY IDENTIFICATION OF THE SECTIONS WITHIN 
EACH UNIT. (GEB) 



VT 014 534 ED 058 443 
GOODMAN, CARL 

COMMUNITY RESOURCES IN THE SOUTH SUBURBAN 
AREA; A SYLLABUS. CAREER OPTIONS RESEARCH ANO 
DEVELOPMENT . 

PRAIRIE STATE COLL., CHICAGO HEIGHTS, ILL. 

YMCA OF METROPOLITAN CHICAGO, ILL. 

NATIONAL CENTER FOR EDUCATIONAL RESEARCH ANO 
DEVELOPMENT ( DHEW/OE ) , WASHINGTON, O.C. DIV. 
OF COMPREHENSIVE ANO VOCATIONAL EDUCATION 
EDRS PRICE MF— $0 .65 HC-$3. 29 , 

0EG-0-8-070329-3694I 085 ) 08 

BR— 7-0329 

PUB DATE - SEP71 76P. 

DESCRIPTORS - * HUMAN SERVICES; SOCIAL 
SERVICES; ♦CORE CURRICULUM; MENTAL HEALTH; 
♦TEXTBOOKS; ♦COMMUNITY RESOURCES; 
♦SUBPROFESSIONALS; COMMUNITY SERVICES; JUNIOR 
COLLEGES; COMMUNITY COLLEGES; MANUALS; 
CURRICULUM GUI OES 
IDENTIFIERS - CHICAGO 

ABSTRACT - IN ADDITION TO PROVIDING CURRENT 
INFORMATION ON RESOURCES IN HEALTH, 

EDUCATION, ANO WELFARE AVAILABLE TO RESIDENTS 
OF THE SOUTH SUBURBAN SECTOR OF THE CHICAGO 
METROPOLITAN AREA, THIS MANUAL ALSO SERVES AS 
A BASIC TEXT FOR A HUMAN SERVICES CORE 
CURRICULUM COURSE IN COMMUNITY RESOURCES 
WHICH IS REQUIRED OF STUDENTS PREPARING TO 
BECOME SOCIAL SERVICE AND MENTAL HEALTH 
AIDES. INCLUOEO IN THE MANUAL IS A LISTING OF 
THE COMMUNITY RESOURCES BY PROBLEM OR TOPIC 
AREA SUCH AS: (1) ABUSED CHILDREN, (2) 
ALCOHOLISM, (3) BLINDNESS, (4) DAY CARE 
CENTERS, 15) HOME CARE. .SERV ICES , (6$ HOUSING, 
(7) INFANT CARE, (8) OLD AGE, (9) RESIDENTIAL 
TREATMENT ANO CARE, AND (10) UNWED MOTHERS. 

IN ADDITION, EACH COMMUNITY RESOURCE IS 
FURTHER OESCRIBED IN TERMS OF PURPOSES, 
ADMINISTRATOR'S NAME, ELIGIBILITY, FEES AND 
SERVICES, SPONSORS, AODRESS ANO TELEPHONE 
NUMBER, AREA SERVED, AND PROCEDURE FOR 
OBTAINING SERVICES. AN INTRODUCTORY SECTION 
DISCUSSES THE REFERENCE AND TRAINING 
FUNCTIONS OF THE MANUAL AND THE AREA SERVEO. 
(SB) 



VT 014 540 

OCCUPATIONAL TRAINING CURRICULUM GUIDE FOR 
HOME ECONOMICS. WORK MATERIAL. 

UNIVERSITY OF SOUTHWESTERN LOUISIANA, 
LAFAYETTE. 



FRANCIS T. NICHOLLS STATE UNIV., THIBOOAUX. 
LOUISIANA STATE OEPT. OF EDUCATION, BATON 
ROUGE . 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 245P . 

0 ESCR I PTURS - ♦OCCUPATIONAL HOME ECONOMICS; 
♦CURRICULUM GUIDES; CHILD CARE WORKERS; CHILD 
CARE OCCUPATIONS; DAY CARE SERVICES; FOOD 
SERVICE WORKERS; FOOD SERVICE OCCUPATIONS; 
CLOTHING; CLOTHING MAINTENANCE SPECIALISTS; 
MAIDS; ♦SERVICE OCCUPATIONS; 

♦ SUBPRUFESSIONALS; SECONDARY GRADES; HIGH 
SCHOOL CURRICULUM; GUIDELINES; PROGRAM 

planning; ♦resource units 

ABSTRACT - PREPARED BY HOME ECONOMICS 
TEACHERS DURING A THREE-rWEEK WORKSHOP, THIS 
CURRICULUM GUIDE CONTAINS WORK MATERIALS FOR 
TEACHER USE IN PLANNING TRAINING PROGRAMS 
PRIMARILY FOR ELEVENTH AND TWELFTH GRAOE 
STUDENTS BUT MAY BE USEO FOR OUT-OF-SCHOOL 
YOUTH ANO ADULTS. RESOURCE UNITS ARE PROVIDED 
FOR THESE AREAS: (1) CHILD CARE, (2) 

CLOTHING, (3) FOODS, AND (4) HOUSEKEEPING. 
UNITS CONTAIN GENERAL OBJECTIVES, 
SUPPLEMENTARY MATERIALS, AND CONCEPTS WITH 
ACCOMPANYING GENERALIZATIONS, BEHAVIORAL 
OBJECTIVES, LEARNING OPPORTUNITIES, AND 
RESOURCES. AN INTRODUCTORY SECTION DISCUSSES 
THE DEVELOPMENT OF THE GUIDE, PROVIDES 
GUIDELINES FOR ESTABLISHING OCCUPATIONAL 
PROGRAMS, AND CONTAINS A GLOSSARY OF TERMS. 
RELATED DOCUMENTS ARE AVAILABLE AS VT 014 
507, VT 014 508, AND VT 014 541 IN THIS 
ISSUE. (SB) 



VT 014 541 

A REPORT OF WORKSHOP ON IMPROVING LEARNING 
FOR THE DISADVANTAGED IN HOME ECONOMICS IN 
LOUISIANA. WORK MATERIALS. 

LOUISIANA POLYTECHNIC INST., RUSTON. 

GRAMBLING COLL., LA. 

NORTHEAST LOUISIANA UNIV., MONROE. 

LOUISIANA STATE OEPT. OF EDUCATION, BATON 
ROUGE . 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 118P. 

DESCRIPTORS - ♦HOKE ECONOMICS EOUCATION; 
♦WORKSHOPS; ♦DI SAOVANTAGED YOUTH; ♦CURRICULUM 
DEVELOPMENT; INSTRUCTIONAL AIOS; ♦UNITS OF 
STUOY (SUBJECT FIELDS); RESOURCE UNITS; 
LEARNING MOTIVATION; STUDENT MOTIVATION; 
LEARNING ACTIVITIES; LEARNING 
CHARACTERISTICS; STUDENT CHARACTERISTICS; 
FAMILY CHARACTERISTICS; TEACHER EDUCATION; 
CLASSROOM ENVIRONMENT; DISADVANTAGED 
ENVIRONMENT; FAMILY ENVIRONMENT 

ABSTRACT - A 3-WEEK WORKSHOP WAS HELD TO 
PROVIOE 22 HOME ECONOMICS TEACHERS WITH AN 
OPPORTUNITY TO STUOY THE NATURE OF THE 
DISADVANTAGED AND PROVIDE INFORMATION FOR 
TEACHERS TO USE TO IMPROVE LEARNING BY THE 
0 ISADVANTAGED. WORKSHOP ACTIVITIES INCLUDED A 
PRESENTATION OF "THE 0 1 SA OVANTA GED CHILO" BY 
J. FROST FOLLOWED BY GROUP WORK SESSIONS 
WHICH CONCENTRATEO STUDY IN THESE AREAS: (1) 
NATURE OF THE DISADVANTAGED, WHICH DISCUSSED 
CHARACTERISTICS, PROBLEMS AND NEEDS, ROLE OF 
PARENTS, AND STRENGTHS OF THE DISADVANTAGED, 
t / (2) PRINCIPLES OF LEARNING APPLIED TO THE 
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0 I SADVAN T AGED , WHICH DISCUSSED THE INFLUENCES 
OF ENVIRONMENTAL FACTORS AND CHARACTERISTICS 
OF THE DISADVANTAGED ON THE CLASSROOM 
LEARNING ENVIRONMENT, THE INSTRUCTIONAL 
PROGRAM, AND TEACHER'S ROLE, (3) MOTIVATION 
AND TEACHING AIDS, WHICH OISCUSSEO THE NATURE 
OF MOTIVATION, THE TEACHER'S ROLE, METHOOS 
AND TECHNIQUES FOR MOTIVATING STUOENTS, AND 
EXAMPLES AND USES OF SEVERAL TYPES OF 
TEACHING AIDS, ANO (4) CURRICULUM 
DEVELOPMENT, WHICH DISCUSSED PLANNING 
PRINCIPLES AND FACTORS INDICATING A NEEO FOR 
CURRICULUM CHANGE AND WHICH DEVELOPED TWO 
RESOURCE UNITS, "RESTYLING, ALTERING, AND 
REPAIRING CLOTHES" AND "COMPLEXION AND HAIR 
CARE FOR TEENAGERS." THE UNITS INCLUDE 
GENERAL INFORMATION, DESCRIPTION, SUBJECT 
MATTER OUTLINE, OBJECTIVES, ACTIVITIES, 
TEACHING AIDS, ANO REFERENCES. RELATED 
DOCUMENTS ARE AVAILABLE AS VT 014 507, VT 014 
508, AND Vf 014 540 IN THIS ISSUE. (SB) 



VT 014 542 EO 058 444 

VOCATIONAL INSTRUCTIONAL MATERIALS FOR 

AGRICULTURE AVAILABLE FROM FEDERAL AGENCIES. 

NORTHWEST REGIONAL EDUCATIONAL LAB., 

PORTLAND, OKEG. 

OFFICE OF EDUCATION ( DHEW ) , WASHINGTON, O.C. 
EDRS PRICE MF-$0.65 HC-$6.58. 

SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING UFFICE, WASHINGTON, D.C. 20402 
(STOCK NO. 1780-0836, $1.50) 

PUB DATE - AUG7I I35P. 

DESCRIPTORS - ♦ANNOTATED 8IBLI0GRAPHIES; 
♦AGRICULTURAL EDUCATION; *1 NSTRUC TI ONAL 
MATERIALS; ♦RESOURCE MATERIALS; EDUCATIONAL 
RESOURCES; VOCATIONAL EOUCATION; CAREER 
EDUCATION; OCCUPATIONAL GUIDANCE; HANDICAPPED 
STUDENTS; VOCATIONAL COUNSELING; 

OISADVANTAGED GROUPS; TEACHER EDUCATION; 
♦FEDERAL GOVERNMENT 
IDENTIFIERS - ♦FEOERAL AGENCIES 

ABSTRACT - THIS ANNOTATED BIBLIOGRAPHY LISTS 
CURRICULUM MATERIALS FDR AGRICULTURAL 
EOUCATION WHICH WERE PROOUCED BY FEDERAL 
AGENCIES AND APPROPRIATE FOR THESE SUBJECT 
MATTER AREAS: (1) PRODUCTION, (2) SUPPLIES 
AND SERVICES, (3) MECHANICS, (4) AGRICULTURAL 
PRODUCTS, (5) ORNAMENTAL HORTICULTURE, (6) 
NATURAL RESOURCES, AND (7) FORESTRY. WHERE 
POSSIBLE, THOSE SUBJECT MATTER AREAS ARE 
FURTHER SUBDIVIDED INTO SPECIFIC OCCUPATIONAL 
AREAS. IN ADDITION TO THE AGRICULTURE AREA, 
INSTRUCTIONAL MATERIALS WHICH MAY HAVE 
GENERAL APPLICATION TO ANY VOCATIONAL AREA 
ARE CLASSIFIED INTO THESE CATEGORIES: (1) 
BASIC EOUCATION, (2) RELATED EDUCATION, (3) 
GUIDANCE AND COUNSELING, (4) TEACHER 
EDUCATION, AND (5) DISADV ANTAGEO/ HANDICAPPED: 
INTERNAL AND EXTERNAL. ENTRIES ARE ARRANGEO 
BY TITLE AND INCLUDE DATE OF PUBLICATION, 
NUMBER OF PAGES, AUTHUR OR CORPORATE AUTHOR, 
BRIEF ANNOTATION, SPECIAL ASPECTS, DOCUMENT 
CONTENTS, RELEVANT INSTRUCTIONAL AREAS, AND 
OOCUMENT SOURCE. AN INTRODUCTORY SECTION 
EXPLAINS THE CODING SYSTEM, LOCATING AND 
ORDERING MATERIALS, AND INTERPRETING 
CITATIONS. RELATtO DOCUMENTS ARE AVAILABLE IN 
THIS ISSUE AS VT 014 543-VT 014 548. (SB) 
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VT 014 543 EO 058 445 

VOCATIONAL INSTRUCTIONAL MATERIALS FOR HEALTH 
OCCUPATIONS EDUCATION AVAILABLE FROM FEDERAL 
AGENCIES. 

NORTHWEST REGIONAL EDUCATIONAL LAB., 

PORTLAND, OREG. 

OFFICE OF EDUCATION (DHEW), WASHINGTON, D.C. 
EDRS PRICE MF-$0 . 65 HC-$3.29. 

SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402 
(STOCK NO. 1780-0838, $1.00) 

PUB DATE - AUG71 87P. 

DESCRIPTORS - ♦ANNOTATED BIBLIOGRAPHIES; 
♦HEALTH OCCUPATIONS EDUCATION; ♦INSTRUCTIONAL 
MATERIALS; ♦RESOURCE MATERIALS; VOCATIONAL 
EOUCATIUN ; EDUCATIONAL RESOURCES; CAREER 
EDUCATION; OCCUPATIONAL GUIDANCES HANDICAPPED 
S TUUfcNTS ; VOCATIONAL COUNSELING; 

OISADVANTAGED GROUPS; TEACHER EOUCATION; 
HEALTH OCCUPATIONS; ♦FEDERAL GOVERNMENT 
IDENTIFIERS - ♦FEOERAL AGENCIES 

ABSTRACT - THIS ANNOTATEO BIBLIOGRAPHY LISTS 
CURRICULUM MATERIALS FDR HEALTH OCCUPATIONS 
EDUCATION WHICH WERE PRODUCEO BY FEOERAL 
AGENCIES AND ARE APPROPRIATE FDR THESE 
SUBJECT MATTER AREAS: (1) DENTISTRY, (2) 
MEDICAL LABORATORY TECHNOLOGY, (3) NURSING, 
(4) REHABILITATION, (5) RADIOLOGY, (6) 
OPTHALMOLOGY, (7) ENVIRONMENTAL HEALTH, AND 
(8) MENTAL HEALTH TECHNOLOGY. WHERE POSSIBLE, 
THESE SUBJECT MATTER AREAS ARE FURTHER 
SUBDIVIOEO INTO SPECIFIC OCCUPATIONAL AREAS. 
IN ADDITION TO THE HEALTH OCCUPATIONS AREA, 
INSTRUCTIONAL MATERIALS WHICH MAY HAVE 
GENERAL APPLICATION TO ANY VOCATIONAL 
EDUCATION AREA ARE CLASSIFIED INTO THESE 
CATEGORIES: (1) BASIC EDUCATION, (2) RELATED 
EDUCATION, (3) GUIDANCE AND COUNSELING, (4) 
TEACHER EOUCATION, AND (5) 

0 ISAOVANT AGED/HANDICAPPEO : INTERNAL, AND 
EXTERNAL. ENTRIES ARE ARRANGED BY TITLE AND 
INCLUDE DATE OF PUBLICATION, NUMBER OF PAGES, 
AUTHOR OR CORPORATE AUTHOR, BRIEF ANNOTATION, 
SPECIAL ASPECTS, OOCUMENT CONTENTS, RELEVANT 
INSTRUCTIONAL AREAS, AND OOCUMENT SOURCE. AN 
INTRODUCTORY SECTION EXPLAINS THE CODING 
SYSTEM, LOCATING AND ORDERING MATERIALS, AND 
INTERPRET ING CITATIONS. RELATED OOCUMENTS ARE 
AVAILABLE IN THIS ISSUE AS VT 014 542-VT 014 
548. (Sb) 



VT 014 544 ED 058 446 

VOCATIONAL INSTRUCTIONAL MATERIALS FOR OFFICE 
OCCUPATIONS AVAILABLE FROM FEDERAL AGENCIES. 

NORTHWEST REGIONAL EDUCATIONAL LAB., 

PORTLANO, DREG. 

OFFICE OF EDUCATION (DHEW), WASHINGTON, O.C. 
EDRS PRICE MF-$0. 65 HCr-$3.29. 

SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402 
(STOCK NUMBER 1780-0840, $1.00) 

PUB DATE - AUG 7 1 88P.'. 

0ESCR1PT0RS - ♦ANNOTATED BIBLIOGRAPHIES; 

♦ UFFICE OCCUPATIONS EDUCATION; * INSTRUCT IONAL 
MATERIALS; ♦RESOURCE MATERIALS; EOUCATIONAL 
RESOURCES; VOCATIONAL EDUCATIUN; CAREER 

educatiun; occupational guidance; handicapped 

STUDENTS; VOCATIONAL COUNSELING? 

OISADVANTAGED GROUPS; TEACHER EDUCATION; 
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OFF I CL OCCUPATIONS; ♦FEDERAL GOVERNMENT; 

BUSINESS education 

IDENTIFIERS - ^FEDERAL AGENCIES 

ABSTRACT - THIS ANNOTATED BIBLIOGRAPHY LISTS 
CURRICULUM MATERIALS FOR OFFICE OCCUPATIONS 
EDUCA1 1 ON WHICH WERE PRODUCED BY FEDERAL 
AGENCIES AND ARE APPROPRIATE FOR THESE 
SUBJECT MATTER AREAS: (l) ACCOUNTING AND 
COMPUTING, (2) DATA PROCESSING, (3) FILING, 
OFFICE MACHINES, AND GENERAL OFFICE, (4) 
INFORMATION COMMUNICATION, (5) MATERIALS 
SUPPORT, (6) PERSONNEL, TRAINING, AND RELATED 
OCCUPATIONS, (7) STENOGRAPHIC, SECRETARIAL, 
AND RELATED OCCUPATIONS, (8) SUPERVISION AND 
ADMINISTRATIVE MANAGEMENT, AND (9) TYPING AND 
RELATED OCCUPATIONS. WHERE POSSIBLE, THESE 
SUBJECT HATTER AREAS ARE FURTHER SUBDIVIDED 
INTO SPECIFIC OCCUPATIONAL AREAS. IN ADDITION 
TO THE OFFICE OCCUPATIONS AREA, INSTRUCTIONAL 
MATERIALS WHICH MAY HAVE GENERAL APPLICATION 
TU ANY VOCATIONAL AREA ARE CLASSIFIED INTO 
THESE CATEGORIES: (1) BASIC EDUCATION, (2) 
GUIDANCE AND COUNSELING, (3) TEACHER 
EDUCATION, AND (4) DI S A DVANT A GED/ HAND I C A P PED: 
INTERNAL AND EXTERNAL. ENTRIES ARE ARRANGED 
BY TITLE AND INCLUDE DATE OF PUBLICATION, 
NUMBER OF PAGES, AUTHOR OR CORPORATE AUTHOR, 
BklEF ANNOTATION, SPECIAL ASPECTS, DOCUMENT 
CONTENTS, RELEVANT INSTRUCTIONAL AREAS, AND 
DOCUMENT SOURCE. AN INTRODUCTORY SECTION 
EXPLAINS THE CODING SYSTEM, LOCATING AND 
ORDERING MATERIALS, AND INTERPRETING 
CITATIONS. RELATED DOCUMENTS ARE AVAILABLE IN 
THIS ISSUE AS VT 014 542-VT 014 548. (SB) 



VT 014 545 ED 058 447 

VOCATIONAL INSTRUCTIONAL MATERIALS FOR HOME 
ECONOMICS AVAILABLE FROM FEDERAL AGENCIES. 

NORT FiWEST REGIONAL EDUCATIONAL LAB., 
PORTLAND, OREG. 

OFFICE UF EDUCATION ( DHEW) , WASHINGTON, O.C. 
EDRS PRICE MF— $0 .65 HC-S3.29. 

SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402 
(STOCK NO. 1780-0839, $1.25) 

PUB DATE - AUG71 93P. 



DESCRIPTORS - OCCUPATIONAL HOME ECONOMICS; 
HOMEMAKING EOUCATION; ♦HOME ECONOMICS 
EDUCATION; *ANNOT AT ED BIBLIOGRAPHIES; 
♦INSTRUCTIONAL MATERIALS; ♦RESOURCE 
MATERIALS; EDUCATIONAL RESOURCES; VOCATIONAL 
EDUCATION; CAREER EDUCATION? OCCUPATIONAL 
GUIDANCE; HANDICAPPED STUDENTS? VOCATIONAL 
COUNSELING; DISADVANTAGED GROUPS; TEACHER 
EDUCATION; HOMEMAKING SKILLS; ♦FEDERAL 
GOVERNMENT 

IDENTIFIERS - *FEDER AL AGENCIES 



ABSTRACT - THIS ANNOTATED BIBLIOGRAPHY LISTS 
CURRICULUM MATERIALS FOR HOME ECONOMICS 
EDUCATION WHICH WERE PROOUCED BY FEDERAL 
AGENCIES AND ARE APPROPRIATE FOR THESE AREAS: 
(1) PREPARATION FOR PERSONAL, HOME, AND 
FAMILY LIVING, AND (2) PREPARATION FOR 
OCCUPATIONS UTILIZING HOME ECONOMICS 
KNOWLEDGE ANO SKILLS. BOTH AREAS ARE FURTHER 
SUBDIVIDED INTO SPECIFIC SUBJECT MATTER 
AREAS. IN ADDITION TO THE HOME ECONOMICS 
AREA, INSTRUCTIONAL MATERIALS WHICH MAY HAVE 
GENERAL APPLICATION TO ANY VOCATIONAL AREA 
ARE CLASSIFIED INTD THESE CATEGORIES: (1) 
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BASIC EDUCATION, (2) RELATED EOUCATION, (3) 
GUIDANCE AND COUNSELING, (4) TEACHER 
EDUCATION, AND (5) DISADVANTAGED/HANDICAPPED: 
INTERNAL AND EXTERNAL. ENTRIES ARE ARRANGED 
BY TITLE AND INCLUDE DATE OF PUBLICATION, 
NUMBER OF PAGES, AUTHOR OR CORPORATE AUTHOR, 
BRIER ANNOTATION, SPECIAL ASPECTS, DOCUMENT 
CONTENTS, RELEVANT INSTRUCTIONAL AREAS, AND 
DOCUMENT SOURCE. AN INTRODUCTORY SECTION 
EXPLAINS THE CODING SYSTEM, LOCATING AND 
ORDERING MATERIALS, AND INTERPRETING 
CITAIIGNS. RELATED DOCUMENIS ARE AVAILABLE IN 
THIS ISSUE AS VT 014 542-VT 014 548. (SB) 



VT 014 546 ED 058 448 
VOCATIONAL INSTRUCTIONAL MATERIALS FOR 
DISTRIBUTIVE EDUCAIION AVAILABLE FROM FEDERAL 
AGENCI ES. 

NORTHWEST REGIONAL EDUCATIONAL LAB., 

PORTLAND, OREG. 

OFFICE OF EDUCATION (DHEW), WASHING10N, O.C. 
EDRS PRICE MF-$0. 65 HC-$6.5fl. 

SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402 
(STOCK NO. 1780-0837, $1.25) 

PUB DATE - AUG71 104P. 

DESCRIPTORS - ♦ANNOTATED BIBLIOGRAPHIES; 
♦DISTRIBUTIVE EOUCATION; ♦INSTRUCTIONAL 
MATERIALS; ♦RESOURCE MATERIALS; EDUCATIONAL 
RESOURCES; VOCATIONAL EDUCATION; OCCUPATIONAL 
guidance; HANDICAPPED STUDENTS; vocational 
COUNSELING; DISADVANTAGED GROUPS; TEACHER 
EDUCATION; ♦FEDERAL GOVERNMENT 
IDENTIFIERS - *FE DERAL AGENCIES 

ABSTRACT - THIS ANNOTATED BIBLIOGRAPHY LISTS 
CURRICULUM MATERIALS FOR DISTRIBUTIVE 
EDUCATION WHICH WERE PRODUCED BY FEDERAL 
AGENCIES AND ARE APPROPRIATE FOR THESE 
SUBJECT MATTER AREAS: (1) ADVERTISING, 12) 
APPAREL AND ACCESSORIES, (3) AUTOMOTIVE, (4) 
FINANCE AND CREDIT, (5) FOOD DISTRIBUTION AND 
SERVICES, (6) GENERAL MERCHANDISE, I 7) 
FLORISTRY, (B) HARDWARE, BUILDING MATERIALS, 
FARM, AND GARDEN, (9) HOME FURNISHINGS, (10) 
HOTEL AND LODGING, 111) INDUSTRIAL MARKETING, 
(12) INSURANCE, (13) INTERNATIONAL, 

WHOLESALE, AND RETAIL TRADE, (14) PERSONAL 
SERVICES, (15) REAL ESTATE, I 16) RECREATION 
AND TOURISM, AND (17) TRANSPORTATION. IN 
ADDITION TO THE DISTRIBUTIVE EDUCATION AREA, 
INSTRUCTIONAL MATERIALS WHICH MAY HAVE 
GENERAL APPLICATION. TO ANY VOCATIONAL AREA 
ARE CLASSIFIED INTO THESE CATEGORIES: ID 
BASIC EDUCATION, (2) RELATED EDUCATION, (3) 
GUIDANCE AND COUNSELING, (4) TEACHER 
EDUCATION, AND (5) DISADVANTAGED/HANDICAPPED: 
INTERNAL AND EXTERNAL. ENTRIES ARE ARRANGED 
BY TITLE AND INCLUDE DATE OF PUBLICATION, 
NUMBER OF PAGES, AUTHOR OR CORPORATE AUTHOR, 
BRIEF ANNOTATION, SPECIAL ASPECTS, DOCUMENT 
CONTENTS, RELEVANT INSTRUCTIONAL AREAS, AND 
GOCUMENT SOURCE. AN INTRODUCTORY SECTION 
EXPLAINS THE CODING SYSTEM, LOCATING AND 
ORDERING MATERIALS AND IN f ERPRE T ING 
CITATIONS. RELATEO DOCUMENTS ARE AVAILABLE IN 
THIS ISSUE AS VT 014 542-VT 014 548. (SB) 



VT 014 547 ED 058 449 

VOCAIIONAL INSTRUCTIONAL MATERIALS FOR TRADE 
AND INDUSTRIAL OCCUPAT IONS AVAILABLE FROM 
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FEDERAL AGENCIES. 

NORTHWEST REGIONAL EDUCATIONAL LAB., 

PORTLAND, OREG. 

OFFICE OF EDUCATION (OHEW), WASHINGTON, O.C. 
EDRS PRICE MF-$0 .65 HC-$6.58. 

SUPERINTENDENT OF OOCUMENTS , U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402 
(STOCK NUMBER 1780-0342, $1.50) 

PUB DATE - AUG71 146P. 

DESCRIPTORS - ♦ANNOTATED BIBLIOGRAPHIES; 
♦TRADE AND INDUSTRIAL EDUCATION; 
♦INSTRUCTIONAL MATERIALS; ♦RESOURCE 
MATERIALS; EDUCATIONAL RESOURCES; VOCATIONAL 
EDUCAI I UN ; CAREER EDUCATION; OCCUPATIONAL 
GUIDANCE; HANDICAPPED STUDENTS; VOCATIONAL 
COUNSELING; DISADVANTAGEO GROUPS; TEACHER 
EDUCATION; ♦FEDERAL GOVERNMENT 
IDENTIFIERS - ♦FEDERAL AGENCIES 

ABSTRACT - THIS ANNOTATED BIBLIOGRAPHY LISTS 
CURRICULUM MATERIALS FOR TRADE AND INDUSTRIAL 
EDUCATION WHICH WERE PRODUCED BY FEDERAL 
AGENCIES AND ARE APPROPRIATE FOR 36 SUBJECT 
MATTER AREAS, INCLUDING: (1) AIR 
CONDITIONING, (2) APPLIANCE REPAIR, (3) 
AUTOMOTIVE SERVICES, (4) AVIATION, (5) 
BLUEPRINT READING, (6) COMMERCIAL ARTS, (7) 
CONSTRUCTION AND MAINTENANCE, (8) DRAFTING, 
(9) ELECTRONICS, (10) FABRIC MAINTENANCE, 

(11) GRAPHIC ARTS, (12) INSTRUMENT 
MAINTENANCE AND REPAIR, (13) METALWORKING, 
(14) QUANTITY FOOD OCCUPATIONS, AND (15) 
REFRIGERATION. WHERE POSSIBLE, THESE SUBJECT 
MATTER AREAS ARE FURTHER SUBOIVIOED INTO 
SPECIFIC OCCUPATIONAL AREAS. IN ADDITION TO 
THE TRADE AND INDUSTRIAL AREA, INSTRUCTIONAL 
MATERIALS WHICH MAY HAVE GENERAL APPLICATION 
TO ANY VOCATIONAL AREA ARE CLASSIFIED INTO 
THESE CATEGORIES: (1) BASIC EDUCATION, (2) 
RELATED EOUCATION, (31 GUIDANCE AND 
COUNSELING, (4) TEACHER EDUCATION, AND (5) 

DI SADVANTAGED/HANDI CAPPEU: INTERNAL ANO 

EXTERNAL. ENTRIES ARE ARRANGED BY TITLE AND 
INCLUDE DATE UF PUBLICATION, NUMBER OF PAGES, 
AUTHOR OR CORPORATE AUTHOR, BRIEF ANNOTATION, 
SPECIAL ASPECTS, DOCUMENT CONTENTS, RELEVANT 
INSTRUCTIONAL AREAS, AND DOCUMENT SOURCE. AN 
INTRODUCTORY SECTION EXPLAINS THE COOING 
SYSTEM, LOCATING AND ORDERING MATERIALS AND 
INTERPRETING CITATIONS. RELATED OOCUMENTS ARE 
AVAILABLE IN THIS ISSUE AS VT 014 542-VT 014 
548. (SB) 



VT 014 548 ED 058 450 
VOCATIONAL INSTRUCTIONAL MATERIALS FOR 
TECHNICAL EDUCATION AVAILABLE FROM FEOERAL 
AGENCIES. 

NORTHWEST REGIONAL EDUCATIONAL LAB., 

PORTLAND, OREG. 

OFFICE OF EDUCATION ( DHEW) , WASHINGTON, D.C. 
EDRS PRICE MF-$0 .65 HC-$6.58. 

SUPERINTENDENT UF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402 
(STOCK NUMBER 1780-0841, $1.25) 

PUB DATE - AUG71 109P. 

DESCRIPTORS - ♦ANNOTATED BIBLIOGRAPHIES; 
♦TECHNICAL EDUCATION; VOCATIONAL EDUCATION; 
♦INSTRUCTIONAL MATERIALS; ♦RESOURCE 
MATERIALS; EDUCATIONAL RESOURCES; CAREER 

education; occupational guidance; handicapped 



STUDENTS; VOCATIONAL COUNSELING; 

DISADVANTAGED GROUPS; TEACHER EOUCATION; 
♦FEOERAL GOVERNMENT 
IDENTIFIERS - ♦FEDERAL AGENCIES 

ABSTRACT - THIS ANNOTATED BIBLIOGRAPHY LISTS 
CURRICULUM MATERIALS FOR TECHNICAL EOUCATION 
WHICH WERE PRUDUCEO BY FEDERAL AGENCIES AND 
ARE RELATED TO THESE SUBJECT MATTER AREAS: 

(1) ENGINEERING, (2) AGRICULTURE, (3) HEALTH, 
(4) OFFICE, ANO (5) HOME ECONOMICS. WHERE 
POSSIBLE, THtoE SUBJECT MATTER AREAS ARE 
FURTHER SUBDIVIDED INTO SPECIFIC OCCUPATIONAL 
AREAS. IN ADDITION TO THE TECHNICAL EDUCATION 
AREA, INSTRUCTIONAL MATERIALS WHICH MAY HAVE 
GENERAL APPLICATION TO ANY VOCATIONAL AREA 
ARE CLASSIFIED INTO THESE CATEGORIES: (1) 
BASIC EDUCATION, (2) RELATED EOUCATION, (3) 
GUIDANCE AND COUNSELING, (4) TEACHER 
EDUCATION, AND (5) DI SADV ANTAGEQ/HANDI CAPPED: 
2NTERNAL AND EXTERNAL. ENTRIES ARE ARRANGED 
BY TITLE AND INCLUDE DATE OF PUBLICATION, 
NUMBER OF PAGES, AUTHOR OR CORPORATE AUTHOR, 
BRIEF ANNOTATION, SPECIAL ASPECTS, DOCUMENT 
CONTENTS, RELEVANT INSTRUCTIONAL AREAS, ANO 
DOCUMENT SOURCE. AN INTRODUCTORY SECTION 
EXPLAINS THE CODING SYSTEM, LOCATING AND 
ORDERING MATERIALS, AND INTERPRETING 
CITATIONS. RELATED DOCUMENTS ARE AVAILABLE IN 
THIS ISSUE AS VT 014 542-VT 014 547. (SB) 



VT 014 551 

CAREERS UNLIMITED.. .MANUFACTURING — ENGLISH. 

SYRACUSE CITY SCHOOL DISTRICT, N.Y. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - NO 12P. 

DESCRIPTORS - ♦CAREER EDUCATION; 

♦OCCUPATIONAL INFORMATION; VOCATIONAL 

guidance; behavioral objectives; learning 

ACTIVITIES; INSTRUCTIONAL MATERIALS; ♦STUDY 
guides; teaching GUIDES; ♦MANUFACTURING 
INDUSTkY; ♦ENGLISH; EDUCATIONAL NEEDS; 
EMPLOYMENT OPPORTUNITIES; SKILL DEVELOPMENT 

ABSTRACT - DEVELOPED WITHIN A CITY SCHOOL 
DISTRICT FUR USE IN A GUIDED OCCUPATIONAL 
ORIENTATION PROGRAM, THIS STUDY GUIDE IS ONE 
IN A SERIES DESIGNED TO EXPLAIN ANO REINFORCE 
THE CONCEPTS OF ENGLISH, SOCIAL STUDIES, 
MATHEMATICS ANO SCIENCE NEEDED BY PERSONS IN 
MANUFACTURING INDUSTRIES. THIS PARTICULAR 
DOCUMENT CGNCtRNS THE CONTRIBUTIONS ENGLISH 
CAN MAKE TO THESE PERSONS. BEHAVIORAL 
OBJECTIVES ARE STATED AND SUGGESTED 
ACTIVITIES ARE LISTED FOR MEETING THE 
OBJECTIVES. THE OBJECTIVES IN THIS GUIDE 
INCLUDE THOSE CONCERNED WITH THE AUTOMOBILE 
INDUSTKY, TEXTILES, STEEL MAKING, MACHINE 
TRADES, AND BENCH WORK. (GEB) 



VT 014 553 

HOSPITAL CAREERS. GUIDED OCCUPATIONAL 
ORIENTATION. 

SYRACUSE CITY SCHOOL DISTRICT, N.Y. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - NO 52P. 

DESCRIPTORS - ♦CAREER EDUCATIONS 
♦OCCUPATIONAL INFORMATION; ♦VOCATIONAL 

guidanll; pretests; post testing; glossaries; 
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B J BL I f.lGKA PH I E S ; 
TLACHING GUIDES; 

grades; learning 

PERSONNEL 



NS TRUCT IO'J AL MATERIALS; 
♦WURKBOUKS; ELEMENTARY 
ACTIVITIES; ♦HOSPITAL 



AOS TRACT - DEVELUPED BY THE CAREER CENTER FOR 
OCCUPATIONAL ORIENTATION, THESE MATERIALS ARE 
DESIGNED FUR STUDENT AND TEACHER USE IN 
LEARNING ABOUT SPECIFIC OCCUPATIONS. THIS 
DUCUMENT IS CONCERNED WITH HOSPITAL CAREERS. 
TOPICS INCLUDE: (1) NATURE OF WORK, (2) 
REQUIREMENTS OF THE JOB, (3) CONDITIONS OF 
WORK, AND (4) ADVANTAGES OF THE JOB. LEARNING 
ACTIVITIES AND ENRICHMENT PROJECTS ARE 
INCLUDED FOR 22 ASSIGNMENTS. A PRETEST AND 
POSTTEST, A BIBLIOGRAPHY, STANDARD INTERVIEW 
SHEET, AND A GLOSSARY ARE INCLUDED. THE 
DOCUMENT IS ILLUSTRATED WITH LINE SKETCHES. 
(GEB) 



VT 014 554 

HEALTH CAREERS. GUIDED OCCUPATIONAL 
ORIENTATION. 

SYRACUSE CITY SCHOOL DISTRICT, N.Y. 

MF AVAILABLE IN VT-ERIC SET. 

PUB OATE - NO 36P. 

DESCRIPTORS - ♦CAREER EDUCATION; 

♦OCCUPATIONAL INFORMATION; ♦VOCATIONAL 
GUIDANCE; PRETESTS; POST TESTING; GLOSSARIES; 
BIBLIOGRAPHIES; INSTRUCTIONAL MATERIALS; 
TEACHING GUIDES; ♦WORKBOOKS; ELEMENTARY 
GRADES; LEARNING ACTIVITIES; *HEA LTH 
PERSONNEL 

ABSTRACT - DEVELOPED BY THE CAREER CENTER FOR 
OCCUPATIONAL ORIENTATION, THESE MATERIALS ARE 
DESIGNED FOR STUDENT AND TEACHER USE IN 
LEARNING ABOUT SPECIFIC OCCUPATIONS. THIS 
DUCUMENT IS CONCERNEO WITH HEALTH CAREERS. 
TOPICS INCLUDE: (1) NATURE OF WORK, (2) 
REQUIREMENTS OF THE JOB, (3) CONDITIONS OF' 
WORK, AND (4) ADVANTAGES OF THE JOB. LEARNING 
ACTIVITIES AND ENRICHMENT PROJECTS ARE 
INCLUOED FOR 16 ASSIGNMENTS. A PRETEST AND 
POSTTEST, A BIBLIOGRAPHY, STANOARO INTERVIEW 
SHEET, AND A GLOSSARY ARE INCLUDED. THE 
OOCUMENT IS ILLUSTRATEO WITH LINE SKETCHES. 
(GEB) 



VT 014 555 

CAREERS IN CONSERVATION. GUIOED OCCUPATIONAL 
ORIENTATION. 



CONSERVATION. TOPICS INCLUDE: (1) NATURE OF 
WORK, (2) REQUIREMENTS OF THE JOB, (3) 
CONDITIONS OF WORK, AND (4) ADVANTAGES OF THE 
JOB. LEARNING ACTIVITIES AND ENRICHMENT 
PROJECTS ARE INCLUDED FOR SEVEN ASSIGNMENTS. 

A PRLTtST AND POSTTEST, A BIBLIOGRAPHY, 
STANDARD INTERVIEW SHEET, AND A GLOSSARY ARE 
INCLUDED. THE DOCUMENT IS ILLUSTRATED WITH 
LINE SKETCHES. (GEB) 



VT 014 556 

TRANSPORTATION CAREERS. GUIDED OCCUPATIONAL 
ORIENTATION. 

SYRACUSE CITY SCHOOL DISTRICT, N.Y. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DAT E - ND 61P. 

DESCRIPTORS - ♦CAREER EDUCATION; 

♦OCCUPATIONAL INFORMATION; ♦VOCATIONAL 
GUIDANCE; PRETESTS; POST TESTING; GLOSSARIES; 
BIBLIOGRAPHIES; INSTRUCTIONAL MATERIALS; 
TEACHING GUIOES; ♦TEXTBOOKS', ELEMENTARY 
GRADES; LEARNING ACTIVITIES; *TR AN SPORT AT ION 

ABSTRACT - DEVELOPED BY THE CAREER CENTER FOR 
OCCUPATIONAL ORIENTATION, THESE MATERIALS ARE 
DESIGNED FOR STUDENT AND TEACHER USE IN 
LEARNING ABUUT SPECIFIC OCCUPATIONS. THIS 
DOCUMENT IS CONCERNED WITH TRANSPORTATION 
CAREERS. TOPICS INCLUDE: (1) NATURE OF WORK, 

(2) REQUIREMENTS OF THE JOB, (3) CONDITIONS 
OF WORK, AND (4) ADVANTAGES OF THE JOB. 
LEARNING ACTIVITIES AND ENRICHMENT PROJECTS 
ARE INCLUOED FOR 33 ASSIGNMENTS. A PRETEST 
AND POSTTEST, A BIBLIOGRAPHY, STANDARD 
INTERVIEW SHEET, AND A GLOSSARY ARE INCLUOED. 
THE OOCUMENT IS ILLUSTRATED WITH LINE 
SKETCHES. (GEB) 



VT 014 557 

PEOPLE WHO WORK WITH ANIMALS. GUIOEO 
OCCUPATIONAL ORIENTATION. 

SYRACUSE CITY SCHOOL OISTRICT, N.Y. 

MF AVAILABLE IN VT-ERIC SET. 

PUB OATE - NO 29P. 

DESCRIPTORS - *C AREER EOUCATION; 

♦OCCUPATIONAL INFORMATION; ♦VOCATIONAL 
GUIDANCE; PRETESTS; POST TESTING; GLOSSARIES; 
BIBLIOGRAPHIES; INSTRUCTIONAL MATERIALS; 
TEACHING GUIDES; ♦TEXTBOOKS; ELEMENTARY 
GRADES; LEARNING ACTIVITIES; ♦ANIMAL 
i CARETAKERS 



SYRACUSE CITY SCHOOL DISTRICT, N.Y. 

MF AVAILABLE IN VT-ERIC SET. 

PUB OATE - ND 34P. 

DESCRIPTORS - ♦CAREER EDUCATION; 

♦OCCUPATIONAL INFORMATION; ♦VOCATIONAL 
GUIDANCE; PRETESTS; POST TESTING; GLOSSARIES; 
BIBLIOGRAPHIES; INSTRUCTIONAL MATERIALS; 
TEACHING GUIDES; *TEXTBOOKS; ELEMENTARY 
GRADES; LEARNING ACTIVITIES; ♦CONSERVATION 
EDUCATION 

IDENTIFIERS - ♦CONSERVATION CAREERS 

ABSTRACT - DEVELOPEO BY THE CAREER CENTER FOR 
OCCUPATIONAL ORIENTATION, THESE MATERIALS ARE 
DESIGNED FOR STUDENT ANO TEACHER USE IN 
LEARNING ABOUT SPECIFIC OCCUPATIONS. THIS 
DOCUMENT IS CONCERNEO WITH CAREERS IN 



ABSTRACT - DEVELOPEO BY THE CAREER CENTER FOR 
OCCUPATIONAL' ORIENTATION, THESE MATERIALS ARE 
DESIGNEO FOR STUOENT ANO TEACHER USE IN 
LEARNING ABOUT SPECIFIC OCCUPATIONS. THIS 
OOCUMENT IS CONCERNEO WITH PEOPLE WHO WORK 
WITH ANIMALS. TOPICS INCLUOE: (1) NATURE OF 
WORK, (2) REQUIREMENTS OF THE JOB, (3) 
CONDITIONS OF WORK, ANO (4) ADVANTAGES OF THE 
JOB. LEARNING ACTIVITIES ANO ENRICHMENT 
PROJECTS ARE INCLUDED FOR 13 ASSIGNMENTS. A 
PRETEST ANO POSTTEST, A BIBLIOGRAPHY, 

STANDARO INTERVIEW SHEET, AND A GLOSSARY ARE 
INCLUOEO. THE OOCUMENT IS ILLUSTRATEO WITH 
LINE SKETCHES. (GEB) 
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VT D14 558 

FASHION AND CLOTHING CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

SYRACUSE CITY SCHOOL DISTRICT, N.Y. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 39P. 

DESCRIPTORS - *C AREER EDUCATION; 

♦OCCUPATIONAL INFORMATION; ♦VOCATIONAL 
GUIDANCE; PRETESTS; POST TESTING; GLOSSARIES! 
BIBLIOGRAPHIES; INSTRUCTIONAL MATERIALS; 
TEACHING GUIDES; ♦WORKBOOKS; ELEMENTARY 
GRADES; LEARNING ACTIVITIES; ♦CLOTHING; 
MERCHANDISING 
IDENTIFIERS - ♦FASHIONS 

ABSTRACT - DEVELOPED BY THE CAREER CENTER FOR 
OCCUPATIONAL ORIENTATION, THESE MATERIALS ARE 
DESIGNED FOR STUDENT AND TEACHER USE IN 
LEARNING ABOUT SPECIFIC OCCUPATIONS. THIS 
DOCUMENT IS CONCERNED WITH FASHION AND 
CLOTHING CAREERS. TOPICS INCLUDE: (I) NATURE 
OF WORK, (2) REQUIREMENTS OF THE JOB, (3) 
CONDITIONS OF WORK, AND (4) ADVANTAGES OF THE 
JOB. LEARNING ACTIVITIES AND ENRICHMENT 
PROJECTS ARE INCLUDED FOR 16 ASSIGNMENTS. A 
PRETEST AND POSTTEST, A BIBLIOGRAPHY, 

STANDARD INTERVIEW SHEET, AND A GLOSSARY ARE 
INCLUDED. THE DOCUMENT IS ILLUSTRATED WITH 
LINE SKETCHES. (GEBI 



VT 014 559 

TELEPHONE CAREERS. GUIDEO OCCUPATIONAL 
ORIENTATION. 

SYRACUSE CITY SCHOOL DISTRICT, N.Y. 

MF AVAILABLE IN VT-ERIC SET. 

PUB OATE - NO 26P . 

DESCRIPTORS - ^CAREER EDUCATION; 

♦OCCUPATIONAL INFORMATION; ♦VOCATIONAL 
GUIDANCE; PRETESTS; POST TESTING! GLOSSARIES; 
BIBLIOGRAPHIES; INSTRUCTIONAL MATERIALS; 
TEACHING GUIDES! WORKBOOKS; ELEMENTARY 
GRADES; LEARNING ACTIVITIES; ♦TELEPHONE 
COMMUNICATIONS INDUSTRY 

ABSTRACT - DEVELOPED BY THE CAREER CENTER FOR 
OCCUPATIONAL ORIENTATION, THESE MATERIALS ARE 
DESIGNED FOR STUDENT AND TEACHER USE IN 
LEARNING ABOUT SPECIFIC OCCUPATIONS. THIS 
DOCUMENT IS CONCERNED WITH TELEPHONE CAREERS. 
TOPICS INCLUDE: Cl) NATURE OF WORK, ( 2 ) 
REQUIREMENTS OF THE JOB, 13) CONDITIONS OF 
WORK, AND (4) ADVANTAGES OF THE JOB. LEARNING 
ACTIVITIES AND ENRICHMENT PROJECTS ARE 
INCLUDED FOR SIX ASSIGNMENTS. A PRETEST ANO 
POSTTEST, A BIBLIOGRAPHY, STANDARD INTERVIEW 
SHEET, AND A GLOSSARY ARE INCLUDED. THE 
DOCUMENT IS ILLUSTRATED WITH LINE SKETCHES. 
(GEB) 



VT 014 560 

SCHOOL WORKERS. GUIDED OCCUPATIONAL 
ORIENTATION. 



SYRACUSE CITY SCHOOL DISTRICT, N.Y. 
MF AVAILABLE IN VT-ERIC SET. 

PUB OATE - ND 61P. 



DESCRIPTORS - ^CAREER EDUCATION; 
♦OCCUPATIONAL INFORMATION; ♦VOCATIONAL 



GUIDANCE? PRETESTS; POST TESTING; GLOSSARIES; 
BIBLIOGRAPHIES; INSTRUCTIONAL MATERIALS; 
TEACHING GUIDES; ♦WORKBOOKS; ELEMENTARY 
GRADES; LEARNING ACTIVITIES; TEACHERS; 
♦PARAPKOFESSIONAL; SCHOOL PERSONNEL; SCHOOL 
ADMINISTRATION 



ABSTRACT - DEVELOPED BY THE CAREER CENTER FOR 
OCCUPATIONAL ORIENTATION, THESE MATERIALS ARE 
DESIGNED FOR STUDENT AND TEACHER USE IN 
LEARNING ABOUT SPECIFIC OCCUPATIONS. THIS 
DOCUMENT IS CONCERNED WITH SCHOOL WORKERS. 
TOPICS INCLUDE: (1) NATURE OF WORK, (2) 
REQUIREMENTS OF THE JOB, (3) CONDITIONS OF 
WORK, AND (4) ADVANTAGES OF THE JOB. LEARNING 
ACTIVITIES AND ENRICHMENT PROJECTS ARE 
INCLUDED FOR 12 ASSIGNMENTS. A PRETEST AND 
POSTTEST, A BIBLIOGRAPHY, STANDARD INTERVIEW 
SHEET, AND A GLOSSARY ARE INCLUDED. THE 
DOCUMENT IS ILLUSTRATED WITH LINE SKETCHES. 

( GEB ) 



VT D14 561 

RESTAURANT CAREERS. GUIDED OCCUPATIONAL 
ORIENTATION. 



SYRACUSE CITY SCHOOL DISTRICT, N.Y. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 43P. 



DESCRIPTORS - ♦CAREER EDUCATION; 

♦OCCUPATIONAL INFORMATION; ♦VOCATIONAL 
GUIDANCE; PRETESTS; POST TESTING! GLOSSARIES; 
BIBLIOGRAPHIES; INSTRUCTIONAL MATERIALS; 
TEACHING GUIDES; ♦WORKBOOKS; ELEMENTARY 
GRADES; LEARNI-ftO-ACTIVITIES; ♦FOOD SERVICE 
OCCUPATIONS ^ 



ABSTRACT - DEVELOPED BY THE CAREER CENTER FOR 
OCCUPATIONAL ORIENTATION, THESE MATERIALS ARE 
OESIGNED FOR STUDENT AND TEACHER USE IN 
LEARNING ABOUT SPECIFIC OCCUPATIONS. THIS 
DOCUMENT IS CONCERNEO WITH RESTAURANT 
CAREERS. TOPICS INCLUDE: (1) NATURE OF WORK, 
(2) REQUIREMENTS OF THE JOB, (31 CONDITIONS 
OF WORK, AND (4) ADVANTAGES OF THE JOB. 
LEARNING ACTIVITIES AND ENRICHMENT PROJECTS 
ARE INCLUDED FOR 29 ASSIGNMENTS. A PRETEST 
AND PDSTTEST , A BIBLIOGRAPHY, STANDARD 
INTERVIEW SHEET, AND A GLOSSARY ARE INCLUDED. 
THE DOCUMENT IS ILLUSTRATED WITH LINE 
SKETCHES. (GEB) 



VT D14 562 

FIREFIGHTERS. GUIDED OCCUPATIONAL 
ORIENTAT ION. 



SYRACUSE CITY SCHOOL DISTRICT, N.Y. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 27P. 



DESCRIPTORS - ♦CAREER EDUCATION; 

♦OCCUPATIONAL INFORMATION; ♦VOCATIONAL 
GUIDANCE; pretests; POST TESTING; GLOSSARIES; 
BIBLIOGRAPHIES; INSTRUCTIONAL MATERIALS; 
TEACHING GUIDES; ♦WORKBOOKS; ELEMENTARY 
GRADES; LEARNING ACTIVITIES; ♦FIRE FIGHTERS 



ABSTRACT - DEVELOPED BY THE CAREER CENTER FOR 
OCCUPATIONAL ORIENTATION, THESE MATERIALS ARE 
DESIGNED FOR STUDENT AND TEACHER USE IN 
LEARNING ABOUT SPECIFIC OCCUPATIONS. THIS 
.« DOCUMENT IS CONCERNED WITH FIREFIGHTING 
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CAKEFHS. TOPICS INCLUDE: (1) NATURE OF WORK, 
(2) REQUIREMENTS OF THE JOB, (3) CONDITIONS 
OF WORK, AND (4) ADVANTAGES OF THE JOB. 
LEARNING ACTIVITIES AND ENRICHMENT PROJECTS 
ARE INCLUDED FOR II ASSIGNMENTS. A PRETEST 
AND POSTTEST, A BIBLIOGRAPHY, STANDARD 
INTERVIEW SHEET, AND A GLOSSARY ARE INCLUDED. 
THE DOCUMENT IS ILLUSTRATED WITH LINE 
SKETCHES. (GEB) 



ACTIONS. (GEB) 



VT 014 365 

POST OFFICE WORKERS. GUIDED OCCUPATIONAL 
ORIENTATION. 

SYRACUSE CITY SCHOOL DISTRICT, N.Y. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - NO 24P. 



VT 014 563 

STORE WURKERS. GUIDED OCCUPATIONAL 
ORI ENTAT I UN. 

SYRACUSE CITY SCHOOL DISTRICT, N.Y. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 27P. 

DESCRIPTORS - ♦CAREER EDUCATION; 

♦OCCUPATIONAL INFORMATION; ♦VOCATIONAL 
GUIDANCE; PRETESTS; POST TESTING; GLOSSARIES; 
BIBLIOGRAPHIES; INSTRUCTIONAL MATERIALS; 
TEACHING GUIDES; WORKBOOKS; ELEMENTARY 
GRADES; ♦RETAILING; LEARN ING AC T I VI T I ES ; 
♦NONPROFESSIONAL PERSONNEL; SALES WORKERS 

ABSTRACT - DEVELOPED BY THE CAREER CENTER FOR 
OCCUPATIONAL ORIENTATION, THESE MATERIALS ARE 
DESIGNED FOR STUDENT AND TEACHER USE IN 
LEARNING ABOUT SPECIFIC OCCUPATIONS. THIS 
DOCUMENT IS CONCERNED WITH CAREERS FOR STORE 
WORKERS. TOPICS INCLUDE: (I) NATURE OF WORK, 
(2) REQUIREMENTS OF THE JOB, (3) CONDITIONS 
OF WORK, AND (4) ADVANTAGES OF THE JOB. 
LEARNING ACTIVITIES AND ENRICHMENT PROJECTS 
ARE INCLUDED FOR NINE ASSIGNMENTS. A PRETEST 
AND POSTTEST, A BIBLIOGRAPHY, STANDARD 
INTERVIEW SHEET, AND A GLOSSARY ARE INCLUDED. 
THE DOCUMENT IS ILLUSTRATED WITH LINE 
SKETCHES. (GEB) 



VT 014 564 

CAREERS UNLIMITED.. .WORKING ON THE LAND — 
SOCIAL STUDIES. 

SYRACUSE CITY SCHOOL DISTRICT, N.Y. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND BP. 

DESCRIPTORS - *CARE ER EDUCATION; 
♦OCCUPATIONAL INFORMATION; VOCATIONAL 
GUIDANCE; BEHAVIORAL OBJECTIVES; LEARNING 
ACTIVITIES; INSTRUCTIONAL MATERIALS; +STUDY 
GUIDES; TEXTBOOKS; T EACMI NG -GUIDBS4 *SOCIAL 
STUDIES; EMPLOYMENT OPPORTUNITIES; 
♦AGRICULTURAL EDUCATION; VOCATIONAL 
AGRICULTURE 



ABSTRACT - DEVELOPED WITHIN A CITY SCHOOL 
OISTRICT FOR USE IN A GUIDED OCCUPATIONAL 
ORIENTATION PROGRAM* THIS STUDY GUIDE IS ONE 
IN A SERIES DESIGNED TO EXPLAIN AND REINFORCE 
THE CONCEPTS OF ENGLISH, SOCIAL STUDIES, 
MATHEMATICS AND SCIENCE NEEDED BY PERSONS WHO 
WORK THE LAND. THIS PARTICULAR DOCUMENT 
CONCERNS THE CONTRIBUTIONS SOCIAL STUDIES CAN 
MAKE TO THESE PEOPLE. BEHAVIORAL OBJECTIVES 
ARE STATED AND SUGGESTED ACTIVITIES ARE 
LISTED FOR MEETING THE OBJECTIVES. THE 
OBJECTIVES IN THIS GUIDE INCLUDE EXPLAINING 
THE EFFECTS OF POPULATION SHIFTS, EXPLORING 
INFORMATION CONCERNING PRODUCE AND ANIMALS, 
CONSERVATION PROBLEMS, AND GOVERNMENT 

o 



bO 



DESCRIPTORS - *CAREER EDUCATION; 

♦UCCUPAT IONAL INFORMATION; ^VOCATIONAL 

guidance; pretests; post testing; glossaries; 
bibliographies; instructional materials ; 

TEACHING GUIDES; ^WORKBOOKS; SECONDARY 
GRADES; LEARNING ACTIVITIES; ^CLERICAL 
WORKERS 

IDENTIFIERS - *POST OFFICE WORKERS 

ABSTRACT - DEVELOPED BY THE CAREER CENTER FOR 
OCCUPATIONAL ORIENTATION, THESE MATERIALS ARE 
DESIGNED FUR STUDENT AND TEACHER USE IN 
LEARNING ABOUT SPECIFIC OCCUPATIONS. THIS 
DOCUMENT IS CONCERNED WITH POSTAL WORKERS. 
TOPICS INCLUDE: (I) NATURE OF WORK, (2) 
REQUIREMENTS OF THE JOB, (3) CONDITIONS OF 
WORK, AND (4) ADVANTAGES OF THE JOB. LEARNING 
ACTIVITIES AND ENRICHMENT PROJECTS ARE 
INCLUDED FOR NINE ASSIGNMENTS. A PRETEST AND 
POSTTEST, A BIBLIOGRAPHY, STANDARD INTERVIEW 
SHEET, AND A GLOSSARY ARE INCLUDED. THE 
DOCUMENT IS ILLUSTRATED WITH LINE SKETCHES. 
(GEB) 



VT 014 566 

AUTO WORKERS. GUIDED OCCUPATIONAL 
ORIENTATION. 



SYRACUSE CITY SCHOOL DISTRICT, N.Y. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 30P. 



DESCRIPTORS - ^CAREER EDUCATION; 

♦OCCUPATIONAL INFORMATION; ♦VOCATIONAL 
GUIDANCE; PRETESTS; POST TESTING; GLOSSARIES; 
BIBLIOGRAPHIES; INSTRUCTIONAL MATERIALS; 
TEACHING GUIDES; ♦WORKBOOKS; ELEMENTARY 
GRADES; AUTO MECHANICS (OCCUPATION); LEARNING 
ACTIVITIES; *S ERV ICE WORKERS 
IDENTIFIERS - ♦AUTO WORKERS; SERVICE STATION 
WORKERS 



ABSTRACT - DEVELOPED BY THE CAREER CENTER FOR 
OCCUPATIONAL ORIENTATION, THESE MATERIALS ARE. 
DESIGNED FOR STUDENT AND TEACHER USE IN 
LEARNING ABOUT SPECIFIC OCCUPATIONS, THIS 
DOCUMENT IS CONCERNED WITH CAREERS IN THE 
AUTO INDUSTRY. TOPICS INCLUDE: (I) NATURE OF 
WORK, (2) REQUIREMENTS OF THE JOB, (3) 
CONDITIONS OF WORK, AND (4) ADVANTAGES OF THE 
JOB. LEARNING ACTIVITIES AND ENRICHMENT 
PROJECTS ARE INCLUDED FOR 15 ASSIGNMENTS . A 
PRETEST AND POSTTEST , A BIBLIOGRAPHY, 

STANDARD INTERVIEW SHEET, AND A GLOSSARY ARE 
INCLUDED. THE DOCUMENT IS ILLUSTRATED WITH 
LINE SKETCHES* (GEB) 



VT 014 567 

NEWSPAPER CAREERS. GUIDED OCCUPATIONAL 
ORIENTATION. 



SYRACUSE CITY SCHOOL DISTRICT, N.Y. 
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MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - NO 42P. 



DESCRIPTORS - ^CAREER EOUCATION; 

♦OCCUPATIONAL INFORMATION; VOCATIONAL 
GUIOANCE; PRETESTS; POST TESTING; GLOSSARIES; 
BIBLIOGRAPHIES; INSTRUCTIONAL MATERIALS; 
TEACHING GUIOES; ♦WORKBOOKS; ELEMENTARY 
GRADES; LEARNING ACTIVITIES; ^SERVICE 
OCCUPATIONS; ♦NEWSPAPERS 
IDENTIFIERS - ♦NEWSPAPER CAREERS 



ABSTRACT - DEVELOPED BY THE CAREER CENTER FOR 
OCCUPATIONAL ORIENTATION, THESE MATERIALS ARE 
DESIGNED FOR STUDENT ANO TEACHER USE IN 
LEARNING ABOUT SPECIFIC OCCUPATIONS. THIS 
DOCUMENT IS CONCERNEO WITH NEWSPAPER CAREERS. 
TUPICS INCLUOE: (1) NATURE OF WORK, (2) 
REQUIREMENTS OF THE JOB, (3) CONDITIONS OF 
WORK, ANO (4) ADVANTAGES OF THE JOB. LEARNING 
ACTIVITIES ANO ENRICHMENT PROJECTS ARE 
INCLUDED FOR 22 ASSIGNMENTS. A PRETEST ANO 
POSTTEST, A BIBLIOGRAPHY, STANOARO INTERVIEW 
SHEET, ANO A GLOSSARY ARE INCLUOEO. THE 
DOCUMENT IS ILLUSTRATEO WITH LINE SKETCHES. 
(GEB) 



VT 014 569 

RIUTCEL, LUCILLE, ANO OTHERS 
ELEMENTARY GUIDE FOR CAREER DEVELOPMENT. 

MUBERLY SCHOOL DISTRICT, MO. 

MISSOURI STATE OEPT . OF EOUCATION, JEFFERSON 
CITY. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 83P . 



PENNSYLVANIA STATE DEPT- OF EOUCATION, 
HARRISBURG. DIV. OF VOCATIONAL EOUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

PITTSBURGH BOARO OF PUBLIC EDUCATION, 341 
SOUTH BELLEFI ELO STREET,. PITTSBURGH, 
PENNSYLVANIA 15210 
PUB DATE - SEP69 171P. 

DESCRIPTORS - ♦CURRICULUM GUIOES; BUSINESS 

education; ♦off ice occupations; ♦clerical 

OCCUPATIONS; *OFF ICE OCCUPATIONS EOUCATION; 
♦OFFICE PRACTICE; STENOGRAPHERS; TYPISTS; 
MEOICAL ASSISTANTS; SECONOARY GRAOES 
IDENTIFIERS - DUPLICATION SPECIALISTS 

ABSTRACT - THIS CURRICULUM GUIOE PRESENTS A 
1-YEAR PROGRAM OESIGNEO TO PROVIOE JOB 
ORIENTATION ANO ENTRY LEVEL BUSINESS SKILLS 
FOR HIGH SCHOOL STUDENTS ENROLLEO IN 
STENOGRAPHIC, CLERK-TYPIST, DUPLICATION 
SPECIALIST, AND HEALTH OCCUPATIONS PROGRAMS. 
USING A BEHAVIORAL FORMAT, THE CONTENT IS 
ORGANIZED IN UUTLINE FORM, INCLUOING BASIC 
CONCEPTS TO BE OEVELOPEO, STUOENT LEARNING 
ACTIVITIES, ANO EVALUATING PROCEDURES FOR 
UNITS ON: (1) JOB ORIENTATION, (2) 
RECEPTIONIST, (3) TELEPHONE, (4) MAIL, (5) 
WRITTEN COMMUNICATION, (6) DUPLICATION, (7) 
MACHINE ROTATION, (8) FILING, AND (9) RECORO 
KEEPING IN THE MEOICAL OFFICE. A SCOPE ANO 
SEQUENCE CHART, SUGGESTIONS FOR TEACHING, 
BASIC COURSE OBJECTIVES, SUPPLEMENTARY AUOIO 
VISUAL A 1 0 S , AND A BIBLIOGRAPHY ARE ALSO 
PROV I DEO. APPENOIXES INCLUOE A SAMPLE 
ROTATION SCHEOULE, ESSENTIAL QUALITIES OF A 
MAILABLE LETTER, SAFETY RULES, ANO A LIST OF 
PERIODICALS . (AW) 



DESCRIPTORS - ♦CAREER EOUCATION; 

♦OCCUPATIONAL INFORMATION; ♦VOCATIONAL 
GUIOANCE; ♦CURRICULUM GUIOES; ELEMENTARY 
GRADES; INSTRUCTIONAL MATERIALS; RESOURCE 
MATERIALS; TEACHING GUIOES; EDUCATIONAL 
OBJECTIVES; CAREER CHOICE; SELF CONCEPT 
IDENTIFIERS - ♦CAREER DEVELOPMENT 

ABSTRACT - OEVELOPEO BY A CURRICULUM 
COMMITTEE, THIS CURRICULUM GUIDE IS DESIGNED 

for instructor use in providing career 

DEVELOPMENT ACTIVITIES FOR ELEMENTARY 
STUDENTS. THIS GUIDE IS ONE IN A SERIES 
DEVELOPED AS A RESULT OF A FEDERAL GRANT TO 
PROVIDE A PROGRAM OF CAREER DEVELOPMENT IN 
GRADES K-12. OBJECTIVES ARE TO HELP EACH 
STUDENT TO: (1) DEVELUP ANO MAINTAIN SELF 
RESPECT FOR SELF, FOR OTHERS ANO THE WORLO OF 
WORK, (2) BE EXPOSED TO A WIDE VARIETY OF 
OCCUPATIONS, AND (3) DEVELOP THE ABILITY TO 
MAKE WISE DECISIONS. UNIT TOPICS INCLUDE: (1) 
UNDERSTANDING YOURSELF, (2) RAILROAO 
OPPORTUNITIES, (3) CAREERS IN THE SPACE AGE, 
U) CAREERS IN ECOLOGY, (5) AN INTERESTING 
CAREER BOOKLET, lb) THE BANKER, ANO (7) THE 
VETERINARI AN. EACH UNIT CONTAINS STATEO 
DEVELOPMENTAL OBJECTIVES, A LIST OF SPECIFIC 
AREAS TO WHICH THE UNIT RELATES, TEXTS, 

LESSON TITLES, ACTIVITIES, MATERIAL ANO 
RESOURCES, ANO AN EVALUATION UNIT. (GEB) 



VT 014 571 

CLERICAL OFFICE PRACTICE. COURSE OF STUOY. 

PITTSBURGH BOARO OF PUBLIC EDUCATION, PA. 
DIV. OF CURRICULUM ANO INSTRUCTION. 



VT 014 573 

HORNING, OONALO B., ANO OTHERS 

INDUSTRIAL EDUCATION COURSE OUTLINE: GRAPHIC 

ARTS 3-4. 

LONG BEACH UNIFIEO SCHOOL DISTRICT, CALIF. 
OFFICE OF CURRICULUM ANO INSTRUCTION. 

MF AVAILABLE IN VT-ERIC SET. 

OFFICE OF CURRICULUM AND INSTRUCTION, LONG 
BEACH UNIFIED SCHOOL OISTRICT, 701 LOCUST 
AVLNUE, LONG BEACH, CALIFORNIA 90813 
PUB uATE - 70 31P. 

DESCRIPTORS - *INDUSTRI AL ARTS'; ♦OCCUPATIONAL 
INFORMATION; OCCUPATIONAL GUIOANCE; ♦GRAPHIC 
ARTS; ♦INSTRUCTIONAL MATERIALS; RESOURCE 
MATERIALS; SECONOARY GRAOES; ♦CURRICULUM 
GUIOES; COURSE CONTENT 

A8STRACT - PREPARED UNDER THE SUPERVISION OF 
AN INDUSTRIAL EOUCATION CONSULTANT, THIS 
COURSE UUTLINE IS FOR INSTRUCTOR USE IN 
TEACHING GRAPHIC ARTS IN GRADES 10, 11, ANO 
12. THE MATERIAL IS OESIGNEO FOR 2 SEMESTERS, 
l OR 2 PE R I OOS PER DAY. THIS IS A FOLLOWUP TO 
GRAPHIC ARTS 1-2 ANO STUDENTS ARE EXPECTEO TO 
PRODUCE MORE SOPHISTICATED JOBS ANO TO 
INCREASE THEIR SKILL DEVELOPMENT. TOPICS 
INCLUDE: (1) LAYOUT ANO OESIGN, (2) HAND 
COMPOSITION, (3) IMPOSITION ANO MAKEUP, (4) 
PLATEN PRESS OPERATION, (5) LINOLEUM BLOCK 
PRINTING, (6) SILK-SCREEN PRINTING, (7) 
BOOKBINDING, (8) OFFSET LITHOGRAPHY, ANO (9) 
OCCUPATIONAL GUIDANCE. SUGGESTEO ACTIVITIES, 
SKILLS, AND PROCESSES, TECHNICAL FUNCTIONAL 
INFORMATION, RELATED INFORMATION, ANO LISTS 
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Of- I .M STRUCT I L) >Ni A L AIDS ARE PROVIDED FOR EACH 
TOPIC. AN EVALUATION CHECK LIST IS INCLUDED. 
( liH ) 



VT 014 576 

SYLL AUUS IN TECHNICAL ELECTRICITY- 
ELECTRONICS. 

NEW YORK STATE EDUCATION DEPT., ALBANY. 

BUREAU UE StCONDARY CURRICULUM DEVELOPMENT. 

ME AVAILABLE IN VT-ERIC SET. 

PUBLICATIONS DISTRIBUTION UNIT, THE STATE 
EDUCATION DEPARTMENT, EDUCATION BUILDING 
ANNEX, ALBANY, NEW YORK 12224 ($.50 EACH) 

PUB DATE - 71 70P . 

DESCRIPTORS - *ELECTK I C ITY ; ♦ELECTRON ICS ; 
♦TRADE AND INDUSTRIAL EDUCATION; ♦TECHNICAL 
EDUCATION; ♦CURRICULUM GUIDES; INSTRUCTIONAL 
MATERIALS; RESOURCE MATERIALS; TEACHING 
GUIDES; COURSE DESCRIPTIONS; BIBLIOGRAPHIES 
IDENTIFIERS - NEW YORK 

ABSTRACT - DEVELUPEO BY A CURRICULUM 
COMMITTEE, THIS CURRICULUM GUIDE IS DESIGNED 
FOR INSTRUCTOR USE IN TEACHING THE TECHNICAL 
ELECTRICAL-ELECTRONICS CURRICULUM IN NEW YORK 
STATE. SPECIFIC OBJECTIVES OF THE CURRICULUM 
PROVIDE: II) A THOROUGH GROUNDING IN THE 
FUNDAMENTAL PRINCIPLES ANO PRACTICES OF 
ELECTRICITY AND ELECTRONICS, (2) BACKGROUND 
MATERIAL SUFFICIENT FOR ENTRY INTO INDUSTRY, 
AND (3) A FOUNDATION IN TECHNICAL EDUCATION 
FROM WHICH A STUDENT THROUGH FURTHER STUOY 
MAY ADVANCE. THE DOCUMENT IS DESIGNED IN A 2- 
COLUMN FORMAT WITH ONE USEO FOR IDENTIFYING 
CONTENT ANO THE OTHER FOR TEACHING 
SUGGESTIONS. CONTENT INCLUDES: (1) BASIC 
ELECTRICITY, (2) BASIC ELECTRONICS, (3) 
ADVANCED ELECTRICITY OPTION, (4) ADVANCED 
ELECTRONICS OPTION, (5) COMPUTER CIRCUITRY 
OPTION, (6) ELECTRICAL CONSTRUCTION, AND (7) 
ELECTRICAL-ELECTRONIC DRAFTING. A 
BIBLIOGRAPHY AND A RESOURCE OIRECTORY ARE 
INCLUDED. (GEB) 



VT 014 581 ED 059 368 
POINTER, LEAH J. , EO. 

THE WORLD OF WORK. A CURRICULUM GUIDE FOR 
GRADES ONE THROUGH TWELVE. 

ORLEANS PARISH SCHOOL BOARO, NEW ORLEANS, LA. 
EDUCATIONAL SYSTEMS DEVELOPMENT CORP., NEW 
ORLEANS, LA. 

EDRS PRICE MF-S0.65 HC-$3.29. 

PUB DATE - ND 72P. 

DESCRIPTORS - ♦CURRICULUM GUIOES; 
♦OCCUPATIONAL INFORMATION; ♦CAREER CHOICE; 
CAREER PLANNING; CAREER OPPORTUNITIES; 
EMPLOYMENT OPPORTUNITIES; *VOCATIONAL 
INTERESTS; VOCATIONAL EOUCATION; SELF 
CONCEPT; DECISION MAKING SKILLS; ELEMENTARY 
GRADES; SECONDARY GRADES; ♦CAREER EDUCATION 
IDENTIFIERS - ♦ THE WORLD OF WORK 

ABSTRACT - DEVELOPED BY A COMMITTEE OF 
PRINCIPALS, COUNSELORS, ANO TEACHERS AS PART 
OF THE LOCAL WORLD OF WORK PROGRAM, THIS 
CURRICULUM GUIDE IS DESIGNED TO AID IN 
PROVIDING OCCUPATIONAL INFORMATION ANO CAREER 
DECISION-MAKING SKILLS FOR GRADES K-12. MAJOR 
PURPOSES OF THE GUIDE ARE TO: (1) PROVIDE 







AIM/VOL 5 

OCCUPATIONAL INFORMATION THAT IS BOTH 
EDUCATIONAL ANO VOCATIONAL, (2) GIVE THE 
STUDtNT EXPERIENCES AND TRAINING IN DECISION- 
MAKING, (3) DEVELOP IN THE STUOENT A HEALTHY 
SELF-CONCEPT, AND (4) UTILIZE COMMUNITY 
RESOURCES TO ENHANCE THE STUDENT'S KNOWLEDGE 
OF CAREERS. DETAILED CURRICULUM OUTLINES ARE 
SUGGESTED FOR ELEMENTARY GRADES 
(KINDERGARTEN, LOWER AND UPPER PRIMARY), 
SECONDARY GRADES (GRADES 7-11), AND 12TH 
GRADE. SEVERAL QUESTIONNAIRES, OATA GATHERING 
METHOOS, SAMPLE PARENT INTERVIEW FORMS, AN 
ATTITUDE SURVEY, ANO SELF RATING AND 
EVALUATION CHARTS ARE APPENOEU. RESOURCE 
MATERIALS FOR ALL GRAOE LEVELS ARE LISTED. 
(AW) 



VT 014 582 

GUIDE TO TEACHING SEVENTH GRADE HOME 
ECONOMICS. 

LONG BEACH UNIFIED SCHOOL DISTRICT, CALIF. 
OFFICE OF CURRICULUM ANO INSTRUCTION. 

MF AVAILABLE IN VT-ERIC SET. 

OFFICE OF CURRICULUM AND INSTRUCTION, LONG 
BEACH UNIFIED SCHOOL OISTRICT, 701 LOCUST 
AVENUE, LONG BEACH, CALIFORNIA, 90813 
PUB DATE - 69 65P*. 

DESCRIPTURS - *HOME ECONOMICS EDUCATION; 
OCCUPATIONAL HOME ECONOMICS; ♦CURRICULUM 
GUIDES; GRADE 7; LEARNING ACTIVITIES; 
EVALUATION TECHNIQUES; EDUCATIONAL 
PHILOSOPHY; TEENAGERS; PROGRAM PLANNING 

ABSTRACT - PREPARED BY A COMMITTEE OF HOME 
ECONOMICS TEACHERS, THIS CURRICULUM GUIOE IS 
FOR TEACHER USE IN PLANNING SEVENTH GRADE 
HOMEMAKING EXPERIENCES. UNITS ARE: (1) YOU: 
PRESENT AND FUTURE, (2) TEEN-AGE FASHIONS, 

(3) FOODS AND NUTRITION, SAFETY MANAGEMENT, 

(4) CHILD DEVELOPMENT, (5) A NEW VIEW OF YOU, 
(6) BABY-SITTING AND CHILD CARE, (7) YOUR 
CLOTHES AND YOU, ANO (8) FOODS AND NUTRITION, 
HEALTH. EACH UNIT CONTAINS SUGGESTED TIME 
ALLOTMENT, CONCEPTS AND GENER AL I ZAT I ONS , 
LEARNING EXPERIENCES, EVALUATION SUGGESTIONS, 
RESOURCE MATERIALS, AND APPLICATIONS TO 
GAINFUL EMPLOYMENT. AN INTRODUCTORY SECTION 
INCLUDES A STATEMENT OF EDUCATIONAL 
PHILOSOPHY, CHARACTERISTICS OF ADOLESCENTS, 
SUGGESTIONS FOR USING THE GUIDE, AND SEQUENCE 
CHART. A RELATED DOCUMENT IS AVAILABLE AS VT 
014 583 IN THIS ISSUE. (SB) 



VT 014 583 

EICHORN, MARTHA C.; FRANKE, REBA F. 

GUIDE TO TEACHING MANAGEMENT ANO CONSUMER 
ECONOMICS FOR HOME ECONOMICS CLASSES. 

LONG BEACH UNIFIED SCHOOL OISTRICT, CALIF. 
OFFICE OF CURRICULUM AND INSTRUCTION. 

MF AVAILABLE IN VT-ERIC SET. 

OFFICE OF CURRICULUM AND INSTRUCTION, LONG 
BEACH UNIFIED SCHOOL OISTRICT, 701 LOCUST 
AVENUE, LONG BEACH, CALIFORNIA 90813 
PUB OATE - 70 99P • 

DESCRIPTORS - ♦HOMEMAKING EDUCATION; CONSUMER 
EDUCATION; ♦FAMILY MANAGEMENT; ♦MONEY 
MANAGEMENT; ♦CONSUMER ECONOMICS; TEACHING 
GUIDES; ♦CURRICULUM GUIDES; LEARNING 
ACTIVITIES; BEHAVIORAL OBJECTIVES 
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ABSTRACT - THIS GUIDE WAS PREPARED FOR USE IN 
TEACHING FAMILY AND FINANCIAL MANAGEMENT. 
CONTENTS INCLUDE A TOPICAL OUTLINE, TEACHING 
REFERENCES, AND GOALS, WITH ACCOMPANYING 
OBJECTIVES, SUBJECT MATTER CONTENT, LEARNING 
EXPERIENCES, RESOURCES, AND EVALUATION 
SUGGESTIONS. A RELATEO DOCUMENT IS AVAILABLE 
AS VT 014 532 IN THIS ISSUE. (SB) 



VT 014 588 

RESOURCE UNIT: ELEMENTARY SCHOOL PROJECT FOR 
LEVEL TWO. EXEMPLARY PROGRAM OF AWARENESS AND 
CAREER DEVELOPMENT. 

LINCOLN COUNTY BOARD OF EDUCATION, HAMLIN, W. 
V A. DEPT. OF VOCATIONAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

PUB OATE - ND 68P. 

DESCRIPTORS - ♦RESOURCE UNITS; LESSON PLANS; 
♦OCCUPATIONAL INFORMATION; ^CAREER 
OPPORTUNITIES; OCCUPATIONS; ELEMENTARY 

grades; ♦vocational development; *career 
planning; career education 

IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - PREPAREO FOR USE IN THE SECOND 
PHASE OF A PROGRAM DESIGNED TO DEVELOP CAREER 
AWARENESS IN ELEMENTARY SCHOOL STUDENTS, THIS 
RESOURCE UNIT INVOLVES JOB SKILLS AND THEIR 
RELATIONSHIP TO THE TOTAL COMMUNITY. GENERAL 
AND BEHAVIORAL OBJECTIVES OF THE PROGRAM, 
SUGGESTED TEACHING STRATEGIES ANO CORRELATION 
OF SUBJECTS TO BE TAUGHT, METHODS OF 
EVALUATION, ANO GENERAL INFORMATION ON THE 
PROGRAM ARE FULLOWEO BY APPENOIXES INCLUOING: 
(I) A LIST OF OCCUPATIONS TO BE INCORPORATED 
INTO THIS PHASE OF THE PROGRAM, (2) A 
SUGGESTED LETTER TO PARENTS, (3) PLANS AND 
GENERAL INFORMATION ON FIELD TRIPS, (4) A 
RESOURCE BIBLIOGRAPHY INCLUDING RECOROS, 
FILMS, FILMSTRIPS, BRIEFS, BOOKS, MUSIC, 
TRANSPARENCIES, AND REFERENCE MATERIALS, AND 
(5) LESSON PLANS FOR FOUR TEACHING UNITS. 
RELATED DOCUMENTS ARE AVAILABLE IN THIS ISSUE 
AS VT 014 589 AND VT 014 590. (AW) 



VT 014 589 

WOODALL, THOMAS E., AND OTHERS 
OCCUPATIONAL AWARENESS TEST LEVEL ONE, 
TEACHER'S COPY. EXEMPLARY PROGRAM OF 
AWARENESS ANO CAREER DEVELOPMENT. 

LINCOLN COUNTY BOARD OF EDUCATION, HAMLIN, W. 
VA. UEPT. OF VOCATIONAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 35P. 

DESCRIPTORS - ♦TESTS; ♦MEASUREMENT 

instruments; evaluation; elementary grades; 

COGNITIVE TESTS; ♦OCCUPATIONAL INFORMATION; 
OCCUPATIONS; CAREER OPPORTUNITIES; 

♦perception; ♦curriculum evaluation; program 
evaluation; carfer planning; vocational 
development; career eoucation 

IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - OESIGNED AS AN INSTRUMENT FOR 
MEASURING THE EXTENT TO WHICH THE LEVEL ONE 
OCCUPATIONAL AWARENESS CURRICULUM HAS 
INCREASED ELEMENTARY SCHOOL STUOENTS' 
KNOWLEDGE OF OCCUPATIONAL ALTERNATIVES OVER A 



I-YEAR TIME SPAN, THIS TEST INCLUDES FOUR 
SECTIONS, EACH DESIGNED TO FOCUS ON A 
PARTICULAR PHASE OF OCCUPATIONAL AWARENESS. 
THE FIRST SECTION OF THB TEST INVOLVES THE 
IDENTIFICATION OF OCCUPATIONAL FIGURES; 
SECTION II IS CONCERNED WITH SELECTION OF 
APPROPRIATE OCCUPATIONAL TOOLS; SECTION III 
IS DESIGNED TO TEST THE ABILITY OF STUDENTS 
TO PLACE WORKERS IN THEIR PROPER 
ENVIRONMENTAL SETTING; AND THE LAST SECTION 
RELATES TO THE STUDENTS! KNOWLEOGE OF THE 
OCCUPATIONAL ELEMENTS INVOLVEO IN THE 
PROCESSES UF HOME ANO FAMILY INTERACTIONS, 

AND IN THE AREA OF COMMUNITY SERVICES. 

GENERAL DIRECTIONS FOR ADMINISTERING THE TEST 
ARE GIVEN, EMPHASIZING THE NEED FOR THE 
TEACHER TO DEMONSTRATE THE PROPER PROCEDURE 
FOR ANSWERING EACH PORTION OF THE TEST. 
RELATED DOCUMENTS ARE AVAILABLE IN THIS ISSUE 
AS VT 014 588 AND VT 014 590. (AW) 



VT 014 590 

TEACHER'S UNIT EVALUATION OF CAREER EDUCATION 
UNITS. EXEMPLARY PROGRAM OF AWARENESS ANO 
CARtER DEVELOPMENT. 

LINCOLN COUNTY BOARD OF EDUCATION, HAMLIN, W. 
VA. DEPT. UF VOCATIONAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

PUB OATE - ND 6P. 

DESCRIPTORS - ♦EVALUATION; ^CURRICULUM 

evaluation; ♦career planning; occupational 
information; unit plan; *questignnaires; 

♦TEACHER ATTITUDES; CAREER EDUCATION 

ABSTRACT - AS A MEANS OF MAXIMIZING TEACHER 
INVOLVEMENT IN THE CAREER EOUCATION AND 
OCCUPATIONAL AWARENESS PROGRAM, A COUNTY 
CAREER DEVELOPMENT STAFF PREPARED THIS SERIES 
OF QUESTIONS TO BE ANSWEREO BY TEACHERS AS AN 
IN-DEPTH APPRAISAL OF THE EFFECTIVENESS OF 
THE TEACHING UNITS THEY USE IN THEIR 
CLASSROOMS . QUESTIONS FOCUS ON TEACHERS' 
PERCEPTIONS IN SUCH AREAS AS OUTSTANDING 
FEATURES UF THE UNIT, MAJOR CHANGES 
RECOMMENDED, ADDITIONS, ANO FACTORS 
CONTRIBUTING TO THE UNIT'S SUCCESS. RELATEO 
DOCUMENTS ARE AVAILABLE IN THIS ISSUE AS VT 
014 588 AND VT 014 589. (AW) 



VT 014 596 ED 058 455 

EXPLORING IN AEROSPACE ROCKETRY. AN 

INTRODUCTION TO THE FUNDAMENTALS GF ROCKETRY. 

NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION, CLEVELAND, OHIO. LEWIS 
RESEARCH CENTER. 

EORS PRICE MF-S0.65 HCr$13.16. 

SUPERINTENDENT OF OOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402 
(STOCK NUMBER 3300-0394; NAS 1.19:88, $3.25) 
PUB OATE- 71 366P- 

DESCRIPTORS - *AEROSPACE TECHNOLOGY; 

AEROSPACE INDUSTRY; ♦CURRICULUM GUIDES; 
♦TEXTBOOKS; INSTRUCTIONAL MATERIALS; 

♦RESOURCE MATERIALS; ILLUSTRATIONS; 
OCCUPATIONAL GUIDANCE; ♦INDUSTRIAL EDUCATION 
IDENTIFIERS - *ROCKETRY 

ABSTRACT - THIS CURRICULUM GUIDE IS BASEO ON 
2 YEARS OF LECTURES AND PROJECTS OF A 
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CONTEMPORARY, SPECI AL- INTEREST AEROSPACE 
PROGRAM FOR PROMISING STUDENTS, AGES 15-19. 
THE PROGRAM USES TECHNICAL LECTURES, PROJECT 
ACTIVITIES AND FIELD TRIPS TO INTROOUCE 
STUDENTS TO THE REAL ENGINEERING WORLD OF 
PIONEERING AEROSPACE ACHIEVEMENT, AND THE 
VARIETY OF SrILLS ANO CAREERS IT INVOLVES. 
THIS UOUK CAN BE USED AS A CURRICULUM 
RESOURCE FOP. HIGH SCHOOL AND COLLEGE 
TEACHERS, AND MAY BE HELPFUL TO CURRICULUM 
COMMITTEES ANO TEXTBOOK WRI1ERS. TEACHERS IN 
VARIOUS DISCIPLINES CAN USE SELECTED CHAPTERS 
TO ENRICH OR SUPPLEMENT REGULAR COURSES, 
INCLUDING APPLIED MATHEMATICS, PHYSICS, 
CHEMISTRY AND UIULUGY. WITH MODIFICATION, 

SOME OF THE MATERIAL COULD BE USEFUL 
INDUSTRIAL ARTS AND VOCATIONAL EDUCATION 
COURSES. THE 22 CHAPTERS ARE SUPPLEMENTED 
WITH NUMEROUS ILLUSTRATIONS, PHOTOGRAPHS, 
CHARTS, AND LINE DRAWINGS. A RELATED DOCUMENT 
IS AVAILABLE IN THIS ISSUE AS VT 014 597. 

(CD) 



VT 014 597 ED 058 456 

EXPLORING IN AERONAUTICS. AN INTRODUCTION TO 
AERONAUTICAL SCIENCES. 

NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION, CLEVELAND, OHIO. LEWIS 
RESEARCH CENTER. 
fcURS PRICE MF-iO.65 HC-$13.16. 
SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402 
(STOCK NUMBER 3300-0395; NAS 1.19:89, $3.50) 
PUB DATE - 71 398P . 

DESCRIPTORS - ♦AEROSPACE TECHNOLOGY; 
AEROSPACE INDUSTRY; ♦CURRICULUM GUIDES; 
♦TEXTBOOKS; INSTRUCTIONAL MATERIALS; 
ILLUSTRATIONS; ♦OCCUPA T IONAL GUIDANCE; 
♦INDUSTRIAL EDUCATION 
IDENTIFIERS - ^AERONAUTICS 



CIVIL StRVICE COMMISSION, WASHINGTON, D.C. 
BUREAU GF TRAINING. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 30 P . 

DESCRIPTORS - ♦COURSE DESCRIPTIONS; ♦PROGRAM 
DESCRIPTIONS; ♦DATA PROCESSING; *UATA 
PROCESSING OCCUPATIONS; PROGRAM GUIDES; 
♦ELECTRONIC DATA PROCESSING; COMPUTER 
SCIENCE; COMPUTER SCIENCE EDUCATION; ADULT 
VUCAT IONAL EDUCATION 

ABSTRACT - THE AUTOMATIC DATA PROCESSING 
(ADPJ MANAGEMENT TRAINING CENTER PROVIDES 
PROGRAMS IN CONTINUING EDUCATION FOR 
GOVERNMENT EMPLOYEES IN THE FIELD OF DATA 
PROCESSING. BRIEF INFORMATION IS GIVEN ON THE 
BACKGROUND OF THE ADP PROGRAMS, THE SCOPE OF 
THE PROGRAMS, TRAINING AND SUPPORT 
ACTIVITIES, participants and faculty, 

COMPUTER SYSTEMS, ELIGIBILITY, AND TUITION. 
COURSE DESCRIPTIONS AND TRAINING SCHEDULES 
AND SEQUENCE GUIDES ARE PROVIDED FOR: (II ACP 

USER EDUCATION, WHICH PROVIDES INTRODUCTORY 
CQURStS IN ADP FOR GOVERNMENT EMPLOYEES AT 
ALL LEVELS, AND MORE SPECIALIZED SEMINARS 
WHICH RELATE DATA PROCESSING CONCEPTS TO 
SPECIFIC SUBJECT AREA DISCIPLINES, (2) 
COMPUTER SPECIALIST TRAINING FOR INDIVIDUALS 
DIRECTLY INVOLVED IN DATA PROCESSING 
FUNCTIONS, WHICH COVERS PROGRAMING, SYSTEMS 
ANALYSIS AND DESIGN, AND OTHER SUBJECT AREAS 
CONCERNEU WITH DEVELOPMENTS IN THE FIELD, (31 
PUBLIC SERVICE CAREERS TRAINING, WHICH 
PROVIDES ENTRY-LEVEL AOP SKILLS FOR CARD 
PUNCH OPERATORS, COMPUTER OPERATORS, COMPUTER 
(PRUGRAMERI TECHNICIANS, AND TECHNICAL 
ASSISTANTS/DATA PROCESSING, ANO (4) ADP 
AUDITOR TRAINING, WHICH IS A CONCENTRATED 2- 
WEEK COURSE COVERING BASIC AOP TRAINING NEEDS 
OF GOVERNMENT AUDITORS. A LIST OF REGIONAL 
TRAINING CENTERS AND A MAP OF REGIONS ARE 
ALSO INCLUDED. (AW) 



ABSTRACT - THIS CURRICULUM GUIDE IS BASED ON 
A YEAR OF LECTURES AND PROJECTS OF A 
CONTEMPORARY SPEC IAL- INTEREST EXPLORER 
PROGRAM INTENDEO TO PROVIDE CAREER GUIDANCE 
AND MOTIVATION FOR PROMISING STUDENTS 
INTERESTED IN AEROSPACE ENGINEERING AND 
SCIENTIFIC PROFESSIONS. THE ADULT-ORIENTED 
PROGRAM AVOIDS TECHNICALITY AND RIGOROUS 
MATHEMATICS AND STRESSES REAL LIFE 
INVOLVEMENT THROUGH PROJECT ACTIVITY AND 
TEAMWORK. TEACHERS IN HIGH SCHOOLS AND 
COLLEGES WILL FIND THIS A USEFUL CURRICULUM 
RESOURCE, WITH MANY TOPICS IN VARIDUS 
DISCIPLINES WHICH CAN SUPPLEMENT REGULAR 
COURSES. CURRICULUM COMMITTEES, TEXTBOOK 
WRITERS AND HOBBYISTS WILL ALSO FIND IT 
RELEVANT. THE MATERIALS MAY RE USED AT 
COLLEGE LEVEL FOR INTRODUCTORY COURSES, OR 
MODIFIED FOR USE WITH VOCATIONALLY ORIENTED 
HIGH SCHOOL STUDENT GROUPS. SEVENTEEN 
CHAPTERS ARE SUPPLEMENTED WITH PHOTOGRAPHS, 
CHARTS, AND LINE DRAWINGS. A RELATED DOCUMENT 
IS AVAILABLE IN THIS ISSUE AS VT 014 596. 

(CD) 



VT 014 599 

TRAINING AND EDUCATION PROGRAMS IN AUTOMATIC 
DATA PROCESSING (AOP), 1971-72. ,THE ADP 
MANAGEMENT TRAINING CENTER. 



VT 014 600 
DAVIS, E.E., JR. 

FILMS FOR CLASSROOM TEACHING. 

LOUISIANA STATE DEPT. OF EDUCATION, BATON 
ROUGE. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 7IP . 



DESCRIPTORS 

libraries; 

MATERIALS ; 
LIBRARIES ; 
VOCATIONAL 
I DENT I FIERS 



- AUDIOVISUAL AIDS; 
♦TAPE RECORDINGS; *1 
STATE LIBRARIES; REG 
♦CATALOGUES; GENERAL 
EDUCATION 

- ♦LOUIS I ANA 



♦FILMS; 
NSTRUCT I 
IONAL 
EDUCATI 



FILM 

ONAL 

on; 



ABSTRACT - PREPARED BY A SUPERVISOR OF AU7I0 
VISUAL INSTRUCTION, THIS FILM CATALOG 
INCLUDES THOSE 16MM INSTRUCTIONAL FILMS AND 
TAPES CONTAINED IN THE LOUISIANA REGIONAL 
FILM LIBRARIES. THE TITLES ARE ARRANGED 
ALPHABETICALLY UNDER THE SUBJECT MATTER AREAS 
OF: (I) AGRICULTURE, (2) ART, (3) AUDIO 
VISUAL, (4) BUSINESS EDUCATION, (5) 
COMMUNICATION, (6) ENGLISH AND LANGUAGE ARTS, 
(7) ENGINEERING, (8) FOOD PRESERVATION, (9) 
GUIDANCE, (10) HEALTH AND PHYSICAL EDUCATION, 
(II) HOME ECONOMICS, (12) INDUSTRIAL ARTS, 
(13) LIBRARY, (14) MATHEMATICS, (L5I MUSIC, 
(16) SAFETY EDUCATION, (17) SCIENCE, (18) 



AIM/VGL 



5 NO 3 



249 



SOCIAL STUDIES, AND (19) TRANSPORTATION. 
INSTRUCTIONS ON HOW TO USE THE CATALOG, A KEY 
TO SYMBOLS AND ABBREVIATIONS, AND SUGGESTIONS 
ON USING THE FILMS ARE INCLUOED. (GEB) 



VT 014 601 

COPELAND, CHARLES M., AND OTHERS 
INDUSTRIAL EDUCATION COURSE OUTLINE: 
ARCHITECTURAL DRAFTING 3-4. 

LONG BEACH UNIFIED SCHOOL DISTRICT, CALIF. 
OFFICE OF CURRICULUM AND INSTRUCTION. 

MF AVAILABLE IN VT-ERIC SET. 

OFFICE OF CURRICULUM AND INSTRUCTION, LONG 
BEACH UNIFIED SCHOOL DISTRICT, 701 LOCUST 
AVENUE, LONG BEACH, CALIFORNIA 90813 
PUB DATE - 70 33P. 

DESCRIPTORS - ♦INDUSTRIAL ARTS; 

♦ARCHITECTURAL DRAFTING; GRADE 11; GRADE 12; 
DESIGN NEEDS; CONSTRUCTION NEEOS; ♦CURRICULUM 
GUIDES; COURSE CONTENT; *INSTRUCTIONAL 
MATERIALS; ♦RESOURCE MATERIALS; OCCUPATIONAL 
INFORMATION 

ABSTRACT - PREPARED UNDER THE SUPERVISION OF 
AN INDUSTRIAL EDUCATION CONSULTANT, THIS 
COURSE OUTLINE IS FOR INSTRUCTOR USE IN 
TEACHING ARCHITECTURAL DRAFTING IN GRADES 11 
AND 12. THE MATERIAL IS DESIGNED FOR 2 
SEMESTERS, 5 PERIODS PER WEEK. INSTRUCTION IS 
DEVELOPED AROUND A STUDENT-DESIGNED HILLSIDE 
RESIDENCE CHARACTERIZED BY WOODFRAME, RAISED 
FLOOR, AND SPLIT-LEVEL CONSTRUCTION. THE 
COURSE INCLUDES: (i) SKETCHING, (2) SITE 
DEVELOPMENT, (3) STRUCTURE, (4) PRESENTATION 
RENDERINGS, (5) ARCHITECTURAL MODELS, (6) 
PRELIMINARY DESIGN, AND (7) WORKING DRAWINGS. 
SUGGESTED ACTIVITIES, SKILLS, AND PROCESSES, 
TECHNICAL FUNCTIONAL INFORMATION, RELATED 
INFORMATION, AND LISTS OF INSTRUCTIONAL AIDS 
ARE PROVIDED FUR EACH SECTION. AN EVALUATION 
CHECK LIST IS INCLUDED. ( BH ) 



VT 014 602 

DARGATZ, GLENN E., AND OTHERS 
INDUSTRIAL EDUCATION COURSE OUTLINE: AUTO 
MECHANICS 3-4. 

LONG BEACH UNIFIED SCHOOL DISTRICT, CALIF. 
OFFICE OF CURRICULUM AND INSTRUCTION. 

MF AVAILABLE IN VT-ERIC SET. 

OFFICE OF CURRICULUM AND INSTRUCTION, LONG 
BEACH UNIFIED SCHOOL DISTRICT, 701 LOCUST 
AVENUE, LONG BEACH, CALIFORNIA 90813 
PUB DATE - 70 55P. 

DESCRIPTORS - ♦INDUSTRIAL EDUCATION; 
INDUSTRIAL ARTS; ♦AUTO MECHANICS; ♦COURSE 
CONTENT; ♦TEACHING GUIDES; INSTRUCTIONAL 
MATERIALS; SECONDARY GRADES; CONSUMER 
EDUCATION; SAFETY EDUCATION; SKILL 
DEVELOPMENT; AUTO MECHANICS (OCCUPATION) 

ABSTRACT - PREPARED BY TEACHERS, THIS CDURSE 
OUTLINE IS FOR INSTRUCTOR USE IN TEACHING 
AUTU MECHANICS IN GRAOES 11 UR 12. THE COURSE 
IS DESIGNED FUR 2 SEMESTERS, 1 OR 2 PERIOOS 
DAILY AND IS A FOLLOWUP TO THE INTRODUCTORY 
COURSE WHICH COVERS THE BASIC AUTOMOTIVE 
FUNDAMENTALS. SPECIFIC OBJECTIVES OF THE 
COURSE INCLUDE TO HELP STUDENTS TO: (1) 

develop knowledge and skills commensurate 

O 



WITH THE NEEDS OF THE AUTOMOTIVE CONSUMER AND 
PERSONS WITH AV0CAT IQNAL INTERESTS IN 
AUTOMOTIVES, (2) APPLY AND REINFORCE 
RECOGNITION OF THE IMPORTANCE OF RECOMMENDED 
SAFETY PRACTICES OF THE AUTOMOTIVE INDUSTRY, 
AND (3) DEVELOP SKILL IN THE USE AND CARE OF 
TOOLS AND EQUIPMENT OF THE AUTOMOTIVE 
INDUSTRY. INCLUDED IN THE 22 TOPICS OUTLINED 
ARE: (1) ENGINE COOLING SYSTEMS, (2) 

ELECTRICAL PRINCIPLES, (3) CRANKING MOTORS, 
(4) IGNITION SYSTEMS, (5) CLUTCHES, (6) 
TRANSMISSIONS, (7) SUSPENSION SYSTEMS, (8) 
WHEELS AND TIRES, AND (9) BRAKES. EACH TOPIC 
IS BROKEN INTO: (1) ACTIVITIES, SKILLS, AND 

PROCESSES, (2) TECHNICAL FUNCTIONAL 
INFORMATION, (3) RELATED INFORMATION, AND (4) 
INSTRUCTIONAL AIDS. AN EVALUATION CHECKLIST 
IS INCLUDED. ( GE8 ) 



VT 014 603 

ELEMENTARY OCCUPATIONAL INFORMATION PROGRAM. 

ILLINOIS COMMUNITY UNIT SCHOOL DISTRICT 9, 
GRANITE CITY. 

MF AVAILABLE IN VT-ERIC SET. 

COMMUNITY UNIT SCHOOL DISTRICT #9, 20TH E 
ADAMS STREET, GRANITE CITY, ILLINOIS 62040 
( $1. SO) 

PUB DATE - ND 86P. 

DESCRIPTORS - ♦CAREER EDUCATION; ♦TEACHING 
GUIDES; ♦OCCUPATIONAL INFORMATION; VOCATIONAL 
EDUCATION; ♦OCCUPATIONS; ♦ELEMENTARY GRADES; 
ELEMENTARY SCHOOL CURRICULUM; LEARNING 
ACTIVI1 IES 

IDENTIFIERS - ♦OCCUPATIONAL EXPLORATION; 
CAREER LATTICE 

ABSTRACT - THIS GUIDE CONTAINS INFORMATION 
FOR TEACHER USE IN PLANNING OCCUPATIONAL 
EXPLORATION EXPERIENCES FOR GRADES 5-6. 
ORGANIZED INTO THREE SECTIONS ON THE BASIS OF 
GRADE LEVEL (K-2, 3-4, AND 5-6), EACH SECTION 
CONTAINS OBJECTIVES, SUGGESTED LEARNING 
ACTIVITIES AND RESOURCES WITH EMPHASIS ON 
LOCAL RESOURCES, AND A CAREER LATTICE OF 
SUGGESTED OCCUPATIONS IN THESE AREAS: (1) 

INDUS 1 RY , (2) HEALTH, (3) PUBLIC AND PERSONAL 

SERVICES, (4) APPLIED BIOLOGY AND 
AGRICULTURE, (5) BUSINESS MARKETING AND 
MANAGEMENT, AND (6) CONSTRUCTION. THE 
DOCUMENT ALSO CONTAINS A LISTING OF COMMUNITY 
RESOURCES BY OCCUPATIONAL AREA, SUGGESTIONS 
FOR PLANNING FIELD TRIPS, AN ALPHABETICAL 
LISTING OF FIELD TRIPS, AND RELATED 
INSTRUCTIONAL MATERIALS. (SB) 



VT 014 604 ED 059 372 

A RESOURCE CURRICULUM IN DRIVER AND TRAFFIC 
SAFETY EDUCATION. 

AUTOMOTIVE SAFETY FOUNDATION, WASHINGTON, 
D.C. 

EDRS PRICE MF-S0.65 HC-$6.58. 

AUTOMOTIVE SAFETY FOUNDATION, C/0 HIGHWAY 
USERS FEDERATION, 1776 MASSACHUSETTS AVENUE, 
N.W., WASHINGTON, D.C. 20036, (SINGLE COPIES 
$1.50; DISCOUNT FOR QUANTITY) 

PUB DATE - JAN70 180P. 

DESCRIPTORS - ♦TRAFFIC SAFETY; ♦DRIVER 
EDUCATION; ♦CURRICULUM GUIDES; INSTRUC T IONAL 
MATERIALS! BIBLIOGRAPHIES; SECONDARY GRADES; 
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EDUCATIONAL OBJECTIVES; 
♦COURSE CUNT EN T 



♦LEARNING ACTIVITIES; 



CURRICULAR CONSIDERATIONS FOR MIDDLE SCHOOL 
OCCUPATIONAL EDUCATION. 



ABSTRACT - SECONDARY SCHOOL DRIVER EDUCATION 
COURSES SHOULD PKUVIDE THE STUDENT WITH 
COGNITIVE AND AFFECTIVE LEARNING EXPERIENCES 
AS WELL AS PSYCHOMOTOR SKILLS. DEVELOPED 
i THROUGH THE COOPERATION OF AN ADVISORY 
COMMITTEE, WORKSHUP GROUP, AND OTHER 
CONSULTANTS, THIS CURRICULUM GUIDE IS 
INTENDED TO HELP TEACHERS, SUPERVISORS, 
PROGRAM ADMINISTRATORS AND TEACHER EDUCATORS 
DO JUST THAT. INCLUDED IN THE GUIDE ARE 
SECTIONS ON THE NEED FOR DRIVER AND TRAFFIC 
SAFETY EDUCATION, CURRICULUM RATIONALE, 

^ TEACHING-LEARNING INTERACTION, AND A 107-ITEM 
BIBLIOGRAPHY. THE CURRICULUM CONTAINS 
OBJECTIVES, CONTENT AND LEARNING ACTIVITIES 
DIVIDED INTO THESE MAJOR SECTIONS; (1) 

‘ INTRODUCTION, GIVING AN OVERALL PICTURE OF 
THE HIGHWAY TRANSPORTATION SYSTEM, (2) ON 
; HIGHWAY TASKS, (31 READINESS TASKS, AND (4) 

IMPROVEMENT TASKS. HUMAN FUNCTIONS— IDENTIFY, 
PREDICT, DECIDE, AND EXECUTE— INVOLVED IN 
PERFORMING TRAFFIC-RELATED TASKS SERVE AS 
REFERENCE POINTS THROUGHOUT. BEHAVIORAL 
i OBJECTIVES EMPHASIZE STUDENT-ENVI RDNMENT 
INTERACTION. FUNDAMENTAL CONCEPTS ARE 
REPEATEDLY STRESSED, BUT THE MATERIAL 
ATTEMPTS TO LEAD THE STUDENT THROUGH AN 
ENQUIRY PROCESS WHICH RESULTS IN THE STUDENT 
DISCOVERING THESE CONCEPTS FOR HIMSELF. (CD) 



VT 014 605 

EMPLOYEE IMPROVEMENT PROGRAM. PERSONALITY 
DEVELOPMENT, INSTRUCTOR'S GUIDE. 

NORTH CAROLINA STATE BOARD OF EDUCATION, 
RALEIGH. DIV. OF VOCATIONAL-TECHNICAL 
PROGRAMS. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 38P. 

DESCRIPTORS - ♦PERSONALITY DEVELOPMENT; 

♦HUMAN RELATIONS; SELF ACTUALIZATION; 
♦EMPLOYEE ATTITUDES; ♦BUSINESS SUBJECTS; 
♦TEACHING GUIDES; INSTRUCTIONAL MATERIALS; 
REFERENCE MATERIALS; IMPROVEMENT PROGRAMS; 
t SELF EVALUATION 

ABSTRACT - DEVELOPED BY THE STATE BOARD OF 
EDUCATION, THIS IS ONE OF THE ELECTIVE 10- 
HOUR COURSES IN THE EMPLOYEE IMPROVEMENT 
\ PROGRAM, AND IS DESIGNED TO GIVE THE EMPLOYEE 
. MOTIVATION FOR AND WAYS OF IMPROVING 
f INDIVIDUAL PERSONALITY. CONTENTS INCLUDE 

► SESSIONS ENTITLED; (1) WHAT IS PERSONALITY, 

' (2) INDIVIDUAL PERSONALITY AND RELATION TO 

i OTHERS, (3) EMOTIONS IN RELATION TO 
, PERSONALITY, 14) CONTROLLING ACTIONS AND 

*• ATTITUDES OF OTHERS, AND (5) SELF AND 

BUSINESS IMPROVEMENT. THE MATERIAL PROVIDED 
FOR EACH SESSION INCLUDES OBJECTIVES OF THE 
SESSION, SUPPLIES NEEDED, CONTENT, AND 
: TEACHING SUGGESTIONS. A PERSONALITY 

INVENTORY, A QUIZ, A LIST OF PERSONALITY 
1 TRAITS MOST CUSTOMERS LIKE AND DISLIKE, AND 

J- SUGGESTED REFERENCE MATERIALS ARE INCLUDED. 

(GEB) 



VT 014 607 

HOOTS, WILLIAM R. , JR., ED.; 
BRYANT, C. DOUGLAS, ED. 




NORTH CAROLINA STATE BOARD OF EDUCATION, 
RALEIGH. DIV. OF OCCUPATIONAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 70 103P. DEVELOPED AT THE 

MIDDLE SCHOOL OCCUPATIONAL EDUCATION WORKSHOP 
(GREENVILLE, NORTH CAROLINA, JUNE 8-JULY 3, 
1970) . 

DESCRIPTORS - ♦OCCUPATIONAL INFORMATION; 
♦OCCUPATIONAL GUIDANCE; CAREER PLANNING; 
MIDDLE SCHOOLS; EDUCATIONAL PLANNING; 
♦CURRICULUM GUIDES; ♦PROGRAM DEVELOPMENT; 
EDUCATIONAL PHILOSOPHY; RESOURCE MATERIALS; 
BIBLIOGRAPHIES; ♦VOCATIONAL EDUCATION; 
INTERMEDIATE GRADES; COURSE CONTENT; COURSE 
OBJECTIVES; LEARNING ACTIVITIES; ACTIVITY 
UNITS 

ABSTRACT - DEVELOPED UNDER THE AUTHORITY OF 
THE DEPARTMENT OF PUBLIC INSTRUCTION IN 
CONJUNCTION WITH AN EDUCATION WORKSHOP, THIS 
CURRICULUM GUIDE WAS DESIGNED TO ASSIST 
SCHOOL PERSONNEL IN PLANNING AND TEACHING 
PROGRAMS OF MIDDLE SCHOOL OCCUPATIONAL 
EDUCATION. THE MATERIAL IS NOT COMPLETE AND 
IS INTENDEO FOR TEACHER MODIFICATION AND 
COMPLET ION IN PREPARATION FOR CLASSROOM 
ACTIVITIES. FOLLOWING THE INTRODUCTION AND A 
STATED PHILOSOPHY, THE THREE PRIMARY SECTIONS 
ARE; (l) IMPLEMENTATION, INCLUDING THE 
COMPONENTS OF A PROGRAM, APPROACHES, 
OBJECTIVES, AND UNIT PLANS, (2) RESOURCES, 
INCLUDING THOSE FOR OCCUPATIONAL AND ACADEMIC 
SUBJECTS, AND FOR GUIDANCE, AND (3) MODEL 
UNITS, INCLUDING SUGGESTIONS FOR UNITS IN 
SELF APPRAISAL, RELATED SCHOOL OCCUPATIONS, 
INSURANCE, APPAREL OCCUPATIONS, AND BUILOING 
TRADES. (GEB) 



VT 014 608 ED 058 457 

WOODS, HARVEY S.; STITT, THOMAS R. 

NEPAL VOCATIONAL AGRICULTURE TEACHER'S 
HANDBOOK. 

SOUTHERN ILLINOIS UNIV.,. CARBONDALE. DEPT. OF 
AGRICULTURAL INDUSTRIES. 

JANAK EDUCATION MATERIALS CENTER, BHAKTAPUR 
(NEPAL). 

EORS PRICE MF-S0.65 HC-r$9.87. 

PUB DATE - AUG71 250P. 

DESCRIPTORS -♦VOCATIONAL AGRICULTURE 
TEACHERS; VOCATIONAL AGRICULTURE; ♦MANUALS; 
AGRICULTURAL EDUCATION; ♦TEACHER EOUCATION; 
TEACHING GUIDES; TEACHING TECHNIQUES; 

TEACHING METHODS; UNIT PLANS; FOREIGN 
COUNTRIES; ♦DEVELOPING NATIONS; STUDENT 
CHARACTERISTICS; FAMILY CHARACTERISTICS; 
♦EFFECTIVE TEACHING; LEARNING PROCESSES; 
STUDENT ORGANIZATIONS 
IDENTIFIERS - ♦NEPAL 

ABSTRACT - THIS TWO-PART HANDBOOK REVIEWS 
PRESENT TEACHING MATERIALS' USED BY VOCATIONAL 
AGRICULTURE TEACHERS OF NEPAL, DISCUSSES 
OPPORTUNITIES FOR IMPROVEMENT OF CURRICULUM 
MATERIALS AND TEACHING METHODS, AND PROVIDES 
ADDITIONAL MATERIALS FOR THE IMPROVEMENT OF 
ACADEMIC, VOCATIONAL, AND PROFESSIONAL 
COMPETENCIES FOR ALL VOCATIONAL AGRICULTURE 
TEACHERS OF NEPAL. THE FIRST PART OF THE 
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HANDBOOK DISCUSSES: (1) THE STATUS OF 
VOCATIONAL AGRICULTURE IN NEPAL WITH RESPECT 
TO SCHOOLS OFFERING PROGRAMS AND THE 
CHARACTERISTICS OF AN OPTIMUM TEACHING 
ENVIRONMENT, (2) EDUCATIONAL AND FAMILY 
BACKGROUNDS OF FULL-TIME VOCATIONAL 
AGRICULTURE STUDENTS, (3) CONDITIONS 
CONFRONTING GRADUATES, (4) PRINCIPLES OF 
TEACHING AND LEARNING, (5) EFFECTIVE TEACHING 
METHODS, (6) SUPERVISED FARMING, (7) FUTURE 
FARMERS OF NEPAL, (8) A COURSE OF STUDY IN 
VUCAT IONAL AGRICULTURE, AND (9) YOUNG FARMER 
TRAINING PRDGRAM. THE SECOND PART OF THE 
HANDBOOK INCLUDES: (1) A DISCUSSION OF LESSON 
PLAN PREPARATION, INCLUDING DEFINITIONS OF 
LESSON PLAN AND OBJECTIVE, SUGGESTED TEACHING 
METHODS, AND COMPONENTS OF A LESSON PLAN, (2) 
A DISCUSSION OF TEACHING METHODS, INCLUDING 
LECTURE, GROUP DISCUSSION, SUPERVISED STUDY 
AND DISCUSSION DEMONSTRATIONS, FIELD TRIPS, 
AND OTHERS, AND ( 3 ) SEVERAL SAMPLE LESSON 
PLANS. (SB) 



VT 014 625 

MALANY, LEGRAND L.5 PENDLETON, JOHN T. 

BASIC TRAINING PROGRAM FOR DRIVER LICENSE 
EXAMINERS. COURSE GUIDE. 

TECHNICAL EDUCATION RESEARCH CENTER, URBANA- 
CHAMPAIGN, ILL. 

DEPARTMENT OF TRANSPORTATION, WASHINGTON, 

D.C. NATIONAL HIGHWAY SAFETY BUREAU. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 1AUG71 55P. 

DESCRIPTORS - ♦CURRICULUM GUIDES; STUDY 
GUIDES; #DRI VER EDUCATION; MANUALS; 
OCCUPATIONAL INFORMATION; * EXAMINERS; 
REFERENCE MATERIALS; STATE OFFICIALS; PROGRAM 
DESCRIPTIONS; ♦INSTRUCT IONAL MATERIALS; 
RESOURCE MATERIALS; *TRADE AND INDUSTRIAL 
EDUCATION 

IDENTIFIERS - ^DRIVER LICENSE EXAMINERS 



ABSTRACT - DEVELOPED BY A RESEARCH CENTER FOR 
THE NATIONAL HIGHWAY TRAFFIC SAFETY 
ADMINISTRATION, THIS COURSE GUIDE IS ONE OF 
FOUR BASIC MATERIALS DESIGNED TO HELP STATES 
IMPLEMENT DRIVER LICENSE EXAMINER TRAINING. 
THE GUIDE PRESENTS AN OVERVIEW OF THE TOTAL 
PROGRAM, INCLUDING INSTRUCTOR AND RESOURCE 
REQUIREMENTS. SECTIONS FOR THE 37 UNITS ARE: 
(1) I NTRODUCI I UN , (2) TRAINING PROGRAM 
OUTLINE, (3) PRDGRAM PART ICULARS, (4) 
PRESENTING THE TRAINING PROGRAM, AND (5) 
EXAMINER PREREQUISITES. (GEB) 



VT 014 626 

TURNER, J. HOWARD, AND OTHERS 

SMALL ENGINES: CARE— OPERAT IUN — MAINTENANCE- 
REPAIR. VOLUME 2 OF TWO VOLUMES, MAINTENANCE 
AND REPAIR. 

AMERICAN ASSOCIATION FOR VOCATIONAL 
INSTRUCTIONAL MATERIALS, ATHENS, GA. 

OFFICE OF EDUCATION (DHEW), WASHINGTON, D.C. 
Mf AVAILABLE IN VT-ERIC SET. 

AMERICAN ASSOCIATION FOR VOCATIONAL, 
INSTRUCTIONAL MATERIALS, ENGINEERING CENTER, 
ATHENS, GEORGIA 30601 ($9.00) 

PUB DATE - JUN71 204P.1971 REVISION. 



EDUCATION; *TRADE AND INDUSTRIAL EDUCATION; 
♦POWER MECHANICS; ♦ENGINES; JUNIOR HIGH 
SCHOOLS; TECHNICAL ILLUSTRATIONS; REFERENCE 
MATERIALS; MAINTENANCE; INSTRUCTIONAL 
MATERIALS; ♦AUTO MECHANICS (OCCUPATION) 

ABSTRACT - DEVELOPED BY EDUCATORS AND 
GOVERNMENT, BUSINESS, AND INDUSTRY 
CONSULTANTS, THIS REFERENCE, VOLUME II OF TWO 
VOLUMES, IS FOR STUDENT AND TEACHER USE AS 
PART OF A COURSE ON THE MAINTENANCE AND 
REPAIR OF SMALL ENGINES'. MAJOR TOPICS 
INCLUDE: (1) MAINTENANCE AND REPAIR OF SMALL 
GASOLINE ENGINES, (2) MAINTAINING AND 
REPAIRING IGNITION SYSTEMS, (3) REPAIRING 
FAIL SYSTEMS, (4) REPAIRING GOVERNORS, (5) 
REPAIRING VALVES, (6) REPAIRING CYLINDERS AND 
P ISTON-AND-ROD ASSEMBLIES, (7) REPAIRING 
LUBRICATING MECHANISMS IN 4-CYCLE ENGINES, 

(8) REPAIRING CAMSHAFT ASSEMBLIES IN 4-CYCLE 
ENGINES, AND (9) REPAIRING CRANKSHAFT 
ASSEMBLIES. THIS MATERIAL IS DESIGNED FOR USE 
IN JUNIOR HIGH SCHOOL VOCATIONAL PROGRAMS, 

AND REQUIRES A TEACHER WITH SOME BASIC 
BACKGROUND IN THE FIELD. EXTENSIVE USE IS 
MADE OF TECHNICAL ILLUSTRATIONS IN COLOR, AND 
THE DOCUMENT INCLUDES AN OWNER'S ENGINE 
INFORMATION FORM AND A LIST OF REFERENCES. A 
RELATED DOCUMENT, VOLUME I IS AVAILABLE AS VT 
013 575 (AIM VOL. 5, NO., 1). (GEB) 



VT 014 627 

BUILDING INDUSTRIES OCCUPATIONS. A SUGGESTED 
SYLLABUS OF BASIC INSTRUCTION IN THE TRADES 
OF CARPENTRY, MASONRY, PLUMBING, HEATING, 
ELECTRICITY, AIR CONDITIONING, AND PAINTING 
AND DECORATING. 

NEW YORK STATE EDUCATION DEPT., ALBANY. 

BUREAU OF SECONDARY CURRICULUM DEVELOPMENT. 

MF AVAILABLE IN VT-ERIC SET. 

PUBLICATIONS DISTRIBUTION UNIT, THE STATE 
EDUCATION DEPARTMENT, EDUCATION BUILDING 
ANNEX, ALBANY, NEW YORK 12224 ($.75) 

PUB DATE - 71 126P . 

DESCRIPTORS - *BUILDING TRADES; ♦CURRICULUM 
GUIDES; INSTRUCTIONAL MATERIALS; ♦RESOURCE 
MATERIALS; *TRADE AND INDUSTRIAL EDUCATION; 
CARPENTERS; MASONRY; PLUMBING; HEATING; 
ELECTRICITY; AIR CONDITIONING; PAINTING; 
♦EDUCATIONAL OBJECTIVES; COURSE CONTENT 

ABSTRACT - PREPARED BY A CURRICULUM 
COMMITTEE, THIS CURRICULUM GUIDE IS DESIGNED 
FOR USE BY ADMINISTRATORS AND TEACHERS OF 
TRADE EDUCATION IN PRESENTING BASIC 
INSTRUCTION AND ENTRY LEVEL SKILLS IN THE 
TRADES OF CARPENTRY, MASONRY, PLUMBING, 
HEATING, ELECTRICITY, AIR CONDITIONING, AND 
PAINTING AND DECORATING. THE BUILDING 
INDUSTRIES OCCUPATIONS COURSE IN A 2-YEAR 
PROGRAM OF APPROXIMATELY. 160 3-PERIOD 
TEACHING DAYS PER YEAR. THE REQUIRED CONTENT 
IS DESIGNED TO BE TAUGHT IN 80 PERCENT OF THE 
TOTAL TIME WITH THE OTHER 20 PERCENT ADAPTED 
TO LOCAL CONDITIONS SUCH AS EMPLOYMENT 
PROSPECTS, STUDENT ABILITY AND MOTIVATION, 

AND PHYSICAL PLANT CHARACTERISTICS. THE GUIDE 
IS ORGANIZED IN UNITS BY TRADE AREA, AND 
CONSISTS OF A 3-COLUMN FORMAT THaT INCLUDES 
CONTENT, OBJECTIVES, AND INFORMATION FOR THE 
TEACHER. LISTS OF BOOKS, TRANSPARENCIES, 
FILMSTRIPS, AND SOUND FILMS BY TRADE AREA, 
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VT 014 628 

CUSTOMER RELATIONS, INSTRUCTOR’S GUIDE. 

NORTH CAROLINA STATE BOARD OF E DUCAT ION, 
RALEIGH. IHV. OF VOCATIONAL-TECHNICAL 
PROGRAMS . 

MF AVAILABLE INVT-ERIC SET. 

PUb DATE - NO 4 1 P « 



DESCRIPTORS - *HUMAN RELATIONS; 

^SALESMANSHIP; BUSINESS SUBJECTS; PERSONALITY 
DEVELOPMENT; * IMPROVEMENT PROGRAMS; * EMPLOYEE 
ATTITUDES; ^TEACHING GUIDES; INSTRUCTIONAL 
MATERIALS; REFERENCE MATERIALS 



ABSTRACT - DEVELOPED BY THE STATE BOARD OF 
EDUCATION, THIS TEACHING GUIDE IS DESIGNEO 
FOR INSTRUCTOR USE IN TEACHING CUSTOMER 
RELATIONS IN THE EMPLOYEE IMPROVEMENT 
PROGRAM. THE COURSE IS DESIGNED TO IMPROVE 
CUSTOMER RELATIONS AND TO DEVELOP A CLIENTELE 
BY BETTER UNDERSTANDING THE CUSTOMER. 

CONTENTS INCLUDE SESSIONS ENTITLEO: (I) THE 
CUSTOMER AND RELATIONSHIPS, (2) TODAY'S ACULT 
CUSTOMERS, (3) TODAY'S TEENAGE CUSTOMERS, (4) 
UNDERSTANDING WHY CUSTOMERS BUY AND THE 
IMPORTANCE OF SERVICE, AND (5) CUSTOMER 
SERVICE. THE MATERIAL PROVIDED FOR EACH 
SESSION INCLUDES OBJECTIVES OF THE SESSION, 
SUPPLIES NEEDEOt CONTENT, AND TEACHING 
SUGGESTIONS, SUMMARY QUIZZES, PROBLEMS OF 
TODAY'S CUSTOMERS, ANO SUGGESTIONS FOR 
ANALYZING CUSTOMER WANTS ARE INCLUDED. (GEB) 



VT 014 629 

TOURIST PROMOTION AND HUMAN RELATIONS. AN 
INSTRUCTOR'S GUIDE. 

NORTH CAROLINA STATE BOARO OF EDUCATION, 
RALEIGH. DIV. OF VOCATIONAL-TECHNICAL 
PROGRAMS. 

Mf AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 59P. 

DESCRIPTORS - *HUMAN RELATIONS; PERSONALITY 
DEVELOPMENT; ^EMPLOYEE ATTITUDES; BUSINESS 
SUBJECTS; * IMPROVEMENT PROGRAMS; +TEACHING 
GUIDES; INSTRUCTIONAL MATERIALS; REFERENCE 
MATERIALS; ^TOURISM 
IDENTIFIERS - NORTH CAROLINA 

ABSTRACT - DEVELOPED BY THE STATE BOARD OF 
EDUCATION, THIS TEACHING GUIDE PROVIDES 
SUGGESTIONS FOR INSTRUCTORS TEACHING THE 
PRACTICE OF TOURIST PROMOTION AND HUMAN 
RELATIONS. OUTLINES ARE PROVIDED FOR THE 
SESSIONS, ENTITLED; (I) ORIENTATION AND 
BACKGROUND OF THE TOURIST INDUSTRY, (21 
CHARACTERISTICS OF THE TOURIST, (3) SERVING 
THE TOURIST IS A JOB OF SALESMANSHIP, AND (4) 
HUMAN RELATIONS. EACH SECTION INCLUOES 
SUGGESTIONS TO THE INSTRUCTOR AND A TEACHING 
OUTLINE. A LIST OF PERSONALITY TRAITS MOST 
CUSTOMERS LIKE AND DISLIKE, THE TEN 
COMMANDMENTS OF HUMAN RELATIONS, A SHORT 
COURSE IN HUMAN RELATIONS, THE ABC'S OF 
COURTESY, AND SIX PRINCIPLES SET FORTH BY 
J.C. PENNEY ARE APPENDEO. (GEB) 



VT 014 638 
PHILIPS, SUL 

MANUFAC1 UR ING TECHNOLOGY, CURRICULUM GUIDE., ' 

LOS RIGS JUNIOR COLL. UISTRICT, SACRAMENTO, 
CALIF . 

CALIFORNIA COMMUNITY COLLEGES, SACRAMENTO. 
OFFICE UF THE CHANCELLOR. 

OFFICE Or EDUCATION (UHEW), WASHINGTON, C.C. 

MF AVAILABLE IN VT-ERIC SET. 

OFFICE UF The CHANCELLUR, CALIFORNIA 
COMMUNITY COLLEGES, 825 15TH STREET, 
SACRAMENTO, LAI I FORNI A 95814 
PUB DATE - DEC71 57P. 



DESCRIPTORS - *M ANUF ACTUR I NG INDUSTRY; 

* INDUSTRIAL TLCHNOLOGY ; ASSOCIATE DEGREES; 
^CURRICULUM GUIDES; ^INDUSTRIAL EDUCATION; 
PROGRAM DESCRIPTIONS;- OCCUPATIONAL 
INFORMATION; STATE PROGRAMS; COMMUNITY 
COLLEGES; REFERENCE MATERIALS; ^TECHNICAL 
EDUCATION 

IDENTIFIERS - CALIFORNIA 



ABSTRACT - UEVELOPEO BY A STATE ADVISORY 
COMMITTEE, THIS CURRICULUM GUIDE IS DESIGNED 
FOR ADMINISTRATORS AND TEACHERS OF 2-YEAR 
ASSOCIATE DEGREE MANUFACTUR IMG TECHNOLOGY 
PROGRAMS. THE GUIDE CONSISTS OF A SUGGESTED 
COURSE SEQUENCE AND OUTLINES A PROGRAM FOR 
PERSONS PREPARING TO SERVE INDUSTRY IN THE 
FIELD UF MANUFACTURING. CONTENTS INCLUDE: (1) 
PHILOSOPHY, OBJECTIVES, AND DEFINITIONS, (2) 
SURVEY INFORMATION COMPILATION, (3) oGB- 
DESCRIPTIONS, (4) SUGGESTED PROGRAMS, AND (5) 
COURSE OUTLINES. A BIBLIOGRAPHY OF TEXTS, 
REFERENCES, ANO PERIODICALS IS INCLUDED AND 
PICTURES PROVIDE ILLUSTRATIONS OF EQUIPMENT 
AND PROCESSES. (GEB) 



VT 014 639 

AN OUTLINE OF CURRICULUM CONTENT, HUMAN 
GROWTH, ANO DEVELOPMENT, KINDERGARTEN THROUGH 
GRADE THREE. FOR TEACHER USE ONLY. 

MINNEAPOLIS PUBLIC SCHOOLS, MINN. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 70 45P. 

DESCRIPTORS - *CURRICULUM GUIDES; *SEX 

eoucation; ^elementary grades; elementary 
school curriculum; family life education; 

TEACHER EOUCATION; PARENT EDUCATION; 
BIBLIOGRAPHIES; GRADE 3 

ABSTRACT - THIS GUIDE IS FOR TEACHER USE IN 
PLANNING EXPERIENCES RELATED TO HUMAN GROWTH 
ANO DEVELOPMENT FOR GRADES K-3. CONTENTS ARE 
ORGANIZED BY GRAOE LEVEL ANO INCLUDE MAJOR 
CONCEPTS ACCOMPANIED BY SUBJECT MATTER 
CONTENT, ACTIVITIES, ANO RESOURCES. AN 
INTRODUCTORY SECTION PROVIDES AN OVERVIEW ANO 
BACKGROUND OF THE HUMAN GROWTH AND 
DEVELOPMENT PROGRAM, SUGGESTIONS FOR 
ADMINISTRATOR USE IN PROGRAM ORIENTATION, AND 
A LISTING OF FILMS FOR TEACHER AND PARENT 
EDUCATION. A LISTING OF SUGGESTED REFERENCES 
FOR PARENTS AND TEACHERS IS INCLUDED. A 
RELATEO OOCUMENT IS AVAILABLE AS VT 014 640, 
ALSO IN THIS ISSUE. (SB) 




VT 014 640 

AN OUTLINE OF CURRICULUM CONTENT, HUMAN 
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GROWTH f AND DEVELOPMENT, FOURTH, FIFTH AND 
SIXTH GRADES* FOR TEACHER USE ONLY. 

MINNEAPOLIS PUBLIC SCHOOLS, MINN. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 70 35P. 

DESCRIPTORS - CURRICULUM GUIDES; *SEX 

education; ♦elementary grades; elementary 
school curriculum; family life education; 
parent education; bibliographies; GRADE 4 

ABSTRACT - THIS GUIDE IS FOR TEACHER USE IN 
PLANNING EXPERIENCES RELATED TO HUMAN GROWTH 
AND DEVELOPMENT FOR GRADES 4-6. CONTENTS ARE 
ORGANIZED BY GRADE LEVEL AND INCLUDE MAJOR 
CONCEPTS ACCOMPANIED BY SUBJECT MATTER 
CONTENT, ACTIVITIES, AND RESOURCES. AN 
INTRODUCTORY SECTION PROVIDES AN OVERVIEW AND 
BACKGROUND OF THE HUMAN GROWTH AND 
DEVELOPMENT PROGRAM AND SUGGESTIONS FOR 
ADMINISTRATOR AND TEACHER USE IN PROGRAM 
ORIENTATION. A LISTING OF SUGGESTED 
REFERENCES FOR PARENTS, TEACHERS, AND 
CHILDREN IS INCLUDED. A RELATED DOCUMENT IS 
AVAILABLE AS VT 014 640, ALSO IN THIS ISSUE. 
(SB) 



VT 014 641 

THE CURRICULUM GUIDE FOR PERSONAL TYPING, 

GRADE 9. 

MOUNT LEBANON SCHOOL DISTRICT, PITTSBURGH, 

PA. 

MF AVAILABLE IN VT-ERIC SET. 

MT. LEBANON SCHOOL DISTRICT, BOWER HILL ROAD 
AT MOFFETT STREET, PITTSBURGH, PENNSYLVANIA 
15243 Ul.CO) 

PUB DATE - 70 35P. 

DESCRIPTORS - ♦CURRICULUM GUIDES; 

♦TYPEWR ITING; GRADE 9; TYPISTS; BUSINESS 
SUBJECTS; OFFICE MACHINES; *STUDY GUIDES; 
♦RESOURCE UNITS; ♦INDEPENDENT STUDY 

ABSTRACT - THIS GUIDE IS DESIGNED TO AID 
INSTRUCTORS IN PRESENTING A 1-SEMES, TER 
BEGINNING TYPING COURSE THAT WILL ENABLE 
NINTH GRADE STUDENTS TO DEVELOP TYPING SKILLS 
FOR PERSONAL USE. CONTENTS CONSIST OF 15 
RESOURCE UNITS SEQUENCED TO MAXIMIZE STUDENT 
SELF-DIRECTED STUDY, INCLUDING: (1) BASIS FOR 
VOUCH TYPING, (2) ALPHABETIC KEYBOARD, (3) 
FIGURES AND SYMBOLS, (4) VERTICAL AND 
HORIZONTAL CENTERING, (5) CORRESPONDENCE, (6) 
MANUSCRIPTS, (7) TABULATION, (8) COMPOSITION 
AT THE TYPEWRITER, (9) RELATED LEARNINGS, AND 
(10) MACHINE CARE. UNITS CONTAIN SPECIFIC 
BEHAVIORAL GOALS FOR THE LEARNER, CONTENT 
OUTLINE, AND SUGGESTED LEARNING ACTIVITIES. 
(AW) 



VT 014 642 ED 057 257 
ABSTRACTS OF INSTRUCTIONAL MATERIALS IN 
VOCATIONAL AND TECHNICAL EDUCATION AND 
ABSTRACTS OF RESEARCH AND RELATED MATERIALS 
IN VOCATIONAL AND TECHNICAL EDUCATION. ANNUAL 
INDEX 1970-71. 

OHIO STATE UNIV., COLUMBUS. CENTER FOR 
VOCATIONAL ANU TECHNICAL EDUCATION. 

OFFICE OF EDUCATION ( DHEW) , WASHINGTON, O.C. 
L ; DRS PRICE MF — $0 .65 HC-S26.32. 



CENTER FUR VOCATIONAL ANO 
EDUCATION, 1900 KENNY ROAD 
43210 (QUARTERLY, ONE YEAR 
$18.00) 

PUB DATE - 71 701P. 



TECHNICAL 
, COLUMBUS 
$ 11 . 00 ; 1 



, OHIO 
WO YEARS 



DESCRIPTORS - * INSTRUCTIONAL MATERIALS; 
♦INDEXES (LOCATERS); ♦VOCATIONAL EDUCATION; 
♦EDUCATIONAL RESEARCH; TECHNICAL EDUCATION; 
CLEARINGHOUSES; RESOURCE MATERIALS; 
♦BIBLIOGRAPHIES; RESEARCH MATERIALS; 
INFORMATION STORAGE; INFORMATION RETRIEVAL 



ABSTRACT - THIS PUBLICATION PROVIDES COMBINED 
CUMULATIVE INDEXES TO THE FIVE ISSUES OF 
"ABSTRACTS UF INSTRUCTIONAL MATERIALS IN 
VOCATIONAL ANO TECHNICAL EDUCATION" (AIM) AND 
"ABSTRACTS OF RESEARCH AND RELATED MATERIALS 
IN VOCATIONAL AND TECHNICAL EDUCATION" (ARM) 
PUBLISHED FALL 1970-FALL 1971. RESEARCHERS, 
SUPERVISURS, TEACHER EDUCATORS, EDUCATION 
SPECIALISTS, ADMINISTRATORS, AND TEACHERS MAY 
USE THIS DOCUMENT AS A TOOL IN SEARCHING BY 
AUTHOR UR BY SUBJECT FOR MATERIALS ACQUIRED 
AND PROCESSED BY THE EDUCATIONAL RESOURCES 
INFORMATION CENTER (ERIC) CLEARINGHOUSE ON 
VOCATIONAL AND TECHNICAL EDUCATION. SECTIONS 
INCLUDE: (1) SUBJECT INDEX, (2) PERSONAL AND 
INSTITUTIONAL AUTHORS INDEX, AND (3) 
CONVERSION OF DOCUMENT NUMBER INDEX 
CUMULATIVE FOR AIM AND ARM FROM FALL 1967 
THROUGH FALL 1971. WITHIN THE FIRST TWO 
SECTIONS, MATERIALS ARE LISTED BY VT 
IDENTIFICATION NUMBER INCLUDING THE TITLE, 

AND GIVE THE LOCATION OF THE FULL ABSTRACT IN 
AIM, ARM, UR IF APPLICABLE, "RESEARCH IN 
EDUCATION" (RIE). (CD) 



VT 014 650 

PARADY, W. HAROLD, AND OTHERS 

ELECTRIC MOTORS — SELECTION, PROTECTION, AND 

DRIVES. 

AMERICAN ASSOCIATION FOR VOCATIONAL 
INSTRUCTIONAL MATERIALS, ATHENS, GA. 

MF AVAILABLE IN VT-ERIC SET. 

AMERICAN ASSOCIATION FOR VOCATIONAL 
INSTRUCTIONAL MATERIALS,. ENGINEERING CENTER, 
ATHENS, GEORGIA 30601 ($2.60) 

PUB DATE - JAN72 53P. 



DESCRIPTORS - *MANUALS; +TRADE AND INDUSTRIAL 
EDUCATION; ♦GUIDES; ♦ELECTRIC MOTORS; 
INSTRUCTIONAL MATERIALS; ♦CONSUMER EDUCATION; 

electricity; kinetics 

ABSTRACT - DEVELOPED BY THE AMERICAN 
ASSOCIATION FOR VOCATIONAL INSTRUCTIONAL 
MATERIALS, 1HIS MANUAL IS DESIGNED TO HELP 
PERSONS SELECT THE ELECTRIC MOTOR THAT IS 
BEST SUITED TO DRIVE SPECIFIED EQUIPMENT. 
UNDER THE SELECTION OF ELECTRIC MOTORS 
ATTENTION IS GIVEN TO MOTOR SPEED AND DUTY, 
AND TYPES OF BEARINGS, ENCLOSURES AND 
MOUNTING. UNITS ARE PRESENTED ON SELECTING 
MOTOR DRIVES AND DETERMINING DRIVE SIZES. AN 
ALPHABETICAL INDEX ANO A LIST OF COMPANION 
PUBLICATIONS AND VISUALS ARE INCLUDED. 
EXTENSIVE ILLUSTRATIONS ARE PROVIDED BY COLOR 
PICTURES AND LINE DRAWINGS. (GEB) 
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DRIVER AND TRAFFIC SAFETY EDUCATION 
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MANKATO INDEPENDENT SCHOOL DISTRICT 77, MINN. 
MF AVAILABLE IN VT-ERIC SET. 

INDEPENDENT SCHOOL DISTRICT 77, 51 PARK LANE, 
MANKATO, MINNESOTA 56001 ($4,001 
PUB DATE - 70 219P. 

DLSCKIPTURS - *URiVER EDUCATION; ^TRAFFIC 
SAFETY? ^CURRICULUM GUIDES; ♦PROGRAM 
DESCRIPTIONS; SIMULATION; INSTRUCTIONAL 
MATERIALS; *TEAoHlNG guides ; REFERENCE 
MATFRIALS; RESOURCE MATERIALS; S ECONO ARY 
GRADES 



ABSTRACT - DEVELOPED BY A CURRICULUM 
COMMITTEE, THIS CURRICULUM GUIDE WAS WRITTEN 
TU PROVIDE AN UNDERSTANDING OF THE ELEMENTS 
OF A CUMPREHENSI VE 4-PHASE PROGRAM AND TO 
PROVIDE A GUIDE FUR TEACHERS, SUPERVISORS, 

AND ADMINISTRATORS IN THE ORGANIZATION, 
ADMINISTRATION, AND PLANNING OF SUCH A 
PROGRAM. THE PROGRAM IS DESIGNED FOR 55- 
MINUTE PERIODS FOR 60 DAYS WITH 12 STUDENTS 
PER CLASSROOM GROUP. THE GUIDE CONSISTS OF: 

(II A PART THAT DEVELOPS THE CLASSROOM PHASE 
OF DRIVER EDUCATION, (2) ONE THAT PRESENTS 
THE CORRELATION OF CLASSROOM, SIMULATION, AND 
ON-STREET PHASES OF THE PROGRAM, ANO (3) A 
PART 1 HA T PRESENTS THE LABORATORY PHASE. EACH 
PART CONTAINS CONCEPTS, BEHAVIORAL 
OBJECTIVES, SUGGESTED LEARNING ACTIVITIES AND 
RESOURCES, RECOMMENDED TEXT AND REFERENCE 
BOOKS, SUGGESTED AUDIO-VISUAL MATERIALS, AND 
A SPACE FUR TEACHER'S COMMENTS. A SAMPLE 
LETTER TO PARENTS, A SIMULATION RECORO CARO, 

A BIBLIOGRAPHY, AND SOURCES FOR FILMS, 
FILMSTRIPS AND TRANSPARENCIES ARE APPENOED. 
(GEB) 



VT 014 661 

CURRICULUM GUIOE FOR STUOENTS WITH SPECIAL 
NEEDS IN CIVIC EDUCATION. 



VT 014 662 

CURRICULUM GUIDE FOR STUDENTS WITH SPECIAL 
NEEDS IN COMMUNICATIONS. 



BELLEVUE PUBLIC SChOOLS, NEBR. 

MF AVAILABLE IN VT-ERIC SET. 

BELLEVUE PUBLIC SCHOOLS, DEPARTMENT OF 
CURRICULUM AND INSTRUCTION, BOX 458, 
BELLEVUE, NEBRASKA 68005 ($1.50) 

PUB DATE - AUG70 22P. 



DESCRIPTORS - ♦VOCATIONAL EDUCATIUN; 
COMMUNICATIONS; * INFORMAT ION SCIENCE; 
♦CURRICULUM GUIDES; ♦DISADVANTAGED YOUTH; 
SECONDARY GRADES; WRITING SKILLS; READING 
INSTRUCTION; ♦RESOURCE MATERIALS; 

OCCUPATIONAL INFORMATION; OCCUPATIONAL 
GUIDANCE 

ABSTRACT - PREPAREO FOR LOCAL SCHOOLS, THIS 
CURRICULUM GUIDE IS FOR INSTRUCTOR USE IN 
TEACHING COMMUNICATIONS TO STUOENTS WITH 
SPECIAL NEEDS. THIS COURSE, DESIGNED FOR 
GRADE LEVELS 9-12, SHOULD EQUIP STUDENTS FOR 
USEFUL EMPLOYMENT, IT SHOULD DEVELOP 
ABILITIES, ATTITUDES, WORK HABITS, AND 
APPRECIATIONS WHICH CONTRIBUTE TO A 
SATISFYING AND PRODUCTIVE LIFE, AND 
CONTRIBUTE TO STUDENTS' GENERAL EDUCATION 
NEEDS. INCLUDEO IN THE 25 UNITS, ARE TGPICS 
SUCH AS: (i) LISTENING, (2) LIBRARY, (3) THE 
FRAMEWORK OF EFFECTIVE COMMUNICATIONS, (4) 
BECOMING A SUCCESSFUL WORKER, (5) PREPARING 
FOR THE WORLD OF WORK, (6) WRITING 
CRAFTSMANSHIP, (7) READING FOR EMPLOYMENT AND 
ENJUYMENT , (8) VERBAL COMMUNICATION, (9) 
TELEPHONE/TELEGRAPH COMMUNICATION, ANO (10) 
TURNER SERIES. EACH UNIT CONTAINS OBJECTIVES, 
SUGGESTED TOPICS, AND SUGGESTEO LEARNING 
ACTIVITIES AND RESOURCES. SUGGESTEO SOURCES 
OF SPEAKERS IN THE BELLEVUE AREA ARE 
INCLUDEO. (GEB) 



BELLEVUE PUBLIC SCHOOLS, NEBR. 

MF AVAILABLE IN VT-ERIC SET. 

BELLEVUE PUBLIC SCHOOLS, DEPARTMENT OF 
CURRICULUM AND INSTRUCTION, BOX 458, 
BELLEVUE, NEBRASKA 68005 ($1.50) 

PUB DATE - AUG 70 23P. 

DESCRIPTORS - ♦CIVICS? ♦CURRICULUM GUIOES; 
♦DISADVANTAGED YOUTH; ♦VOCATIONAL EOUCATION; 
COURSE CONTENT; COMMUNITY SERVICES; 
OCCUPATIONAL INFORMATION; OCCUPATIONAL 
GUIDANCE; GOVERNMENT ROLE 



VT 014 663 
VANOERFORD, OALE V. 

PHILOSOPHY ANO COURSE OUTLINE FOR 
0 1 SADVANT AGEO STUDENTS IN VOCATIONAL TRADE 
ANO INDUSTRY. 

BELLEVUE PUBLIC SCHOOLS, NEBR. 

MF AVAILABLE IN VT-ERIC SET. 

BELLEVUE PUBLIC SCHOOLS,. DEPARTMENT OF 
CURRICULUM ANO INSTRUCTION, BOX 458, 
BELLEVUE, NEBRASKA 68005 ($1.50) 

PUB OATE - AUG70 19Pw 



ABSTRACT - DEVELOPED WITHIN A LOCAL SCHOOL 
PROGRAM, THIS CURRICULUM GUIOE IS OESIGNEO TO 
ASSIST INSTRUCTORS IN TEACHING CIVIC 
EDUCATION TO STUOENTS WITH SPECIAL NEEOS. 
CONTENTS INCLUOE UNITS ON: (I) FOREIGN 
AFFAIRS, (2) FINANCES, (3) STATE ANO NATIONAL 
POLICY MAKERS, (4) RACIAL QUESTIONS, (5) 
BUSINESS WORLO, (6) DRUGS, (7) THE NEW 
GENERATION, (8) RECREATION, (9) PROPAGANDA, 
(10) PRESSURE GROUPS, (11) CRIME, (12) 
ECONOMICS, (13) LABOR UNIONS, ANO (14) 
JUDICIAL BRANCH. EACH UNIT, OIVIOED INTO A 3- 
COLUMN FORMAT, CONTAINS STATED OBJECTIVES, 

AND SUGGESTED TOPICS, AND ACTIVITIES ANO 
MATERIALS. (GEB) 



DESCRIPTORS - ♦TRAOE AND INDUSTRIAL 
EOUCATION; INDUSTRIAL ARTS; ♦CURRICULUM 
GUIOES; AUTO MECHANICS; METALS; WOODWORKING; 
MATHEMATICS; ENGLISH; #01 S AO V ANT AGED YOUTH; 
♦EOUCATIONAL PHILOSOPHY; OCCUPATIONAL 
GUIDANCE; COURSE CONTENT; OCCUPATIONAL 
INFORMATION 



ABSTRACT - OEVELOPEO AS RECOMMENDATIONS TO A 
PLANNING COMMITTEE, THIS CURRICULUM GUIOE IS 
OESIGNEO TO AIO INSTRUCTORS IN TEACHING 



VOCATIONAL TRAOE ANO INOUSTRY TO 
OISAOVANT AGEO STUOENTS. IT IS SUGGESTEO THAT 
THESE ACTIVITIES BE USED WITH RELATIVELY 
SMALL CLASSES IN THE AREAS OF INDUSTRIAL ARTS 
ANO VOCATIONAL EOUCATION. CONTENTS INCLUDE A 
SUGGESTEO OUTLINE FOR TEACHING WOODWORKING, 
AUTO MECHANICS, ANO METAL WORKING PLUS 
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RECOMMENDATIONS TO THE 
MATHEMATICS DEPARTMENTS 
INCLUOE: (1) PREREOUISI 
OPPORTUNITIES AVAILABLE 
SUGGESTED ACTIVITIES. A 
INCLlJOED. { GEB ) 



ENGLISH ANO 
. THE OUTLINES 
TES, (2) JOB 
TO STUOENTS, ANO (3) 
BIBLIOGRAPHY IS 



VT 0 1 A 666 

VOCATIONAL YOUTh ORGANIZATIONS IN DELAWARE. 
AN INTEGRAL PART OF VOCATIONAL EDUCATION 
PROGRAMS. 



DELAWARE STATE OEPT. OF PUBLIC INSTRUCTION, 
DOVER. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - APR71 40P. 

DESCRIPTORS - ^VOCATIONAL EDUCATION; ^STUDENT 
ORGANIZATIONS; ^TEACHING METHOOS; 
*COCURRICULAR ACTIVITIES; *YOUTH CLUBS 
IDENTIFIERS - FUTURE FARMERS OF AMERICA; FF A; 
FUTURE HOMEMAKERS DF AMERICA; F HA ; 
DISTRIBUTIVE EDUCATION CLUBS OF AMERICA; 

DECA; VOCATIONAL INDUSTRIAL CLUBS OF AMERICA; 
VICA; DELAWARE BUSINESS CLUBS; OBC 



ABSTRACT - YOUTH ORGANIZATIONS IN VOCATIONAL 
EUUCATI ON PROVIOE OPPORTUNITIES FOR 
DEVELOPING A FEELING OF BELONGINGNESS ANO 
PRIDE IN STUDENTS, INTERPRETING VOCATIONAL 
EDUCATION TO OTHERS, ANO IMPROVING THE PUBLIC 
IMAGE OF VOCATIONAL EDUCATION. THIS 
PUBLICATION DISCUSSES THE BENEFITS AND ROLE 
OF STUDENT ORGANIZATIONS ANO UTILIZING AND 
IMPLEMENTING THE ORGANIZATIONS AS A METHOD OF 
INSTRUCTION. THE BOOKLET ALSO PRESENTS 
DESCRIPTIONS OF THE FOLLOWING STUOENT 
ORGANIZATIONS: (1) FUTURE FARMERS OF AMERICA, 

(2) DISTRIBUTIVE EDUCATION CLUBS OF AMERICA, 

(3) VOCATIUNAL INDUSTRIAL CLUBS OF AMERICA, 

I A) DELAWARE BUSINESS CLUBS, ANO (5) FUTURE 
HOMEMAKERS OF AMERICA. SOURCES OF ADDITIONAL 
INFORMATION ARE INCLUDEO. (SB) 



VT 0 1 A 669 

A RESOURCE BULLETIN FOR HOME ECONOMICS- 
LIVING IN THE HOME. A RESOURCE GUIDE FOR HOME 
ECONOMICS TEACHERS. 

BALTIMORE COUNTY BOARD OF EDUCATION, TOWSON, 
MD. 

MF AVAILABLE IN VT-ERIC SET. 

BOARD OF EDUCATION OF BALTIMORE COUNTY, 
TOWSON, MARYLAND 2I20A ($7.00) 

PUB DATE - 70 230P. 



CONTAINS EOUCAT IONAL GOALS AND SUGGESTIONS 
FOR: (1) CONSTRUCTING UNIT AND LESSON PLANS, 
(2) CONDUCTING STUOY-READ I NG , DISCUSSION, AND 
LABORATORY LESSONS, (3) PRESENTING 
DEMONSTRATIONS, (A) USING PUPIL REPORTS ANO 
EVALUATING STUDENT PROGRESS, AND (5) VISUAL 
AIDS. RELATEO GUIOES ARE AVAILABLE AS VT OLA 
670 AND VT 014 671 IN THIS ISSUE. (SB) 



VT 01 A 670 

A RESOURCE BULLETIN FOR HOME ECONOMICS — GRACE 
8. A RESOURCE GUIDE FOR HOME ECONOMICS 
TEACHERS. 

BALTIMORE COUNTY BOA^D OF EDUCATION, TOWSON, 
MO. 

MF AVAILABLE IN VT-ERIC SET. 

BOARD OF EDUCATION OF BALTIMORE COUNTY, 
TOWSON, MARYLAND 2120A ($5.00) 

PUB DATE - JUN70 158P. 

DESCRIPTORS - *HOMEMAKING EDUCATION; *FAMILY 
LIFE EDUCATION; *RESOURCE GUIDES; HOME 
ECONOMICS EDUCATION; EDUCATIONAL RESOURCES; 
GRADE 8; CURRICULUM GUIOES; LEARNING 
ACTIV IT IE S 

ABSTRACT - PREPARED BY A COMMITTEE OF HOME 
ECONOMICS TEACHERS, THIS TEACHER' S RESOURCE 
GUIDE CONTAINS UNITS IN THESE EIGHTH GRAOE 
INSTRUCTIONAL AREAS: (1) FOODS AND NUTRITIi.*', 
(2) CLOTHING ANO TEXTILES, 13) PERSONAL 
GROOMING, (4) PERSONAL, FAMILY, AND SOCIAL 
RELATIONSHIPS, ANO (5) CREATIVE HOMEMAKING. 
EACH INSTRUCTIONAL AREA CONTAINS A 
DESCRIPTION, GENERALIZATIONS, BIBLIOGRAPHY, 
AND A SUBJECT MATTER OUTLINE WITH 
ACCOMPANYING LEARNING ACTIVITIES ANO 
RESOURCES. AN INTRODUCTORY SECTION CONTAINS 
EDUCATIONAL GOALS, COMPETENCIES NEEOED BY 
AOOLESCENTS, NATURE OF EIGHTH AND NINTH GRADE 
HOME ECONOMICS, TIME ALLOTMENTS, AND 
SUGGESTIONS FOR: (1) CONSTRUCTING UNIT ANO 

LESSON PLANS, (2) CONDUCTING STUDY-READING, 

0 I SCUSS ION , AND LABORATORY LESSONS, (3) 
PRESENTING DEMONSTRATIONS, (4) USING PUPIL 
REPORTS ANU EVALUATING PUPIL PROGRESS, AND 
(5) VISUAL AIDS. RELATED GUIOES ARE AVAILABLE 
AS VT 014 669 ANO VT 014 671 IN THIS ISSUE. 

( SB) 



VT 014 671 

A RESOURCE bULLETIN FOR HOME ECONOMICS — GRACE 
9. A RESOURCE GUIOE FOR HOME ECONOMICS 
TEACHERS. 



DESCRIPTORS - *HOMEMAKI NG EDUCATION; ^FAMILY 
LIFE EDUCATION; CONSUMER EDUCATION; HOME 
ECONOMICS EDUCATION; HUMAN DEVELOPMENT; SEX 
EDUCATION; HOUSING; INTERIOR DESIGN; 
^RESOURCE GUIDES; CURRICULUM GUIDES; 
EDUCATIONAL RESOURCES; LEARNING ACTIVITIES 



BALTIMORE COUNTY 30ARD OF EDUCATION, TOWSON, 
MO. 

MF AVAILABLE IN VT-ERIC SET. 

BOARD OF EDUCATION OF BALTIMORE COUNTY, 
TOWSON, MARYLAND 21204 ($5.00) 

PUB DATE - 70 162P. 



ABSTRACT - PREPARED BY A COMMITTEE OF HOME 
ECONOMICS TEACHERS, THIS TEACHER'S RESOURCE 
GUIDE CONTAINS THESE FAMILY LIVING UNITS: ( 1) 
HUMAN DEVELOPMENT AND THE FAMILY, (2) 

CONSUMER EDUCATION AND THE FAMILY, ANO (3) 
HOUSING ANO INTERIOR DECORATION. UNITS 
CONTAIN A BRIEF DESCRIPTION, GENERALIZATIONS 
AND CONCEPTS, BIBLIOGRAPHY, AND CONTENT 
OUTLINE WITH ACCOMPANYING LEARNING ACTIVITIES 
AND RESOURCES. AN INTRODUCTORY SECTION 



DESCRIPTORS - *HOMEMAKING EDUCATION; ^FAMILY 
LIFE EDUCATION; *RESOURCE GUIDES; HOME 
ECONOMICS EOUCATION; EDUCATIONAL RESOURCES; 
GRADE 9; CURRICULUM GUIDES; LEARNING 
ACTIVITIES 

ABSTRACT - PREPAREO BY A COMMITTEE OF HOME 
ECONOMICS TEACHERS, THIS TEACHER'S RESOURCE 
GUIDE CONTAINS UNITS IN THESE NINTH GRADE 
INSTRUCTIONAL AREAS: (1) FOOOS AND NUTRITION, 
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(2) TEXTILES AND CLOTHING, (3) CHILD 
DEVELOPMENT, (A) FAMILY HEALTH, AND (5) 
CAREERS IN HOME ECONOMICS. EACH INSTRUCTIONAL 
AREA CONTAINS A DESCRIPTION, GENERALIZATIONS, 
B I i3 L I UGKAPHY , AND A SUBJECT MATTER OUTLINE 
WITH ACCOMPANYING LEARNING ACTIVITIES ANO 
RESOURCES. AN INTRODUCTORY SECTION CONTAINS 
EOUC ATIONAL GOALS, COMPETENCIES NEEDED BY 
ADOLESCENTS, NATURE DF EIGHTH AND NINTH GRADE 
HOME ECONOMICS, TIME ALLOTMENTS, AND 
SUGGESTIONS FOR: (1) CONSTRUCTING UNIT AND 
LESSON PLANS, (2) CONDUCTING STUDY-READING, 
DISCUSSION, AND LABORATORY LESSONS, (3) 
PRESENTING DEMONSTRATIONS, (4) USING PUPIL 
REPORTS AND EVALUATING PUPIL PROGRESS, AND 
(5) VISUAL AIDS. RELATED GUIDES ARE AVAILABLE 
AS VT 014 669 AND VT 014 670 IN THIS ISSUE. 

( SB) 



VT 014 674 

SHIELDS, JAMES T.; NEUDAHL, H. KENNETH 
WILDLIFE CONSERVATION GUIDE FOR MINNESOTA F FA 
CHAPTER ADVISERS AND MEMBERS. 

MINNESOTA FUTURE FARMERS OF AMERICA. 

MINNESOTA STATE DEPT. OF EDUCATION, ST. PAUL. 
DIV. OF VOCATIONAL AND TECHNICAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - JON? 1 32P. 

DESCRIPTORS - ♦VOCATIONAL AGRICULTURE; 
AGRICULTURAL EDUCATION; *WI L CL I FE MANAGEMENT; 
ANIMAL SCIENCE; COCURRICULAR ACTIVITIES; 
♦STUDENT PROJECTS; ^STUDENT ORGANIZATIONS; 
BIBLIOGRAPHIES 

IDENTIFIERS - ♦FUTURE FARMERS OF AMERICA; FFA 

ABSTRACT - DESIGNED FOR USE BY FUTURE FARMERS 
OF AMERICA CLUB MEMBERS, THIS BOOKLET 
OUTLINES PROJECTS THAT WILL INCREASE WILOLIFE 
ON FARM LAND AND HELP RURAL YOUTH TO BETTER 
UNDERSTAND WILDLIFE HABITAT REQUIREMENTS. 
CONTENTS ARE OUTLINED ACCORDING TO THESE 
BASIC STEPS: ID DETERMINING THE TYPES OF 
GAME BIRDS OR ANIMALS THE LAND IS BEST SUITED 
TO PRODUCE, (2) STUDYING THE LIFE 
REQUIREMENTS OF THE SPECIES SELECTED FOR 
MANAGEMENT, ( 3 ) PREPARING A HABITAT MAP OF 
THE AREA, (4) MAKING A GENERAL INVENTORY OF 
THE GAME SPECIES ON THE AREA, (5) DETERMINING 
WHICH UF THE BASIC REQUIREMENTS OF THE 
SPECIES SELECTED IS LACKING OR IN NEED OF 
IMPROVEMENT, AND (6) DESIGNING PROJECTS THAT 
WILL IMPROVE THE WILDLIFE HABITAT AND 
INCREASE THE NUMBER OF GAME BIRDS OR ANIMALS. 
PROJECTS ARE INCLUDED FOR PHEASANT, PRAIRIE 
GROUSE, WATERFOWL, AND DEER ANO RUFFED 
GROUSE. THE BOOKLET IS ILLUSTRATED WITH 
PHOTOGRAPHS AND LINE DRAWINGS AND A 
BIBLIOGRAPHY IS INCLUDED. (SB) 



VT 014 678 ED 058 462 
A DESCRIPTION AND SOURCE LISTING OF 
CURRICULUM MATERIALS IN AGRICULTURAL 
EDUCATION, 1971-1972. 

AMERICAN VOCATIONAL ASSOCIATION, WASHINGTON, 
D.C. AGRICULTURAL EDUCATION DIV. 

EDRS PRICE MF— $0.65 HC-S3.29. 

VOCATIONAL AGRICULTURE SERVICE, 434 MUMFORD 
HALL, URBANA, ILLINOIS 61801 
PUB DATE - 71 27P. 

> :• o 



DESCRIPTORS - * AGR ICULTUR AL EDUCATION; 
♦ANNOTATED BIBLIOGRAPHIES; ♦INSTRUCTIONAL 
MATERIALS; ♦INFORMATION SOURCES; ♦RESOURCE 
MATERIALS; AGRICULTURAL ENGINEERING; ANIMAL 
SCIENCE; SOIL SCIENCE; HORTICULTURE; 

FORESTRY; FIELD CROPS; AGRICULTURAL 
OCCUPATIONS; PESTICIDES; DISEASES; AGRONOMY; 
FARM MANAGEMENT 

ABSTRACT - MEMBERS OF THE CURRICULUM 
MATERIALS COMMITTEE COLLECT MATERIALS 
A VAILAbl E TO THEM PRIOR TO EACH AMERICAN 
VOCATIONAL ASSOCIATION MEETING. THE RESULTING 
BIBLIOGRAPHY CONTAINS CURRENT, NON-COMMERCIAL 
MATERIALS DEVELOPED BY PERSONS IN VOCATIONAL 
EDUCATION IN AGRICULTURE FUR USE IN THAT 
HELD, BUT OF INTEREST BEYOND THE STATE IN 
WHICH IT WAS DEVELOPED. VOCATIONAL 
AGRICULTURE TEACHERS, AGRICULTURAL 
SUPERVISORS, AND AGRICULTURAL TEACHER 
EDUCATORS SHOULD FIND IT USEFUL. THIS 1971-72 
ANNOTATED BIBLIOGRAPHY PRESENTS 169 
REFERENCES CLASSIFIED ACCORDING TO THE AGDEX 
FILING SYSTEM. SUBJECTS COVERED ARE: (1) 

FIELD CROPS, (2) HORTICULTURE, (3) FORESTRY, 
(4) ANIMAL SCIENCE, (5) SOILS, (6) DISEASES 
AND PESTS, (7) AGRICULTURAL ENGINEERING, (8) 
AGRICULTURAL ECONOMICS, (9) AGRICULTURAL 
OCCUPATIONS, AND (10) PROFESSIONAL. (AW) 



VT 014 697 ED 059 382 
CURRICULUM GUIDE FOR FOOD SERVICE 
OCCUPATIONS. 

DREGON STATE BOARD OF EOUCATION, SALEM. DIV. 
UF COMMUN 11 Y COLLEGES AND CAREER EOUCATION. 
DOCUMENT NOT AVAILABLE FROM EDRS. 

OREGON BOARD OF EDUCATION, 942 LANCASTER 
DRIVE, NE, SALEM, OREGON 97310 ($2.50) 

PUB DATE - MAY70 210P. 

DESCRIPTORS - ♦FOOD SERVICE OCCUPATIONS; 
♦STATE CURRICULUM GUIDES; ♦OCCUPATIONAL 
INFORMATION; OCCUPATIONAL GUIDANCE; ♦CAREER 
EDUCATION; INSTRUCTIONAL MATERIALS; REFERENCE 
MATERIALS; EQUIPMENT; BIBLIOGRAPHIES; 
SECONDARY EDUCATION; OCCUPATIONAL CLUSTERS; 
♦LEARNING ACTIVITIES; HUMAN RELATIONS; 
SANITATION; SAFETY; FOOD PROCESSING 
OCCUPAT IONS 

IDENTIFIERS - THE OREGON WAY 

ABSTRACT - DEVELOPED BY CURRICULUM 
SPECIALISTS ASSISTED BY AN ADVISORY 
COMMITTEE, THIS CURRICULUM GUIDE OUTLINES THE 
BASIC SKILLS AND KNOWLEDGE NECESSARY FOR 
ENTRY-LEVEL COMPETENCIES IN THE BROAD FIELD 
OF FOOD SERVICE OCCUPATIONS, OR FOR ENTRY 
INTO POST-HIGH SCHOOL PROGRAMS FOR ADVANCED 
WORK. OESIGNED FOR USE IN GRADES 11 AND 12, 
THE GUIDE IS ONE OF SEVERAL DEVELOPED FDR 
OREGON'S NEW APPROACH TO SECONDARY EDUCATION 
CALLED "THE OREGON WAY," A PROGRAM BASED ON 
THE ASSUMPTIONS THAT SECONDARY SCHOOLS SHOULD 
BE PREPARATORY FOR ALL STUDENTS, ANO THAT A 
PREPARATORY PROGRAM TIES THE CURRICULUM TO 
THE LIVES OF STUDENTS. THE FOOD SERVICE 
OCCUPATIONS CLUSTER CURRICULUM IS BASED ON A 
SURVEY OF OREGON'S PRESENT AND PROJECTED 
NCMS AND AN ANALYSIS OF JOB TITLES. 

FOL.. OWING THE OCCUPATIONAL AND INSTRUCTIONAL 
DATA ANO CURRICULUM SUGGESTIONS, OUTLINES ARE 
PROVIDEO FOR EIGHT UNITS, EACH INCLUDING 
OBJECTIVES, SUBCONCEPTS AND CONTENT OUTLINES* 
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SUGGESTED LEARNING ACTIVITIES, AND EVALUATION 
AND GENERALIZATION SUGGESTIONS. A LIST OF JOB 
DESCRIPTIONS, EQUIPMENT NEE OS , A 
BIBLIOGRAPHY, AND SUGGESTED TEACHING AIDS ARE 
APPENDED. (GEB) 



VT 014 698 ED 060 197 

CURRICULUM GUIOE FOR CLERICAL OCCUPATIONS. 

OREGON STATE BOARD OF EDUCATION, SALEM. DIV. 
OF COMMUNITY COLLEGES AND CAREER EOUCATION. 
OOCUMENT NOT AVAILABLE FROM EORS. 

OREGON BOARD OF EDUCATION, 942 LANCASTER 
ORIVE, NE, SALEM, OREGON 97310 ($2,501 
PUB DATE - 71 138P. 

DESCRIPTORS - ♦BUSINESS EDUCATION; ♦OFFICE 
OCCUPATIONS EDUCATION; *CURR I CULUM GUIDES; 
SECONDARY EDUCATION; ♦ PROGRAM GUIDES; ENTRY 
WORKERS; ♦OCCUP AT IONAL CLUSTERS; CLERICAL 
OCCUPATIONS; RESOURCE MATERIALS; GR AO E 11; 
GRADE 12 

IDENTIFIERS - THE OREGON WAY 

ABSTRACT - OREGON IS EMBARKING ON A N EW 
APPROACH TO SECONDARY EDUCATION AND THIS 
CLERICAL OCCUPATIONS CURRICULUM GUIOE WAS 
PREPARED TO ASSIST CURRICULUM SPECIALISTS IN 
DEVELOPING INSTRUCTIONAL MATERIALS FOR GRADE 
11 AND 12 VOCATIONAL PROGRAMS. DEVELOPED IN 
CONSULTATION WITH REPRESENTATIVES OF INDUSTRY 
AND EDUCATION, THE GUIDE MAKES USE OF THE 
CLUSTER CONCEPT, MANPOWER DATA, THE 
DICTIONARY OF OCCUPATIONAL TITLES, BEHAVIORAL 
OBJECTIVES, AND SUGGESTED LEARNING 
ACTIVITIES. INCLUDED IN TABLE FORMAT ARE 
INSTRUCTIONAL SPECIFICATIONS FOR DEVELOPING 
ENTRY LEVEL SKILLS IN: (1) TYPEWRITING, (2) 
RECEPTIONING, (3) MAIL HANDLING, (4) FILING, 
(5) MONEY HANDLING, (6) RECORDKEEPING, (7) 
BUSINESS AND OFFICE MACHINES, AND (8) 

BUSINESS COMMUNICATIONS. INCLUDED IN THE 
APPENDIX IS INFORMATION ON A MODEL OFFICE, 

JOB APPLICATION, EQUIPMENT NEEDS, ANO STATE- 
ADOPTED TEXTBOOKS. (JS) 



VT 014 699 ED 059 383 
CURRICULUM GUIDE FOR AGRICULTURE. 



OREGON STATE BOARD OF EDUCATION, SALE 
OF COMMUNITY COLLEGES AND CAREER EDUC 
DOCUMENT NOT AVAILABLE FROM EDRS. 
OREGON BOARD OF EDUCATION, 942 LANCAS 
ORIVE, NE, SALEM, OREGON 97310 ($2,50 
PUB DATE - MAR70 156P. 



M. DIV. 
AT ION. 

TER 

) 



DESCRIPTORS - ♦ AGRI CULTURAL EOUCATION; ESTATE 
CURRICULUM GUIDES; ♦OCCUP AT IONAL INFORMATION; 
♦LEARNING ACTIVITIES; OCCUPATIONAL CLUSTERS; 
♦CAREER EDUCATION; OCCUPATIONAL GUIOANCE; 
SECONDARY EOUCATION; INSTRUCTIONAL MATERIALS; 
CLUSTER ANALYSIS; BEHAVIORAL OBJECTIVES; 
ANIMAL SCIENCE; PLANT SCIENCE; FARM MECHANICS 
(OCCUPATIONS); LEADERSHIP TRAINING; SOIL 
SCIENCE 

IDENTIFIERS - THE OREGON WAY 

ADS I RAC 1 - DEVELOPEO THROUGH A COOPERATIVE 
EFFORT BY INDUSTRY AND EDUCATION, THIS 
CURRICULUM GUIDE OUTLINES THE BASIC KNOWLEDGE 
AND SKILLS NECESSARY FDR ENTRY-LEVEL 
COMPETENCIES IN THE BROAD FIELD OF 
AGRICULTURE, OR FOR ENTRANCE INTO A POST-HIGH 

o 



SCHOOL PROGRAM. THIS GUIDE IS ONE OF vSEVERAL 
OEVELOPEO FOR OREGON'S NEW APPROACH TO 
SECONOARY EOUCATION CALLED "THE OREGON WAY," 
BASEO ON THE ASSUMPTIONS THAT SECONOARY 
SCHOOLS SHOULO BE PREPARATORY FOR ALL 
STUDENTS, AND THAT A PREPARATORY PROGRAM TIES 
THE CURRICULUM TO THE LIVES OF STUDENTS. 
FOLLOWING THE OCCUPATIONAL ANO INSTRUCTIONAL 
OATA ANO CLUSTER CURRICULUM SUGGESTIONS, 
COURSE OUTLINES ARE PROVIDEO FDR: (1) ANIMAL 
SCIENCE, (2) SOIL SCIENCE, (3) PLANT SCIENCE, 
(4) AGRICULTURE MECHANICS, (5) LEADERSHIP 
TRAINING ANO PERSONAL OBVELOPMENT, AND (6) 
AGRICULTURE BUSINESS MANAGEMENT, PLUS A 
SUPPLEMENTARY UNIT ON AGRICULTURAL 
OCCUPATIONS. REQUIRED KNOWLEOGE AND SKILLS, 
BEHAVIORAL OBJECTIVES, AND SUGGESTEO LEARNING 
ACTIVITIES ARE GIVEN FOR EACH UNIT. 
REC0MMENUA1 IOIIS FOR FACILITIES AND EQUIPMENT, 
ANU EVALUATION CRITERIA AND PROCEDURES ARE 
APPENDED. (GEB) 



VT 014 700 ED 059 384 

CURRICULUM GUIOE FOR ELECTRICITY-ELECTRONICS. 



OREGON STATE BOARD OF EDUCATION, SALEM. DIV. 
OF COMMUNITY COLLEGES AND CAREER EDUCATION. 
DOCUMENT NOT AVAILABLE FROM EORS. 

OREGON BOARD OF EDUCATION, 942 LANCASTER 
ORIVE, NE, SALEM, OREGON 97310 ($2.50) 

PUB DATE - SEP69 142P. 



DESCRIPTORS - ♦ELECTRICITY; ♦ELECTRONICS; 
♦CAREER EOUCATION; ♦CURRICULUM GUIUES; 
OCCUPATIONAL INFORMATION; OCCUPATIONAL 
GUIDANCE; CLUSTER ANALYSIS; ♦OCCUPATIONAL 

clusters; learning activities; electric 

CIRCUITS; ELECTROMECHANICAL TECHNOLOGY; 

communications; electrical appliance 

SERVICEMEN; ELECTRICIANS; ELECTRICAL 
OCCUPATIONS; SAFETY EDUCATION; BEHAVIORAL 
OBJECTIVES; REFERENCE MATERIALS 
IDENTIFIERS - THE OREGON WAY 

ABSTRACT - DEVELOPED THROUGH A COOPERATIVE 
EFFORT BY INDUSTRY ANO EDUCATION, THIS 
CURRICULUM GUIDE OUTLINES THE BASIC SKILLS 
AND KNOWLEDGE NECESSARY FOR ENTRY-LEVEL 
COMPETENCIES IN THE BROAD FIELD OF 
ELECTRICITY-ELECTRONICS,. OR FOR ENTRANCE INTO 
AN APPRENTICESHIP, POST-HIGH SCHOOL, OR 
UNIVERSITY PROGRAM. THIS GUIOE IS ONE OF 
SEVERAL DEVELOPED FOR OREGON'S NEW APPROACH 
TO SECONDARY EOUCATION CALLED "THE OREGON 
WAY." THE PROGRAM IS BASED ON THE ASSUMPTIONS 
THAT SECONDARY SCHOOLS SHOULD BE PREPARATORY 
FOR ALL STUDENTS, AND THAT A PREPARATORY 
PROGRAM TIES THE CURRICULUM TO THE LIVES OF 
STUDENTS. AS A RESULT OF ANALYZING OVER 350 
SEPARATE OCCUPATIONS, FIVE KEY CLUSTERS FOR 
ELECTRICITY-ELECTRONICS WERE DERIVED: (1) 

ELECTRONICS ASSEMBLER, (2) ELECTRICAL 
REPAIRMAN, (3) ELECTRICAL APPLIANCE 
SERVICEMAN, (4) ELECTRONICS TECHNICIAN, AND 
(5) ELECTRICIAN. FOLLOWING THE OCCUPATIONAL 
AND INSTRUCTIONAL DATA AND CURRICULUM 
SUGGESTIONS, COURSE OUTLINES ARE PROVIDED 
FOR: (1) CIRCUITRY FUNDAMENTALS, (2) 

ELECTROMECHANICS, AND (3) COMMUNICATIONS. 
REQUIRED KNOWLEOGE, BEHAVIORAL OBJECTIVES, 

AND SUGGESTED LEARNING ACTIVITIES ARE GIVEN 
FOR EACH UNIT. INFORMATION RELATED TO SAFETY 
ANO MAINTENANCE, ANO A LIST OF SUGGESTED 
EQUIPMENT AND FACILITIES ARE APPENDED. (GEB) 
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VT 014 701 ED 
CURRICULUM GUIDE 



059 385 
FUR METALS. 



OREGON STATE 
OF COMMUNITY 
DOCUMENT NOT 
OREGON GUARD 



BOARO OF EOUCATION, SALEM. OIV. 
COLLEGES ANO CAREER EDUCATION. 
AVAILABLE FROM EDRS. 

OF EDUCATION, 942 LANCASTER 



DRIVE, NE, SALEM, UREGON 97310 
PUB DATE - SEP69 181P. 



<$2. 50 ) 



DESCRIPTORS - ♦METALS; ♦CURRICULUM GUIDES; 
♦OCCUPATIONAL INFORMATION; ^CAREER EDUCATION; 
OCCUPATIONAL GUIDANCE; INSTRUCTIONAL 
MATERIALS; CLUSTER ANALYSIS; COMMUNICATIONS; 
SHEET METAL WORKERS; AUTO BODY REPAIRMEN; 
MACHINISTS; WELDERS; REFERENCE MATERIALS; 
SAFETY EOUCATION; EQUIPMENT; LEARNING 
ACTIVITIES; BEHAVIORAL OBJECTIVES; 
♦OCCUPATIONAL CLUSTERS 
IDENTIFIERS - THE OREGON WAY 



COOPERATIVE PART-TIME PROGRAM. FOLLOWING A 
GENERAL COURSE OUTLINE ANO LIST OF REQUIRED 
REFERENCES, CONTENTS ARE OIVIDED INTO FOUR 
COLOR-CGDED SECTIONS, THE FIRST PROVIDING 
ASSIGNMENT AND INFORMATION SHEETS FOR EACH 
UNIT, THE SECLlND CONSISTING UF ANSWER SHEETS 
KEYED TO THE ASSIGNMENT SHEETS, THE THIRD 
MADE UP OF TOPIC TESTS, AND THE FOURTH 
PROVIDING ANSWER SHEETS FOR THE TOPIC TESTS. 
UNITS ARE: (1) INTRODUCTION, (2) FARM 

RECORDS, (3) FARM MACHI NERY— MAI NTENANCE ANO 
OPERATION, ( 4 ) FARM STRUCTURES AND EQUIPMENT, 
(5) CROP SELECTION, (6) LAND PREPARATION, (7) 
FERTILIZERS, (8) IRRIGATION, (9) WEED 
CONTROL, ( 10 ) INSECT ANO PEST CONTROL, (111 
DISEASES AND CONTROL, (12) HARVESTING 
EQUIPMENT, AND (13) MAJOR CROPS. THE MANUAL 
IS ILLUSTRATED WITH NUMEROUS DRAWINGS, 
PHOTOGRAPHS, AND OIAGRAMS. (AW) 



FOR ENTRANCE 
HIGH SCHOLIL, 
CUIOE IS ONE 
OREGON'S NEW 
CALLED 
ON THE 
SHOULD 
THAT A 



ABSTRACT - DEVELOPED THROUGH A COOPERATIVE 
EFFORT BY INDUSTRY ANO EOUCATION, THIS 
CURRICULUM GUIOE OUTLINES THE BASIC SKILLS 
AND KNOWLEDGE NECESSARY FOR ENTRY-LEVEL 
COMPETENCIES IN THE BROAD FIELO OF METALS, OR 
INTO AN APPRENTICESHIP, POST- 
OR UNIVERSITY PROGRAM. THIS 
OF SEVERAL DEVELOPED FOR 
APPROACH TO SECONDARY EDUCATION 
"THE OREGON WAY." THE PROGRAM IS BASED 
ASSUMPTIONS THAT SECONDARY SCHOOLS 
BE PREPARATORY FOR ALL STUOENTS, AND 
PREPARATORY PROGRAM TIES THE 
CURRICULUM TO THE LIVES OF STUDENTS. AS A 
RESULT OF ANALYZING 1,023 SEPARATE 
OCCUPATIONS, FIVE KEY OCCUPATIONAL CLUSTERS 
FOR METALS WERE OERIVEO: (1) FOUNDRY WORKER, 
(2) SHEET METAL WORKER, (3) AUTO BOOY 
REPAIRMAN, (4) WELDER, AND (5) MACHINIST. 
FOLLOWING SOME OCCUPATIONAL ANO INSTRUCTIONAL 
OATA AND CURRICULUM SUGGESTIONS, COURSE 
OUTLINES ARE PROVIDEO FOR: (1) HOT METALS, 

(2) MACHINE PROCESSES, (3) METAL FABRICATION, 
ANO (4) COMMUNICATION. REQUIREO KNOWLEDGE ANO 
SKILLS, BEHAVIORAL OBJECTIVES, AND SUGGESTED 
LEARNING ACTIVITIES ARE GIVEN FOR EACH UNIT. 
INFORMATION DATEO TO SAFETY ANO MAINTENANCE, 
ANO A LIST OF RELATEO TOOLS, EQUIPMENT, AND 
FURNISHINGS ARE APPENOED. (GEB) 



VT 014 708 

COURSE OUTLINE FOR CROP FARM EMPLOYEE. 

TEXAS A AND M UNIV., COLLEGE STATION. DEPT. 

OF AGRICULTURAL EDUCATION. 

TEXAS STATE AOVISORY COMMITTEE FOR THE 
OCCUPATION OF CROP FARM EMPLOYEE. 

MF AVAILABLE IN VT-ERIC SET. 

VOCATIONAL INSTRUCTIONAL SERVICES, TEXAS A 
ANO M UNIVERSITY, F.E. BOX 182, COLLEGE 
STATION, TEXAS 77843 ($8.75) 

PUB DATE - NO 669P. 

DESCRIPTORS - ♦CURRICULUM GUIOES; 
♦AGRICULTURAL PRODUCTION; ♦VOCATIONAL 
AGRICULTURE; SOIL SCIENCE; ♦FIELO CROPS; 
AGRONOMY; HARVESTING; PLANTING; PLANT GROWTH; 
PESTICIDES; PLANT SCIENCE 

ABSTRACT - PREPARED AT THE VOCATIONAL 
INSTRUCTIONAL SERVICES CENTER, THESE 
MATERIALS WERE OESIGNED FOR USE BY STUDENTS 
ENROLLED IN THE VOCATIONAL AGRICULTURE 



VT 014 709 

MORTENSEN, JAMES H.; HOOVER, NORMAN K. 
PRODUCTS FROM OUR FORESTS — THEIR MANUFACTURE 
AND USE. TEACHER'S GUIDE FOR THE STUDENT 
RESOURCE UNIT. 

PENNSYLVANIA STATE UNIV., UNIVERSITY PARK. 
DEPT. OF AGRICULTURAL EOUCATION. 

PENNSYLVANIA FORESTRY ASSOCIATION, 
MECHANICSBURG. 

MF AVAILABLE IN VT-ERIC SET. 

T EAC-EDU-SER-V 1 2-N5T 
PUB OATE - 71 41P 

DESCRIPTORS - ♦AGRICULTURAL EDUCATION; 
FORESTRY; ♦FORESTRY OCCUPATIONS; ♦TEACHING 
GUIDES; ♦RESOURCE MATERIALS; ♦INSTRUCTIONAL 
MATERIALS; HIGH SCHOOL STUDENTS; OCCUPATIONAL 
INFORMATION; OCCUPATIONAL GUIDANCE; 
MANUFACTURING INOUSTRY; LUMBER INOUSTRY 

ABSTRACT - DEVELOPEO BY AGRICULTURAL 
EDUCATION PERSONNEL, THIS TEACHER'S GUIOE, A 
COMPANION TO THE STUDENT'S RESOURCE UNIT, IS 
OESIGNED FOR INSTRUCTOR USE IN PLANNING AND 
TEACHING A UNIT ABOUT FOREST PROOUCTS. 
INTENDEO FOR HIGH SCHOOL STUDENTS IN BOTH 
OCCUPATIONAL ANO GENERAL EDUCATION, PROBLEM 
AREAS ARE PRESENTEO FOR: (1) INTRODUCTION AND 
EMPLOYMENT OPPORTUNITIES, (2) LOGGING, (3) 
PROPERTIES OF WOOD, (4) ROUNDWOOD PROOUCTS, 
(5) PRODUCING LUMBER, (6) VENEER AND PLYWOOD 
PROOUCTS, (7) MANUFACTURING WOOO COMPOSITION 
BOARO, (8) PAPER PRODUCTION, ANO (9) 
MISCELLANEOUS FOREST PRODUCTS. MATERIAL FOR 
EACH AREA CONTAINS STUOENT OBJECTIVES, 
SUGGESTED TEACHER PREPARATION ANO TEACHING- 
LEARNING ACTIVITIES, STUDY QUESTIONS, ANO 
SUGGESTEO RESOURCE MATERIALS. A LIST OF 
AVAILABLE RESOURCE MATERIALS SUCH AS 
PUBLICATIONS, CHARTS, TRANSPARENCIES, FILMS 
ANO SLIOES, AND A UNIT EXAMINATION ARE 
APPENDEO. THE RELATED OOCUMENT, A STUOEHT'S 
RESOURCE UNIT, IS AVAILABLE AS VT 014 710 IN 
THIS ISSUE. (GEB) 



VT 014 710 

MORTENSEN, JAMES H.; ALLISON, RICHARD C. 
PRODUCTS FROM OUR FORESTS — THEIR MANUFACTURE 
AND USE. STUDENT RESOURCE UNIT. 

PENNSYLVANIA STATE UNIV., UNIVERSITY PARK. 
OEPT. OF AGRICULTURAL EOUCATION. 

1 
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PENNSYLVANIA FORESTRY ASSOCIATION, 
MECHANICSBURG. 

MF AVAILABLE IN VT-ERIC SET. 

TEAC-EDU-SER-VI2-N5S 

PUB DATE - 71 98P . 

DESCRIPTORS - *AGRICULTUR AL EDUCATION; 
FORESTRY; ^FORESTRY OCCUPATIONS; *STUDY 
GUIDES; *IN STRUCT IONAL MATERIALS; *TEXTBOOKS; 
HIGH SCHOOL STUDENTS; OCCUPATIONAL 

information; occupational guidance; 

MANUFACTURING INDUSTRY; LUMBER INDUSTRY 



ABSTRACT - DEVELOPED BY AGRICULTURAL 
EDUCATION PERSUNNEL, THIS STUDY GUIDE WAS 



DESIGNED FOR STUOENT USE IN LEARNING ABOUT 
FOREST PRODUCTS BOTH FROM AN OCCUPATIONAL 
POINT OF VIEW AND AS GENERAL EDUCATION. 
PROBLEM AREAS ARE: II) INTRODUCTION AND 
EMPLOYMENT OPPORTUNITIES, (2) LOGGING, (3) 
PROPERTIES OF WOOD, (45 ROUNDWOOD PRODUCTS, 
(5) PRODUCING LUMBER, (6) VENEER AND PLYWOOD 
PRODUCTS, (7) MANUFACTURING WOOO COMPOSITION 
BOARD, 18) PAPER PRODUCTION, ANO 19) 
MISCELLANEOUS FOREST PRODUCTS. RELATED 
INFORMATION AND STUDY QUESTIONS ARE PROVIDED 
FOR EACH PROBLEM AREA. A RELATEO DOCUMENT, 
THE TEACHER'S GUIDE, IS AVAILABLE AS VT 014 
709 IN THIS ISSUE. (GEB) 



VT 014 713 

CURRICULUM GUIDE FOR AGRI-BUSINESS 
OCCUPATIONS IN MINNESOTA. 

STAPLES AREA VOCATIONAL SCHOOL, MINNESOTA. 
MINNESOTA STATE DEPT. OF EDUCATION, ST. PAUL. 
CIV. OF AGRICULTURAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

VOCATIONAL MATERIALS CENTER, STAPLES AREA 
VOCATIONAL SCHOOL, STAPLES, MINNESOTA 56479 
($5.00) 

PUB DATE - ND 38LP.L97L REVISION. 



DESCRIPTORS - #CURR I CULUM GUIDES; ^TEACHING 
GUIDES; ^VOCATIONAL AGRICULTURE; 
♦AGRIBUSINESS; SALESMANSHIP? HUMAN RELATIONS; 
BUSINESS SUBJECTS; SECONOARY GRADES 



ABSTRACT - A REVISION OF AN EARLIER TEACHER'S 
GUIDE, THIS COURSE GUIDE IS DESIGNED TO AID 
VOCATIONAL AGRICULTURE TEACHERS IN PLANNING 
AND PRESENTING AGRI-BUSINESS COURSES ON THE 
HIGH SCHOOL LEVEL. CONTENTS INCLUDE EIGHT 
TEACHING UNITS, COVERING: II) ORIENTATION, 

(2) HUMAN RELATIONS IN AGRICULTURAL 
OCCUPATIONS, (3) EFFECTS OF AGRI-BUSINESS ON 
MODERN SOCIETY, (4) AGRI-BUSINESS 
OCCUPATIUNS, (5) AGRI-BUSINESS ORGANIZATION, 
(6) AGRI-BUSINESS SALESMANSHIP, (7) BUSINESS 
PROCEDURES, AND (8) PERSONAL MONEY 
MANAGEMENT. EACH UNIT PROVIDES BROAD 
OBJECTIVES FOLLOWED BY TEACHING SUGGESTIONS 
AND CONTENT. ALSO INCLUDED IN EACH UNIT ARE A 
LIST OF REFERENCES, TRANSPARENCY MASTERS, 
TESTS, AND OTHER RELATED MATERIAL. ADDITIONAL 
TEACHING INFORMATION FOR THE FIRST THREE 
UNITS IS APPENDED. THE GUIDE IS COLOR-CODED 
FOR EASE IN USING. (AW) 



VT 014 743 

TAUB, HOWARD? ELLISON, MARY, ED. 

TASK LIST ORAFT FOR MEDICAL LABORATORY 
OCCUPATIONS. 



CALIFORNIA UNIV. , LOS ANGELES. DIV. OF 
VOCATIONAL EDUCATION. 

OFFICE OF EDUCATION ( DHEW) , WASHINGTON, 
BUREAU OF RESEARCH 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - FEB70 33P. 



D.C. 



DESCRIPTORS - ^HEALTH OCCUPATIONS EDUCATION; 
*JOb SKILLS; *MEDICAL TBCHNOLOGI STS; MEDICAL 
LABORATORY ASSISTANTS; OCCUPATIONAL 
INFORMATION; *L ABORATORY PROCEDURES; 
LABORATORY TECHNIQUES; ^OFFICE MANAGEMENT 



ABSTRACT - THIS PUBLICATION LISTS TASKS 
PERFORMED BY MEDICAL TECHNOLOGISTS WHEN 
CONDUCTING LABORATORY AND MANAGEMENT 
FUNCTIONS. TASKS ARE LISTED FOR THESE 
LABORATORY FUNCTIONS: (1) GENERAL LABORATORY 
TASKS, (2) 8ACTER IOLOGY, MYCOLOGY, 
PARASITOLOGY, HEMATOLOGY, SEROLOGY, BLOOD 
BANKING, BIOCHEMISTRY, HISTOLOGY, URINALYSIS, 
RADIOACTIVITY DETECTION, AND CYTOT ECHNOL OGY 
PROCEDURES, (3) PREPARING MEDICAL 
ILLUSTRATION MATERIALS, AND (4) UTILIZING 
LABORATORY EQUIPMENT. TASKS ARE ALSO LISTED 
FOR THESE MANAGEMENT FUNCTIONS: (I) 

ORGANIZING AND PLANNING, (2) DIRECTING AND 
IMPLEMENTING, (3) INSPECTING AND EVALUATING, 
(4) TRAINING AND EDUCATION, (5) MAINTAINING 
SUPPLIES AND RECORDS, AND (6) COMMUNICATION. 
(SB) 



VT 014 747 

COOPERATIVE EDUCATION IN VOCATIONAL 
AGRICULV JRE. GUIDE FOR DEVELOPING COURSES IN 
NORTH CAROLINA SCHOOLS. 

NORTH CAROLINA STATE DEPT. DF PUBLIC 
INSTRUCTION, RALEIGH. DI.V. OF OCCUPATIONAL 
EDUCATION . 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - JUL7I 50P. 

DESCRIPTORS - * PROGRAM GUIDES; RESOURCE 
MATERIALS; ^VOCATIONAL AGRICULTURE? 
♦COOPERATIVE EDUCATION; ^COOPERATIVE 
PROGRAMS; SECONDARY GRADES; AGRICULTURAL 
OCCUPATIONS; AGRIBUSINESS 
IDENTIFIERS - NORTH CAROLINA 

ABSTRACT - DEVELOPED IN A CURRICULUM 
DEVELOPMENT INSTITUTE AT NORTH CAROLINA STATE 
UNIVERSITY, THIS GUIDE IS OESIGNED TO AIO 
TEACHERS, PRINCIPALS, COUNSELORS, 
SUPERINTENDENTS, LOCAL OIRECTORS, AND 
AGRICULTURAL BUSINESSMEN IN ADDING THE 
COOPERATIVE APPROACH TO THE VOCATIONAL 
AGRICULTURAL PROGRAM. CONTENTS INCLUDE UNITS 
ON: (I) COOPERATIVE EDUCATION IN VOCATIONAL 
EDUCATION - AN OVERVIEW, (2) TYPES OF COURSES 
IN COOPERATIVE EDUCATION IN AGRICULTURE, 
INCLUDING REGULAR SCHOOL YEAR AND SUMMER 
PROGRAMS, (3) TRAINING STATIONS, (4) 
INSTRUCTIONAL PROGRAM, INCLUDING THE GENERAL 
COURSE OF STUDY AND INDIVIDUAL TRAINING 
PLANS, (5) SUMMARY AND FURTHER SUGGESTIONS, 
AND (6) RESOURCES, INCLUDING BOOKS, OTHER 
PUBLICATIONS, FILMS, AND FORMS. SAMPLE FORMS 
AND RECORDS ARE APPENDED. (AW) 



0 



VT 014 748 

CONSUMER ECONOMIC PROBLEMS 636 
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STANTON SCHCOL DISTRICT, WILMINGTON, DEL. 

MF AVAILABLE IN VT-ERIC SET. 

STANTON SCHOOL DISTRICT, 1800 LIMESTONE ROAD, 
WILMINGTON, DELAWARE 19804 ($2,001 
PUB DATE - NO L3P. 

DESCRIPTORS - ♦BUSINESS EDUCATION; 

♦ D I S Tk l BUT I VE EDUCATION; ^CONSUMER ECONOMICS; 
♦TEACHING GUIDES; CONSUMER EDUCATION; 
SECONDARY GRADES; HIGH SCHOOL CURRICULUM; 
LEARNING ACTIVITIES 

ABSTRACT - THIS PUBLICATION CONTAINS 
SUGGESTIONS FOR TEACHER USE IN CONDUCTING A 
HIGH SCHDOL CONSUMER ECONOMIC COURSE. 

INCLUDED ARE OBJECTIVES, A CDNTENT OUTLINE, 
AND SUGGESTIONS PERTAINING TO; (l) USING THE 
LIBRARY AS A SOURCE OF NEW INFORMATION, (2) 
COOPERATING WITH OTHER DEPARTMENTS, (3) FIELD 
TRIPS, (4) CLASS EXHIBITS AND TESTS, (5) 
DEBATES AND SPEAKERS , (6) COMMUNITY PROBLEMS 
AND COMMUNITY, CLASS, OR GROUP PROJECTS AND 
(7) PREPARING PROJECTS. (SB) 



VT 014 757 

HAMILTON, WILLIAM H., AND OTHERS 
AGRICULTURAL OCCUPATIONS COOPERATIVE 
EDUCATION PROGRAM. 

PURDUE UNIV., LAFAYETTE, IND. DEPT. OF 
EDUCATION 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - JUL71 68P. 

DESCRIPTORS - ♦PROGRAM GUIDES; *COOPERATIVE 
EDUCATION; ^AGRIBUSINESS; BIBLIOGRAPHIES; 

♦ GUIDELINES; SECONDARY GRADES; SALESMANSHIP; 
HUMAN RELATIONS; COMMUNICATION SKILLS; 
BUSINESS SUBJECTS; ^PROGRAM DESCRIPTIONS; 
PROGRAM PLANNING 

ABSTRACT - COOPERATIVE WORK EXPERIENCE 
PROGRAMS ENHANCE VOCATIONAL PREPARATION BY 
BUILDING STUDENT QUALIFICATIONS FOR 
EMPLOYMENT, HUMAN RELATIONS SKILLS AND SELF 
CONFIDENCE. THIS GUIDE DESCRIBES A SUGGESTED 
STATE-WIDE HIGH SCHOOL COOPERATIVE EXPERIENCE 
PROGRAM FUR AGRIBUSINESS OCCUPATIONS 
EDUCATION IN INDIANA. THE FIRST SECTION OF 
THE GUIDE PROVIDES INFORMATION ON PROGRAM 
CHARACTERISTICS, RESPONSIBILITIES, TRAINING 
AGREEMENTS, PUBLIC RELATIONS, ADVISORY 
CDUNCIL, STATE PDLICY RECOMMENDATIONS, AND 
SITE SELECTION CRITERIA, AS WELL AS 
SUGGESTIONS FOR WDRKING WITH PARENTS, 
STUDENTS, AND EMPLOYERS IN THE PROGRAM. AN 
EXTENSIVE BIBLIOGRAPHY DF BODKS AND MIMEO 
PUBLICATIONS, PAMPHLETS AND DTHER MATERIALS 
IS ALSO INCLUDED. THE SECOND SECTION PROVIDES 
TEACHING MODULES FOR: (1) BUSINESS 
PROCEDURES, WITH 11 LESSONS, (2) ORAL AND 
WRITTEN COMMUNICATION, WITH NINE LESSDNS, (3) 
SALESMANSHIP, WITH SIX LESSONS, (4) HUMAN 
RELATIONS, WITH 10 LESSONS, (5) INSURANCE AND 
TAXES, WITH TWD LESSONS, AND (6) AGRI- 
BUSINESS CAREERS, WITH THREE LESSONS. LESSONS 
INCLUDE TEACHING SUGGESTIONS, OBJECTIVES, 
MOTIVATION AND INTRODUCTION, CENTRAL PROBLEM, 
SUB-QUESTIONS, AND REFERENCES. SUGGESTED TIME 
TD BE SPENT ON EACH MODULE IS GIVEN. (AW) 
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VT 0 1 4 760 

CURRICULUM GUIDE FOR BUSINESS ARITHMETIC, 
BOOKKEEPING 1, AND ADVANCED BOOKKEEPING. 

JUHN blf.KlNSUN HIGH SCHDOL, WILMINGTON, DEL. 
THOMAS MCKEAN HIGH SCHOOL, WILMINGTON, DEL. 

MF AVAILABLE IN VT-ERIC SET. 

STANTON SCHOOL DISTRICT,, 1800 LIMESTONE RCAC, 
VIILM ING1QN, DELAWARE 19804 ($2.00) 

PUB DATE - ND 43P. 

DESCRIPTORS - *CURRICULUM GUIDES; TEACHING 
GUIDES; ♦BUSINESS EDUCATION; ♦BUSINESS 
SUBJECTS; ♦BOOKEEPING ; ♦ARITHMETIC; BUSINESS 
SKILLS 

ABSTRACT - A COOPERATIVE EFFORT OF TWO HIGH 
SCHOOLS, THIS GUIDE SUGGESTS TEACHING 
OUTLINES FOR THREE PHASES DF BUSINESS 
EDUCATION. THE BUSINESS ARITHMETIC SECTION 
PROVIDES GENERAL AND SPECIFIC OBJECTIVES, 
TEACHING 1ECHNIQUES, STUDENT ACTIVITIES, 
EVALUATION, AND REFERENCES FOR 13 
INSTRUCTIONAL UNITS INCLUDING; (I) RECORDS, 
(2) BUYING PROBLEMS AND PERSONAL FINANCE, (3) 
CDMMISSIDNS, (4) BORROWING MONEY, (5) 

SAVINGS, LIFE INSURANCE,, AND INVESTMENTS, (6) 
HOME EXPENDITURES, TRAVEL AND TRANSPORTATION, 
(7) TAXES, AND (8) SMALL BUSINESS AND 
RETAILER'S PROBLEMS. THE SECOND COURSE, 
BDOKKEEPING 1, STRESSES THEDRY AND 
APPLICATION OF THE BEST BDDKK.EEPING 
PRINCIPLES IN THREE INSTRUCTIONAL UNITS 
ENTITLED: THE BOOKKEEPING CYCLE IN ITS 
SIMPLEST FORM, SPECIAL JOURNALS AND 
SUBSIDIARY LEDGERS, AND RECORDING SPECIAL 
BOOKKEEPING TRANSACTIONS. THE SECTION 
INCLUDES COURSE OBJECTIVES, AIMS, TEACHING 
METHODOLOGY, AND EVALUATION. THE ADVANCEC 
BDOKKEEPING COURSE INCLUDES CHAPTERS ON SUCH 
TOPICS AS: (1) JOURNALIZING AND POSTING 
BUSINESS TRANSACTIONS, (2) DEPARTMENTAL 
RECORDS, (3) PAYROLL RECORDS, (4) 
DEPRECIATION, (5) ACCRUED INCOME AND 
EXPENSES, (5) PARTNERSHIPS, AND (6) 
CORPORATIONS. GENERAL AND SPECIFIC 
OBJECTIVES, TEACHING TECHNIQUES, AND STUDENT 
ACTIVITIES ARE GIVEN FOR EACH CHAPTER, AND 
TEACHING METHODOLOGY AND EVALUATION ARE 
PROVIDED FOR THE ENTIRE COURSE. (AW) 



VT 014 766 

COURSE DF STUDY FDR DRAFTING. 

JOHN DICKINSON HIGH SCHOOL, WILMINGTON, DEL. 
MF AVAILABLE IN VT-ERIC SET. 

STANTON SCHOOL DISTRICT,. 1800 LIMESTONE ROAD, 
WILMINGTON, DELAWARE 19804 ($2.00) 

PUB DATE - ND 33P. 

DESCRIPTORS - *CURRICULUM GUIDES; *DRAFTING» 
♦INDUSTRIAL ARTS; +GRAPHIC ARTS; SECONDARY 
GRADES 

ABSTRACT - THIS GUIDE FOR A 4-YEAR HIGH 
SCHOOL DRAFTING PROGRAM PROVIDES GENERAL 
INFORMATION, PROGRAM AIMS AND OBJECTIVES, 
GUIDELINES FOR STUDENT CONDUCT, TIME 
ALLOTMENT, AND SUGGESTED FACILITIES AND 
EQUIPMENT, FOLLOWED BY COURSE OUTLINES FOR 
DRAFTING 1, 2, 3, AND 4i. DRAFTING I OUTLINES 
13 INSTRUCTIONAL UNITS, LARGELY DF AN 
EXPLORATORY NATURE AND DEALING WITH THE 
FUNDAMENTALS OF DRAFTING. THE DRAFTING 2 
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OUTLINE, CONSISTING OF 10 INSTRUCTIONAL 
UNITS, IS A CONTINUATION OF THE STUDY OF 
FUNDAMENTALS OF TECHNICAL DRAWING BUT WITH AN 
INCREASE IN PROBLEM DIFFICULTY. DRAFTING 3, 
WITH 7 INSTRUCTIONAL UNITS, IS INTENDED TO 
PROVIDE THE STUDENT WITH AN OVERALL PICTURE 
OF SOME OF THE MANY TYPES OF SPECIALIZED 
DRAFTING. THE UNITS OF INSTRUCTION OF THIS 
SECTION INCLUDE MULTIVIEW DRAWINGS, 
DIMENSIONING, SECTIONING, PERSPECTIVES AND 
DRAWING REPRODUCTIONS. THE FINAL COURSE, WITH 
FOUR INSTRUCTIONAL UNITS, IS A CONTINUATION 
OF DRAFTING 3, BUT EMPHASIZES PROBLEMS OF 
GREATER DIFFICULTY AND ALLOWS THE STUDENT TO 
EXPLORE IN MORE DETAIL ANY SPECIAL AREAS OF 
DRAFTING WHICH INTEREST HIM. SOME SAMPLE 
TESTS AND DRAWINGS ARE INCLUDED. (AW) 



VT 014 772 

BURCH, ALAN R., COMP., AND OTHERS 
SELECTED REFERENCES AND AIDS FOR TEACHING 
ANIMAL SCIENCE TO STUDENTS OF VOCATIONAL 
AGRICULTURE. 

PURDUE UNIV., LAFAYETTE, IND. 

INDIANA STATE DEPT. OF PUBLIC INSTRUCTION, 
INDIANAPOLIS. 

MF AVAILABLE IN VT-ERIC SET. 

AG DEX-400/017 

AGRICULTURAL EDUCATION SECTION, SOUTH CAMPUS 
COURTS-G, PURDUE UNIVERSITY, LAFAYETTE. IND. 
47907 

PUB DATE - APR71 51P. APRIL 1971 REVISION 
DESCRIPTORS - *BI BLI GGRAPHI ES 5 PREFERENCE 

materials; ^vocational agriculture; panimal 

SCIENCE; PINS TRUCT IONAL AIDS; SECONDARY 
GRADES; AGRICULTURAL EDUCATION 

ABSTRACT - A REVISION DF VT 008 490 (AIM 
SUMMER 1969) , THIS BIBLIOGRAPHY OF SELECTED 
REFERENCES AND INSTRUCTIONAL AIDS IS DESIGNED 
FOR USE BY VOCATIONAL AGRICULTURE TEACHERS 
PRESENTING COURSES IN ANIMAL SCIENCE. 
BULLETINS AND CIRCULARS, TEXTBOOKS, FILMS, 
FILMSTRIPS, SLIDES, AND COMMERICAL MATERIALS 
ARE LISTED FOR EACH OF THE AREAS OF GENERAL 
ANIMAL SCIENCE, BEEF, DAIRY, POULTRY, SHEEP, 
AND SWINE. THE COST IS GIVEN FOR EACH 
REFERENCE. MATERIALS RECOMMENDED AS 
ESPECIALLY SUITABLE FOR CLASSROOM USE WITH 
STUDENTS ARE DESIGNATED WITH A SINGLE 
ASTERISK, WHILE THOSE RECOMMENDED PRIMARILY 
FUR TEACHER REFERENCE ARE MARKED WITH TWO 
ASTERISKS. ADDRESSES ARE LISTED FOR 15 
EDUCATIONAL INSTITUTIONS, 57 COMMERCIAL 
SOURCES, AND 12 TEXTBOOK PUBLISHERS FROM 
WHICH MATERIALS MAY BE OBTAINED. (AW) 



VT 014 773 
MILLER, LARRY E. 

ADVANCED LIVESTOCK PRODUCTION: A COURSE OF 
STUDY . 

PURDUE UNIV., LAFAYETTE, IND. 

INDIANA STATE DEPT. OF PUBLIC INSTRUCTION, 
INDIANAPOLIS. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 221P. 

DESCRIPTORS - PCURRICULUM GUIDES; TEACHING 
GUIDES; P VOCAT I ON AL AGRICULTURE; 
PAGRICULTURAL PRODUCTION; PANIMAL SCIENCE; 



^livestock; secondary grades; agricultural 

EDUCATION 

ABSTkACT - DESIGNED TO PROVIDE GUIDELINES FOR 
INTENSIFIED STUDY ON THE HIGH SCHOOL LEVEL IN 
THE AREA OF LIVESTOCK PRODUCTION, THIS COURSE 
OF STUDY IS DIVIDED INTO THREE UNITS COVERING 
LIVESTOCK SELECTION, LIVESTOCK BREEDING, AND 
LIVESTOCK NUTRITION. EACH UNIT IS FURTHER 
DIVIDED INTO SEPARATE JOBS PROVIDING 
OBJECTIVES, MOTIVATION, REFERENCES, TEACHING 
OUTLINE, AND TEACHING PROCEDURES. NUMEROUS 
DIAGRAMS AND LINE DRAWINGS ILLUSTRATE THE 
UNITS, WITH PAGES RECOMMENDED AS HANDOUTS 
DESIGNATED WITH THE LETTER »H" AND THOSE 
RECOMMENDED AS TRANSPARENCIES DESIGNATED "T". 
RECOMMENDED TIME ALLOTMENT FOR EACH JOB, 
CONTENT DISCUSSION, SUMMARY, AND A 
BIBLIOGRAPHY ARE INCLUDED. (AW) 



VT 014 777 

A GUIDE TO SAFETY EDUCATION, KINDERGARTEN 
THROUGH GRADE 12. 

DEPARTMENT OF TRANSPORTATION, WASHINGTON, 

D.C. NATIONAL HIGHWAY SAFETY BUREAU. 
CALIFORNIA STATE BUSINESS AND TRANSPORTATION 
AGENCY, SACRAMENTO. OFFICE OF TRAFFIC SAFETY. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - DEC69 87P. 

DESCRIPTORS - * PROGRAM GUIDES; PSAFETY 
EDUCATION; PACC IOENT PREVENTION; ACCIDENTS; 

* SCHOOL SAFETY; SAFETY; SAFETY EQUIPMENT; 
TRAFFIC SAFETY; TRAFFIC ACCIDENTS; LABORATORY 

safety; poriver education; primary grades; 

SECONDARY GRADES; INTERMEDIATE GRADES 

ABSTRACT - THIS GUIDE IS DESIGNED TO ASSIST 
SUPERINTENDENTS, PRINCIPALS, SUPERVISORS, 
TEACHERS, STUDENTS, SCHOOL EMPLOYEES, AND 
COMMUNITY LEADERS IN PLANNING AND 
IMPLEMENTING SCHOOL SAFETY EDUCATION PROGRAMS 
IN SAN DIEGO COUNTY. CONTENTS COVER: (I) 
ADMINISTRATIVE CONSIDERATIONS, INCLUDING 
REPORTING AND RECORDKEEPING, PROTECTION, AND 
CURRICULUM DEVELOPMENT, (2) INSTRUCTION, 
PRIMARY AND INTERMEDIATE GRADES, (3) 
INSTRUCTION, JUNIOR AND SENIOR HIGH SCHOOLS, 
AND (4) DRIVER EDUCATION AND TRAINING, 
INCLUDING INSTRUCTIONAL PLANNING, COURSE 
STRUCTURE AND SCHEDULING, USE DF PRACTICE 
CAR, PHYSICAL FACILITIES, COMMUNITY 
RELATIONS, AND SELF EVALUATION CHECKLIST. 
LEGISLATIVE BASES FOR SAFETY EDUCATION, 
SELECTED REFERENCES, AND RESOURCES ARE 
APPENDED. (AW) 



VT 014 781 
HOOKER, DENNIS 

HANDBOOK FOR LEARN AND EARN TEACHERS. FLORIDA 
MIGRATORY CHILD COMPENSATORY PROGRAM. 

FLORIDA STATE DEPT. OF EDUCATION, 

TALLAHASSEE. 

OFFICE OF EDUCATION ( DHEW ) , WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATfc - NO 87P. 

DESCR1P10RS - *Tfc ACHING GUIDES; PVOCATIONAL 

education; *migrant adult education; migrant 
youth; migrants; job training; manuals 

IDENTIFIERS - ELEMENTARY SECONDARY EDUCATION 
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ACT TITLE I ; ESEA TITLE I 

ABSTRACT - THIS HANDBOOK HAS BEEN PREPAREO 
FOR THE USE OF TEACHERS IN THE LEARN AND EARN 
PROGRAM, A PROJECT OF THE FLORIOA STATE 
DEPARTMENT OF EDUCATION, MIGRANT SECTION, 
FUNDED UNDER TITLE I, ELEMENTARY SECONDARY 
EDUCATION ACT (ESEA). INFORMATION INCLUDES: 

(1) A DISCUSSION OF THE RATIONALE OF THE 
LEARN AND EARN PROGRAM, (2) GUIDELINES FOR 
IMPLEMENTATION, <31 FACILITIES DESCRIPTIONS, 
STANDARDS AND LOCATION, (4) EVALUATION 
SUGGESTIONS, (5) COURSE OUTLINES ANO UNITS 
FOR AUTO MECHANICS, SUPERMARKET CHECKER, 
PATIENT CAKE, CHILD CARE, A OOLESC ENCE , 

VENEREAL OISEASES, DRUGS, AND EYE CARE. (SB) 



VT 014 782 
SOWERS, WILLIAM J. 

CREDIT— MAN'S CONFIDENCE IN MAN. 

DELAWARE STATE COLL., OOVER. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - NU 24P. 

DESCRIPTORS - *LESSON PLANS; INSTRUCTIONAL 
MATERIALS; *UNIT PLAN; *0 1 STR I BUT I VE 
EDUCATION; ♦ TEACHING METHODS; TEACHING 
GUIDES; *CREOIT (FINANCE); ECONOMICS; 
SECONDARY GRAOES; UNITS OF STUDY (SUBJECT 
FIELDS) 

ABSTRACT - PREPARED AS A PROJECT IN A METHOOS 
OF TEACHING COURSE, THIS INSTRUCTIONAL UNIT 
IS FOR USE BY HIGH SCHOOL DISTRIBUTIVE 
EDUCATION T EACHER-COORO I NATORS IN PRESENTING 
A UNIT ON CREDIT AND COLLECTIONS. CONTENTS 
ARE PRESENTED IN LESSON PLAN FORMAT, WITH A 
OIFFERENT TEACHING METHOO SUGGESTEO FOR EACH 
OF THE FOUR LESSONS GIVEN. TOPICS COVEREO 
ARE: (I) THE MEANING OF CREOIT (USING THE 
LECTURE METHOD), (2) THE FOUR C'S OF CREOIT 
(DISCUSSION METHOD), (3) COLLECTION OF PAST- 
OUE CREDIT ACCOUNTS (VINCENTIAN METHOO), ANO 
(4) CREDIT POLICY ANO CONTROLS (SOCRATIC 
METHOD). EACH LESSON PLAN INCLUOES AIM, 
INTRODUCTION, CONTENT, SUMMARY, ANO 
EVALUATION. VISUAL AIOS ANO A BIBLIOGRAPHY 
ARE APPENOEO. (AW) 



VT 014 791 

CHRISTENSON, OARWIN; POST, BELVA R. 

COURSE OF STUDY FOR BUILOING CONSTRUCTION. 

EAST HIGH SCHOOL, SALT LAKE CITY, UTAH. 

MF AVAILABLE IN VT-ERIC SET. 

COORDINATOR, CAREER DEVELOPMENT PROGRAM SALT 
LAKE CITY BOARD OF EOUCATION, 440 EAST FIRST 
SOUTH, SALT LAKE CITY, UTAH 84111 
PUB DATE - JUN70 94P. 

DESCRIPTORS - ^CURRICULUM GUIOES; TEACHING 
GUIOES; *TRAOE AND INDUSTRIAL EDUCATION; 
INDUSTRIAL ARTS; *BU ILDING TRAOES ; 
♦CONSTRUCTION INOUSTRY; CONSTRUCTION 
(PROCESS); ENTRY WORKERS; GRAOE 11; GRAOE 12; 
♦BEHAVIORAL OBJECTIVES 

IDENTIFIERS - VOCATIONAL INDUSTRIAL CLUBS OF 
AMERICA; VICA 

ABSTRACT - PREPAREO BY A BUILOING 
CONSTRUCTION INSTRUCTOR ANO A r SCHOOL 
VOCATIONAL COORDINATOR AS PART OF A 3-YEAR 



PROGRAM OESIGNED TO INCREASE THE 
COMPREHENSIVENESS of high school vocational 
PROGRAMS IN UTAH, THIS COURSE IS INTENDED 
PRIMARILY FOR 11TH ANO 12TH GRAOE STUDENTS 
WHO HAVE PREVIOUSLY COMPLETEO COURSES IN 
I NDUS1 RIAL ARTS. EACH OF THE 13 UNITS 
INCLUDES A RECOMMENOEO TIME FOR COVERAGE, A 
GENERAL CURFICULAR OBJECTIVE, AND SEVERAL 
MEASURABLE STUDENT BEHAVIORAL (INSTRUCTIONAL) 
OBJECTIVES, KITH EACH INSTRUCTIONAL OBJECTIVE 
BROKEN DOWN, IN OUTLINE FORM, TO PROVIDE 
STUDENT LEARNING ACTIVITIES, LEARNING 
MATERIALS, TEACHER MANAGEMENT ACTIVITIES, 
EVALUATIVE PROCEDURES, AND ADDITIONAL 
ACTIVITIES. TOPICS COVERED INCLUDE: (1) JOB 
ENTRY REQUIREMENTS AND STATE AND REGIONAL JOB 
AVAILABILITY, (2) OCCUPATIONAL CHOICE 
DOCUMENTATION ON APTITUOES AND DESIRES, (3) 
IDENTIFYING ANO REAOING STRUCTURE BLUEPRINTS, 
(4) BUILDING CONSTRUCTION REQUIREMENTS, (5) 
COMPONENT PART LAYOUTS, (6) BUILDING 
MATERIALS, (7) WORK SAFETY, (8) PROPER USE OF 
HANO TGOLS ANO POWER EQUIPMENT, (9) BASIC 
ROUGH CONSTRUCTION, M.O) BASIC FINISH 
CONSTRUCTION, (11) ON--THE-JUB ANO COOPERATIVE 
WORK EXPERIENCE, (12) VICA CLUB 
PARTICIPATION, AND (13) SEQUENCE OF TRAINING 
ANO COURSE REQUIREMENTS FOR JOB ENTRY. 

SEVERAL CHECK SHEETS AND INSTRUCTIONAL 
CALENDARS ARE APPENOED. (AW) 



VT 014 792 

COURSE OF STUOY FOR METAL FABRICATION. 

EAST HIGH SCHOOL, SALT LAKE CITY, UTAH. 

MF AVAILABLE IN VT-ERIC SET. 

COORDINATOR, CAREER DEVELOPMENT PROGRAM SALT 
LAKE CITY BOARO OF EOUCATION, 440 EAST FIRST 
SOUTH, SALT LAKE CITY, UTAH 84111 
PUB OATE - JUN70 81P. 

DESCRIPTORS - ♦CURRICULUM GUIOES; TEACHING 
GUIOES; INDUSTRIAL ARTS; ♦VOCATIONAL 
EOUCATION; ♦COOPERATIVE EDUCATION; ♦METAL 
WORKING OCCUPATIONS; SECONOARY GRADES; 

METALS; ♦BEHAVIORAL OBJECTIVES 
IDENTIFIERS - UTAH 

ABSTRACT - THIS COURSE IS PART OF A 3-YEAR 
COOPERATIVE PILOT PROJECT OESIGNEO TO 
INCREASE THE COMPREHENSIVENESS OF VOCATIONAL 
TRAINING IN LARGE HIGH SCHOOLS IN UTAH, ANO 
TO CORRELATE THIS TRAINING WITH GENERAL 
EOUCATION COURSES SUCH AS ENGLISH, 
MATHEMATICS, AND SCIENCE. EACH OF THE 18 
UNITS INCLUOES A GENERAL CURRICULAR OBJF.CTIVE 
ANO ONE OR MORE MEASURABLE STUOENT BEHAVIORAL 
(INSTRUCTIONAL) OBJECTIVES, WITH THE 
INSTRUCTIONAL OBJECTIVES BROKEN OOWN, IN 
OUTLINE FORM, TO PROVIOE STUOENT LEARNING 
ACTIVITIES, LEARNING MATERIALS, TEACHER 
MANAGEMENT ACTIVITIES, EVALUATIVE PROCEDURES, 
ANO AOOIT IONAL ACTIVITIES. TOPICS COVEREO 
INCLUOE: (1) SAFETY, (2) SHEET METAL, (3) 
WROUGHT IRON, (4) BENCH METAL, (5) OXY- 
ACETYLENE, (6) BRONZE WELOING, (7) OXY- 
ACETYLENE CUTTING, (8) SETTING UP ARC WELOING 
EQUIPMENT, (9) FLAT WELDING, (10) HORIZONTAL 
WELOING, (11) VERTICAL WELOING, (12) OVERHEAD 
WELOING, (13) GAS SHIELDEO ARC WELOING, (14) 
JOB ENTRY REQUIREMENTS IN REGION ANO STATE, 

(15) DOCUMENTATION OF OCCUPATIONAL CHOICE, 

(16) ON-THE-JOB ANO COOPERATIVE WORK' 
EXPERIENCE, (17) CLUBS, ANO (18) TRAINING 
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SEQUENCE AND COURSE REQUIREMENTS FOR JOB 
ENTRY. SAMPLE CHECK SHEETS AND AN 
INSTRUCTIONAL CALENDAR ARE APPENDED. (AW) 



VT 014 796 

KNOWLEDGE OF HEALTH NEEDS AND MEDICAL 
RESOURCES FOR PUBLIC ASSISTANCE CLIENTS (AN 
INSTRUCTOR'S GUIDE AND SYLLABUS). CALIFORNIA 
MEDICAL ASSISTANCE PROGRAM XIX, MED I-CAL . 

CALIFORNIA STATE HUMAN RELATIONS AGENCY, 
SACRAMENTO. DEPT. OF SOCIAL WELFARE. 

MF AVAILABLE IN VT-ERIC SET. 

SUP-l-T A-29 

PUB DATE - JUL69 50P . JULY 1969 REVISION. 

DESCRIPTORS - ECONOMICALLY DISADVANTAGED; 
♦TEACHING GUIDES; ♦HEALTH OCCUPATIONS 

education; low-income groups; *medical 

ASSISTANTS; ♦WELFARE; ^HEALTH PROGRAMS; 

PUBLIC HEALTH; COMMUNITY RESOURCES; 
SUBPROFESSIONALS 

ABSTRACT - THIS INSTRUCTOR'S GUIDE IS 
DESIGNED PRIMARILY FOR USE BY COUNTY WELFARE 
DEPARTMENT TRAINING PERSONNEL TO ASSIST THEM 
IN CONDUCTING A 10-HOUR INSERVICE TRAINING 
COURSE FOR ELIGIBILITY WORKERS UN HEALTH 
NEEDS AND MEDICAL RESOURCES FOR PUBLIC 
ASSISTANCE CLIENTS. A CONTENT OUTLINE, 
TEACHING SUGGESTIONS, EQUIPMENT NEEDS, AND 
REFERENCES ARE PROVIDED FOR SESSIONS DEALING 
WITH: (l) ELIGIBILITY WORKERS' NEED FOR 
KNOWLEDGE OF THEIR CURRENT FUNCTION, (2) 
DEVELOPMENT OF MEDICAL ASSISTANCE PROGRAMS, 

(3) HEALTH PRACTICES AND VALUES OF THE POOR, 
ATTITUDES OF LUW-INCOME PEOPLE TOWARD MEDICAL 
CARE, AND CLIENTS' FEELINGS ABOUT MEDICAL 
CARE, (4) RESOURCES) FOR HEALTH CARE AND MAJOR 
HEALTH NEEDS OF ALL PEOPLE WITH EMPHASIS ON 
POOR PEOPLE, AND (5) OBSERVATION WHILE 
INTERVIEWING AND AWARENESS OF VERBAL AND 
NONVERBAL CLUES TO HEALTH PROBLEMS. (SB) 



VT 014 BOO 

THE DRIVING SIMULATOR METHOD. FIXED BASE 
SIMULATORS FOR GROUP INSTRUCTION IN DRIVER 
AND TRAFFIC SAFETY EDUCATION. 

HIGHWAY USERS FEDERATION FOR SAFETY AND 
MOBILITY, WASHINGTON, D.C. 

AUTOMOTIVE SAFETY FOUNDATION, WASHINGTON, 

D.C. 

MF AVAILABLE IN VT-ERIC SET. 

HIGHWAY SAFETY DIVISION, HIGHWAY USERS 
FEDERATION FOR SAFETY AND MOBILITY, 200 RING 
BUILDING, WASHINGTON, D.C. 20036 (SINGLE 
COPIES ONLY) 

PUB DATE - APR70 25P. 

DESCRIPTORS - PROGRAM GUIDES; * I N STRUCT I ON AL 
MATERIALS; ♦DRIVER EDUCATION; FACILITIES; 
♦FACILITY REQUIREMENTS; ♦SIMULATORS; 
♦SIMULATION 

ABSTRACT - PREPARED BY A GROUP OF EDUCATORS 
EXPERIENCED IN THE DRIVING SIMULATOR METHOD 
AND REVIEWED BY EDUCATORS AND TRAFFIC SAFETY 
PERSONNEL, THIS PUBLICATION WILL BE USEFUL TO 
SCHOOL ADMINISTRATORS CONSIDERING THE USE OF 
THE DRIVING SIMULATOR METHOD OF INSTRUCTION 
IN THEIR PROGRAM, AS WELL AS TO THOSE ALREADY 
HAVING SIMULATORS AND WISHING TO USE THEM 

o 




MORE EFFECTIVELY. DRIVING INSTRUCTORS WILL 
ALSO BENEFIT FROM THE MATERIAL ON PROGRAM 
PLANNING AND INSTRUCTIONAL CONSIDERATIONS. 

THE MAJOR PORTION OF THE DOCUMENT IS 
CONCERNED WITH VARIOUS ASPECTS OF 
INSTRUCTION, INCLUDING TEACHER AND STUDENT 
PREPARATION, TEACHER CONSIDERATIONS, SPECIAL 
EDUCATION, PROGRAM SCHEDULING, FILM 
UTILIZATION, INSTRUCTIONAL AIDS, DRILLS, AND 
EVALUATION. A SECTION ON FACILITY PLANNING 
DEALS WITH TYPES OF FACILITIES, ANO 
MAINTENANCE. SELECTED REFERENCES ARE PROVIOED 
AND SUGGESTED PHYSICAL ARRANGEMENTS FDR 8- 
PLACE, 12-PLACE, AND 16r-PLACE SIMULATOR 
SYSTEMS ARE APPENDED. THE PUBLICATION IS 
ILLUSTRATED WITH NUMEROUS DRAWINGS, 
PHOTOGRAPHS, AND DIAGRAMS. (AW) 



VT 014 B02 

ADMINISTRATIVE GUIDE FOR DRIVER EDUCATION. 

MARYLAND STATE DEPT. OF EOUCATION, BALTIMORE. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 53P. 

DESCRIPTORS - ♦DRIVER EDUCATION; 
♦ADMINISTRATOR GUIDES; PERSONNEL NEEDS; 
FINANCIAL POLICY; STATE AGENCIES; ♦PROGRAM 
DESCRIPTIONS; CURRICULUM GUIDES; RECORDS 
(FORMS); ♦RESOURCE MATERIALS; REFERENCE 
MATERIALS; INSTRUCTIONAL MATERIALS; STATE 
PROGRAMS; *STATE CURRICULUM GUIDES 
IDENTIFIERS - MARYLAND 

ABSTRACT - PREPARED BY A GROUP OF TEACHERS 
AND SUPERVISORS, THIS GUIDE IS DESIGNED FOR 
INSTRUCTORS, SUPERVISORS, AND ADMINISTRATORS 
TO USE IN ADMINISTERING A PROGRAM OF DRIVER 
EDUCATION. MAJOR SECTIONS INCLUDE; (1) LEGAL 
REQUIREMENTS OF TRAFFIC SAFETY IN MARYLAND 
SCHOOLS, (2) ROLE OF STATE AND LOCAL AGENCIES 
IN DRIVER EDUCATION, (3) FINANCING PROGRAMS, 
(4) PERSONNEL REQUIREMENTS, (5? ORGANIZATION, 
ADMINISTRATION, AND SUPERVISION, (6) SPECIAL 
PROGRAMS, (7) CURRICULUM OUTLINE, AND (8) 
RECORDS AND FORMS FOR DRIVER EDUCATION. EACH 
SECTION CONTAINS RELATED INFORMATION AND 
RECOMMENDATIONS. A LIST OF RESOURCE 
MATERIALS, SUGGESTED PERIODICALS, AUDIOVISUAL 
SOURCES, GLOSSARY, AND A BIBLIOGRAPHY ARE 
APPENDED. (GEB) 



VT 014 BIB 

CURRICULUM GUIDE FOR VOCATIONAL MACHINE SHOP, 
GRADE ELEVEN. 

CHICAGO BOARD OF EDUCATION, ILL. 

MF AVAILABLE IN VT-ERIC SET. 

BOARD OF EOUCATION, CITY OF CHICAGO, 228 
NORTH LASALLE STREET, CHICAGO, ILLINOIS 60601 
( $3.00) 

PUB DATE - 70 150P. 

DESCRIPTORS - *CURRICULUM GUIDES; *TEACHING 
GUIDES; * TRADE AND INDUSTRIAL EDUCATION; 

machinists; ♦machine tool operators; ♦machine 

TOOLS; SKILLED WORKERS; GRADE 11 
IDENTIFIERS - CHICAGO PUBLIC HIGH SCHOOLS 

ABSTRACT - DESIGNED TO ACQUAINT TEACHERS WITH 
THE OBJECTIVES OF THE VOCATIONAL MACHINE SHOP 
IN THF. CHICAGO PUBLIC HIGH SCHOOLS, THIS 
GUIDE SUGGESTS IMPLEMENTING METHODS AND 
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TfcCHN I UUES OF INSTRUCTION FOR USE IN THE 11TH 
GRADE SEGMENT UF THE PROGRAM. THE COURSE 
OUTLINE MAY BE USED IN ITS ENTIRETY OR MAY BE 
ADAPTED TO MEET INDIVIDUAL CLASS OR STUDENTS 
NEEDS. UNITS INCLUDING BOTH THEORY AND SHOP 
ASSIGNMENTS PROGRESSING FROM SIMPLE TO 
COMPLEX COVER: (I) SHOP ORIENTATION, (2) 

BENCH MACHINE SHOP OPERATIONS, (3) POWER 
HACKSAWS, BANDSAWS, AND ABRASIVE CUTOFF 
MACHINES, (4) BENCH AND PEDESTAL GRINDERS, 

(5) DRILL PRESS, (6) LATHE, (7) SHAPER, (81 
MILLING MACHINE, (9) PRECISION GRINDERS, AND 
(10) HEAT TREATING. EACH UNIT PROVIDES 
UNDERSTANDINGS AND SKILLS TO BE LEARNED, 
CONTENT OUTLINE, SUGGESTED LEARNING 
EXPERIENCES, DEVELOPMENTAL VOCABULARY, AND 
RESOURCE MATERIALS. WORKING DRAWINGS OF 
MACHINE TOOLS AND EQUIPMENT ARE APPENDED, ANO 
A BIBLIOGRAPHY OF BOOKS AND FILMS IS ALSO 
INCLUDED. THE RELATED GUIDE FOR GRADE 12 IS 
AVAILABLE IN THIS ISSUE AS VT 014 821. (AW) 



VT 014 819 

CURRICULUM GUIDE FOR SALESMANSHIP, 
ADVERTISING, AND DISPLAY. 

CHICAGO BOARO OF EDUCATION, ILL. 

MF AVAILABLE IN VT-ERIC SET. 

BUARD OF EOUCATION, CITY OF CHICAGO, 228 
NORTH LASALLE STREET, CHICAGU, ILLINOIS 60601 
($2.75) 

PUB DATE - 70 178P. 

DESCRIPTORS - ^CURRICULUM GUIDES; *TE ACHING 

guides; *distributive education; ♦marketing; 
♦salesmanship; merchandising; sales 

OCCUPAT IONS 

ABSTRACT - DESIGNED TO AID DISTRIBUTIVE 
EDUCATION TEACHERS IN PLANNING ACTIVITIES 
THAT WILL STIMULATE INTEREST IN DISTRIBUTIVE 
EDUCATION, PROVIDE PRACTICAL APPLICATION OF 
THE LATEST TECHNIQUES IN MARKETING, AND 
CREATE THE DESIRE FOR FURTHER STUDY AND 
RESEARCH IN THIS PHASE OF BUSINESS, THIS 
GUIDE COVERS A I-YEAR COURSE OFFERED IN THE 
11TH AND 12TH GRADES OF THE CHICAGO PUBLIC 
HIGH SCHOOLS. THE 10 UNITS INCLUDE: (1) 
INTRODUCTION TO SALESMANSHIP, (2) ASPECTS OF 
SALESMANSHIP, (3) THE PSYCHOLOGY OF SELLING, 
(4) THE SALESMAN, (5) THE SALES PRESENTATION, 
(6) THE NATURE OF ADVERTISING, (7) THE 
PRINTEO ADVERTISEMENT, (8) THE ADVERTISING 
MEDIA, (9) PRINCIPLES OF DISPLAY, AND 110) 
SALES PROMOTION. EACH UNIT PROVIDES 
UNDERSTANDINGS TO BE OEVELOPED, CDNTENT 
OUTLINE, SUGGESTED LEARNING ACTIVITIES, 
VOCABULARY LIST, AND RESOURCES. A 
BIBLIOGRAPHY OF BASIC AND SUPPLEMENTARY 
TEXTBOOKS iS PROVIDEO. (AW) 



VT 014 821 

CURRICULUM GUIDE FDR VOCATIONAL MACHINE SHOP, 
GRADE TWELVE. 

CHICAGO BOARO OF EDUCATION, ILL. 

MF AVAILABLE IN VT-ERIC SET. 

BOARD OF EOUCATION, CITY OF CHICAGO, 228 
NORTH LASALLE STREET, CHICAGO, ILLINOIS 60601 
($3.50) 

PUB DATE - 71 187P. 

DESCRIPTORS - ♦CURRICULUM GUIDES; *TE ACHI NG 



GUlUtS; * TK AUt AND INDUSTRIAL EOUCATION; 
♦MACHlNt TUUL OPERATORS; ♦MACHINE TOOLS; 
MACHINISTS; SKILLED WORKERS; GRADE 12; METAL 
WORKING OCCUPATIONS 

IDENTIFIERS - CHICAGO PUBLIC HIGH SCHOOLS 

ABSTRACT - OESIGNEO TO ACQUAINT TEACHERS WITH 
THE OtJtCTIVES OF THE VOCATIONAL MACHINE 
SHOPS IN THt CHICAGO PUBLIC HIGh SCHOOLS, 

THIS GUIDE SUGGESTS IMPLEMENTING METHODS AND 
TECHNIQUES OF INSTRUCTION FOR USE IN THE 12TH 
GRADE SEGMENT OF THE PROGRAM. A CONTINUATION 
OF THE 111H GRADE COURSE (AVAILABLE IN THIS 
ISSUE AS VI 014 818), THE COURSE OUTLINE MAY 
BE USED IN ITS ENTIRETY OR MAY BE ADAPTED TO 
MEET INDIVIDUAL STUDENT OR CLASS NEEDS. UNITS 
INCLUDING BUTH THEORY AND SHOP ASSIGNMENTS 
PROGRESSING FROM SIMPLE TO COMPLEX COVER: (1) 
ADVANCED BENCH OPERATIONS, (2) POWER SAW, (3)' 
DRILL PRESS, LATHE, AND SHAPER, (4) MILLING 
AND GRINDING, (5) JIGS AND FIXTURES, (6) 
BROACHING, (7) NUMERICAL CONTROL TECHNOLOGY, 
(8) ChCMILAL MACHINING, (9) HIGH ENERGY RATE 
FORMING, (10) ELECTOMACHINING PROCESSES, (11) 
CHIPLESS MACHINING, LASER BEAM MACHINING, 
ULTRASONIC MACHINING, AND ELECTRON BEAM 
MACHINING, AND (12) POWDERED METALLURGY. EACH 
UNIT PRDVIOES UNDERSTANDINGS ANO SKILLS TO BE 
LEARNEO, CONTENT OUTLINE, SUGGESTEO LEARNING 
EXPERIENCES, DEVELOPMENTAL VOCABULARY, AND 
RESOURCE MATERIALS. WORKING ORAWINGS OF 
MACHINE TOOLS AND EQUIPMENT ARE APPENOED, AND 
A BIBLIOGRAPHY OF BOOKS AND FILMS IS ALSO 
INCLUDED. (AW) 



VT 014 822 

CURRICULUM GUIDE FOR CLERICAL OFFICE 
PROCEDURES, SECONDARY SCHOOL LEVEL. 

CHICAGO BOARO OF EDUCATION, ILL. 

MF AVAILABLE IN VT-ERIC SET. 

BOARD OF EDUCATION, CITY OF CHICAGO, 228 
NORTH LASALLE STREET, CHICAGO, ILLINOIS 60601 
( $ 2 . 00 ) 

PUB OATE - 69 153P. 

OESCRIPTORS - ♦CURRICULUM GUIDES; REACHING 
GUIDES; *POT ENT I AL OROPOUTS; ♦OFFICE 
PRACTICE; SECONOARY EOUCATION; ♦INSTRUCTIONAL 
MATERIALS; TESTS; COMMUNICATION SKILLS; 
TEACHING TECHNIQUES; OFFICE OCCUPATIONS; 
CLERICAL OCCUPATIONS 

ABSTRACT - DEVELOPED BY BUSINESS EDUCATORS 
FOR USE IN A HIGH SCHOOL OFFICE PRACTICE 
CLASS, THIS NINTH GRADE CURRICULUM GUIDE 
EMPHASIZES THE NEEDS OF THE POTENTIAL 
DROPOUT. DESIGNED TO BUILO BASIC SKILLS IN 
BUSINESS COMMUNICATIONS AND AN UNDERSTANDING 
OF THE VARIOUS KINDS OF OFFICES, THE GUIDE 
I NCLUOES SECTIONS ON: (1) INTRODUCTION AND 
ORIENTATION, (2) PERSONAL QUALITIES, (3) 
OFFICE COMMUNICATION, (4) OFFICE JOBS 
CLASSIFIED ACCORDING TO SKILLS, AND (5) THE 
SUCCESSFUL OFFICE WORKERS. ALSO INCLUDED ARE 
OBJECTIVES, UNIT ACTIVITIES, TEACHING 
SUGGESTIONS ANO INSTRUCTIONAL MATERIALS ON 
SUCH TOPICS AS; (1) BUSINESS VOCABULARY, (2) 
EMPLOYMENT APPLICATION, (3) TIME CARD, (4) 

JOB DESCRIPTION, (5) BASIC FILING RULES, (6) 
DUTIES OF THE MAIL CLERK, AND (7) RECORO OF 
CALLERS. (JS) 
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VT 014 824 
KAGY, FREDERICK D. 

GRAPHIC ARTS. 

ILLINOIS STATE UNIV., NORMAL. 

ILLINOIS STATE OFFICE OF THE SUPERINTENDENT 
OF PUBLIC INSTRUCTION, SPRINGFIELD 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 123P. 

DESCRIPTORS - ♦WGRKBOOKS,' INDUSTRIAL ARTS; 
INSTRUCTIONAL MATERIALS; ♦INDUSTRIAL APTS 
TEACHERS; RESOURCE MATERIALS; ♦GRAPHIC ARTS; 

printing; photography 

ABSTRACT - THIS WORKBOOK WAS PREPARED TO AID 
INDUSTRIAL ARTS TEACHERS IN PLANNING AND 
PRESENTING COURSES IN GRAPHIC ARTS BY 
ACQUAINTING THEM WITH A NUMBER OF DIFFERENT 
ASPECTS OF THE GRAPHIC COMMUNICATIONS 
INDUSTRY. CONTENTS CONSIST OF THREE UNITS 
COVERING: (1) BINDING, (2) GRAPHIC ARTS 
CRAFTS, INCLUDING HAND LITHOGRAPHY, HAND 
INTAGLIO, AND HAND PAPER MAKING, ANO (3) 
OFFSET LITHOGRAPHY, INCLUDING COPY 
PREPARATIONS, LINE AND HALFTONE PHOTOGRAPHY, 
NEGATIVE ASSEMBLY, PLATEMAKING, PRESSWORK AND 
FOLDING. A SELECTED BIBLIOGRAPHY AND A LIST 
OF GRAPHIC ARTS ORGANIZATIONS ARE ALSO 
PROVIDED. THE WORKBOOK IS ILLUSTRATED WITH 
NUMEROUS PHOTOGRAPHS, DRAWINGS, FIGURES, AND 
DIAGRAMS. (AW) 



A SERIES OF DISCUSSIONS HIGHLIGHTING SCME OF 
THE PROBLEMS INVOLVED, AND READINGS WHICH ARE 
RELEVANT TO THE DECISIONS ARE INCORPORATED. 
RELATED VOLUMES ARE AVAILABLE AS VT 014 826 
AND VT 014 827 IN THIS LSSUE. (SB) 



VT 014 826 ED 060 207 

CAREY, JAMES T., AND OTHERS 

THE HANDLING OF JUVENILES FROM OFFENSE TO 

disposition; volume 2 . 

CALIFORNIA UNIV., BERKELEY. SCHOOL OF 
CRIMINOLOGY. 

SOCIAL AND REHABILITATION SERVICE (DHEW), 
WASHINGTON, D.C. OFFICE OF JUVENILE 
DELINQUENCY ANO YOUTH DEVELOPMENT 
EDRS PRICE M( — $0 .65 HC-$9.87. 

JD-6003-C0RREC T ION SER. 

SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402 
($1.50; S/N 1760-0029; FS14.17/2: J98/V.2) 

PUB DATE - 67 287P. 

DESCRIPTORS - *STUDY GUIDES; MANUALS; 

♦ DELINQUENCY; OEL INGUENTS ; DELINQUENCY 
PREVENTION; DELINQUENT BEHAVIOR; DELINQUENT 

rehabilitation; *case studies; juvenile 
courts; youth problems; socially deviant 
behavior; police action; ♦probation officers; 
♦court litigation; bibliographies; inservice 

EDUCATION 



VT 014 825 ED 060 206 

CAREY, JAMES T., ANO OTHERS 

THE HANDLING OF JUVENILES FROM OFFENSE TO 

DISPOSITION. VOL. 1. 

CALIFORNIA UNIV., BERKELEY. SCHOOL OF 
CRIMINOLOGY. 

SOCIAL AND REHABILITATION SERVICE (OHEW), 
WASHINGTON, D.C. OFFICE OF JUVENILE 
DELINCUENCY AND YOUTH DEVELOPMENT. 

EORS PRICE MF-10.65 HC-$9.87. 

JD-6002-C0RRECT ION SER. 

SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402 
($1.25; S/N 1 760-002 B; FS 1 4. 1 7/2 : J9B/V . 1 ) 

PUB DATE - 67 255P., 

DESCRIPTORS - ♦STUDY GUIDES; MANUALS; 
♦DELINQUENCY; DELINQUENTS; DELINQUENCY 
PREVENTION; DELINQUENT BEHAVIOR; DELINQUENT 

rehabilitation; ♦case studies; juvenile 

COURTS; YOUTH PROBLEMS; SOCIALLY DEVIANT 
BEHAVIOR; POLICE ACTION; ♦PROBATION OFFICERS; 
♦CUURT LITIGATION; BIBLIOGRAPHIES; INSERVICE 
EDUCATION 

ABSTRACT - INTENDED FOR THOSE CONCERNED WITH 
THE PREVENTION, CONTROL, AND REHABILITATION 
ASPECTS UF JUVENILE DELINQUENCY, THIS 
TRAINING MANUAL IS THE FIRST OF A THREE- 
VOLUME SERIES ADDRESSEO TO OECISION MAKING IN 
THE AGENCIES OF JUVENILE JUSTICE. AN 
INTRODUCTORY SECTION DISCUSSES THE PROBLEM OF 
TRAINING, ALONG WITH THE BACKGROUND AND 
RATIONALE UF THIS SET OF CURRICULUM 
MATERIALS. FOLLOWING THE INTRODUCTION, TWO 
SEPARATE JUVENILE OFFENSE CASES ARE PRESENTED 
AND DISCUSSED FROM THE TIME POLICE FIRST 
BECOME AWARE DF THEM, THROUGH PROBATION, AND 
TU THEIR FINAL DISPOSITION BY THE COURT. THE 
DECISIONS MADE AT EACH LEVEL ARE FOLLOWED BY 



ABSTRACT - THIS VOLUME REPRESENTS A 
CONTINUATION OF THE CASE STUDIES BEGUN IN THE 
FIRST OF A THREE-VOLUME SERIES ADDRESSEO TO 
DECISION MAKING IN THE AGENCIES OF JUVENILE 
JUSTICE. THREE SEPARATE JUVENILE OFFENSE 
CASES ARE PRESENTED ANO DISCUSSED FROM THE 
TIME POLICE FIRST BECOME AWARE OF THEM, 
THROUGH PROBATION, ANO TO THEIR FINAL 
DISPOSITION BY THE COURT. THE DECISIONS MADE 
AT EACH LEVEL ARE FOLLOWED BY A SERIES OF 
DISCUSSIONS HIGHLIGHTING SOME OF THE PROBLEMS 
INVOLVED, AND READINGS WHICH ARE RELEVANT TO 
THE DECISIONS ARE INCORPORATED. RELATED 
VOLUMES ARE AVAILABLE AS VT 014 825 AND VT 
014 827 IN THIS ISSUE. (SB) 



VT 014 827 EO 060 208 

CAREY, JAMES T., AND OTHERS 

THE HANDLING OF JUVENILES FROM OFFENSE TO 

DISPOSITION. VOL. 3 INSTRUCTOR'S GUIDE. 

CAL I FUKN I A UNIV., BERKELEY. SCHOOL OF 
CRIM INOLUGY. 

SOCIAL AND REHABILITATION SERVICE (DHEW), 
WASHINGTON, D.C. OFFICE OF JUVENILE 
DELINCUENCY ANO YOUTH DEVELOPMENT 
EDRS PRICE MF-S0.65 HC-$3.29. 

JD-6004-C0RRECT ION SER. 

SUPERINTENDENT CF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402 
($0.40; S/N 1760-0030; FS 14. 17/2: J98/V. 3) 

PUB DATE - 67 66P. 

DESCRIPTORS - *TEACHING GUIDES; ♦DELINQUENCY; 
DELINQUENTS; DELINQUENCY PREVENTION; 
DELINQUENT EEHAVIOR; DELINQUENT 
REHAB IL1TAT iUN ; JUVENILE COURTS; YOUTH 
PROBLEMS; SOCIALLY DEVIANT BEHAVIOR; ♦COURT 
LITICATIUN; CASE STUDIES; POLICE ACTION; 
♦PRObATIUN OFFICERS; BIBLIOGRAPHIES; 

INSERVICE EDUCATION 
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ABSTRACT - INTfcNDEO FOR THOSE CONCERNED WITH 
< THE PREVENTION, CONTROL, ANO REHABILITATION 

ASPECTS OF JUVENILE DELINQUENCY, THIS GUIDE 
IS DESIGNED TO ASSIST THE INSTRUCTOR IN USING 
THE TRAINING MANUAL, AVAILABLE AS VT 014 825 
AND VT 014 626 IN THIS ISSUE. ARRANGED IN A 
, CASE-BY-CASE FORMAT, A DISCUSSION OUTLINE IS 

PROVIDED FOR THE POLICE, PROBATION, ANO 
JUDICIAL ACTIVITIES OF EACH OF THE FIVE 
JUVENILE OFFENSE CASES. READINGS WHICH ARE 
RELEVANT TO EACH SECTION ARE INCORPORATED IN 
THE DISCUSSION OUTLINES. (SBI 



VT 014 831 

A GUIDE FOR PROMOTING HOME HEALTH SERVICES. 

PUBLIC HEALTH SERVICE (DHEW), WASHINGTON, 

O.C. DIV. OF HEALTH RESOURCES 
MF AVAILABLE IN VT-ERIC SET. 

DHEW-HSM-71-6404 

SUPERINTENDENT OF OOCUMENTS , U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, O.C. 20402 
($.255 HE 20. 2558 :H75; S/N 1726-00181 
PUB DATE - JUN71 25P. 

DESCRIPTORS - ♦COMMUNITY HEALTH SERVICES; 
♦HOME HEALTH AIDES; PUBLIC HEALTH; ♦PROGRAM 
DEVELOPMENT; ♦PUBLICIZE; ♦MASS MEOIAS PUBLIC 
RELATIONS; GUIDELINES 

ABSTRACT - HOME HEALTH CARE IS AN APPROACH 
THAT CAN POSITIVELY ASSURE EFFECTIVE HEALTH 
CARE FOR ILL OR DISABLED PERSONS, CONSERVE 
VALUABLE HEALTH RESOURCES, EXPAND THE OVERALL 
CAPACITY OF THE HEALTH CARE SYSTEM, ANO EXERT 
A RESTRAINING INFLUENCE ON MEDICAL CARE 
COSTS. THIS BOOKLET IS DESIGNED TO ASSIST IN 
PROMOTING A GREATER UNDERSTANDING OF ANO 
OEMAND FOR HOME HEALTH SERVICES ANO CONTAINS: 
(1) PURPOSES OF PROMOTIONAL ACTIVITIES, (2) A 
LISTING OF GOVERNMENT AND COMMUNITY GROUPS 
WHO CAN OFFER ASSISTANCE AND EXPERTISE IN 
ESTABLISHING HOME HEALTH CARE SERVICES, AND 
(3) CONSIDERATIONS IN SETTING UP A PROGRAM 
INCLUDING THE ORGANIZATION DF A PROMOTION 
COMMITTEE, MATERIALS AND RESOURCES NECESSARY 
FDR PROMOTION, PREPARING AND DEVELDPING 
PUBLIC INFORMATION MATERIALS, AND DEVELOPING 
DATA AND INFORMATION FDR INTERNAL USE. (SB) 



VT 014 832 

(.•RIVER PERFORMANCE IMPROVEMENT PROGRAM. 

LOUISIANA STATE DEPT. OF EDUCATION, BATON 
ROUGE. 

LOUISIANA HIGHWAY SAFETY COMMISSION, BATON 
ROUGE 

FEDERAL HIGHWAY ADMINISTRATION (DEPT. DF 
TRANSPORTATION), WASHINGTON, D.C. NATIONAL 
HIGHWAY SAFETY BUREAU 
MF AVAILABLE IN VT-ERIC SET. 

BULL-1198 

PUB DATE - 71 53 P . 

DESCRIPTORS - ♦PROGRAM GUIDES; ^TEACHING 
GUIDES; CURRICULUM GUIDES; ♦DRIVER EDUCATION; 
♦TRAFFIC SAFETY? SAFETY EDUCATION; VEHICULAR 
TRAFFIC; MOTDR VEHICLES 
IDENTIFIERS - ♦TRAFFIC LAW VIDLATDRS; 

LICENSED DRIVERS 

ABSTRACT - DESIGNED FDR USE BY ADMINISTRATORS 




ANO INSTRUCTORS IN BUILDING QUALITY PROGRAMS 
FOR THE IMPROVEMENT OF LICENSED DRIVERS, THIS 
GUIDE RtFLECl S RECENT TRENDS AND DEVELOPMENTS 
IN CURRICULUM CONSTRUCT! ONAMO TRAFFIC 
EDUCATION PROGRAMING. THE CURRICULUM DESIGN 
UTILIZtS THE SYSTEMS APPROACH WHICH ANALYZES 
A ORIVER OPERATING A MOTOR VEHICLE WITHIN THE 
HIGHWAY ENVIRONMENT. ADMINISTRATIVE ANO 
INSTRUCTIONAL GUIDELINES ARE FOLLOWED BY FOUR 
UNITS, EACH CONSISTING OF SEVERAL EPISOOES 
OESIGNED TO IMPROVE THE PERFORMANCE OF 
VARIOUS DRIVING TASKS. UNITS ARE: (1) YOU ANO 
DRIVING, CONCERNING THE HUMAN FUNCTIONS OF 
DRIVING, (2) YOU ANO DRIVING EMERGENCIES, 
DEALING WITh SUCH ASPECTS AS RESPONSE 
ANALYSIS ANO VEHICLE MALFUNCTIONS, (3) 
ALCOHOL, ORUGS, AND YOU, ANO (4) YOU AND 
OTHER DRIVERS, RELATING TO EMOTIONS, 
MOTIVATIONS, ANO PERSONALITY FACTORS. 
PARTICIPANTS IN THE PROGRAM ARE TRAFFIC LAW 
VIOLATORS REFERRED BY THE COURTS. (AW) 



VT 014 835 

BOWERS, JAMES R., COMP. 

STUDENT PROJECTS FOR MARKETING DISTRIBUTIVE 
EDUCATION (PROJECT TRAINING). 

MISSISSIPPI STATE UNIV., STATE COLLEGE. 
CURRICULUM COORDINATING UNIT. 

MISSISSIPPI STATE DEPT. OF EOUCATION, 

JACKSON. OIV. OF VOCATIONAL ANO TECHNICAL 
EOUCATION 

MF AVAILABLE IN VT-ERIC SET. 

CURRICULUM COORDINATING UNIT, DRAWER OX, 

STATE COLLEGE, MISSISSIPPI 39762 ($1.60) 

PUB OATE - 72 61P* 

DESCRIPTORS - *INSTRUCTIONAL MATERIALS; 
♦STUDENT PROJECTS; TEACHING METHOOS; 
♦DISTRIBUTIVE EOUCATION; SECONOARY EOUCATION; 
EOUCATIONAL OBJECTIVES; ♦STUOY GUIOES; 
MANUALS; marketing; SALESMANSHIP; RESOURCE 
MATERIALS; ♦PROJECT TRAINING METHOOS 

ABSTRACT - OEVELOPEO FOR USE IN HIGH SCHOOL 
DISTRIBUTIVE EOUCATION (,0E) PROGRAMS, THE 12 
PROJECTS COMPRISING THIS STUOENT MANUAL WERE 
TAKEN FROM THE PUBLICATION MARKETING 
DISTRIBUTIVE EOUCATION (PROJECT TRAINING). 
TOPICS COVEREO BY THE PROJECTS INCLUOE: (1) 
TRACING A PROOUCT FROM THE PROOUCER TO THE 
CONSUMER, (2) A SURVEY ANO EVALUATION OF 
LOCAL SALES ANO SERVICES, (3) COMMUNICATING 
THROUGH THE WRITTEN ANO SPOKEN WORO, (4) 
PLANNING ANO PRESENTING A- SALES 
DEMONSTRATION, (5) SELECTING AN APPlfDPR I ATE 
WAROROBE FOR A SPECIFIC OCCUPATION IN 
MARKETING ANO DISTRIBUTION, ANO (6) CHOOSING 
A SUPPLIER OF THREE-RING NOTEBOOKS FOR RESALE 
IN THE SCHOOL BOOKSTORE! EDUCATIONAL 
OBJECTIVES, A SCOPE STATEMENT, A LIST OF 
NEEOEO MATERIALS, DIRECTIONS, ANO EVALUATION 
PROCEDURES ARE PROVIDED FOR EACH PROJECT. 

{ JS) 



VT 014 838 ED 060 210 
CAMPBELL, SALLY R. 

CONSUMER EOUCATION IN AN AGE OF AOAPT AT ION. 
EDUCATOR RESOURCE SERIES. 

SEARS, ROEBUCK ANO CO., CHICAGO, ILL. 
CONSUMER INFORMATION SERVICES. 

EDRS PRICE MF— $0.65 HC NOT AVAILABLE FROM 



EDRS. 

ASSOCIATION STERLING FILMS, INC., 512 
BURLINGTON AVENUE, LAGRANGE, ILLINOIS 60525 
( $5. OOE A ) 

PUB OATE - 71 105P. 



DESCRIPTORS - ♦CONSUMER EDUCATION; 

EDUCATIONAL RESOURCES; ♦RESOURCE GUIOES; 
EDUCATIONAL OBJECTIVES; ♦BEHAVIORAL 

objectives; consumer economics; *stuoent 

NEEDS; AGE DIFFERENCES; CULTURAL DIFFERENCES; 
INTELLIGENCE DIFFERENCES; SOCIAL DIFFERENCES; 
MOTIVATION TECHNIQUES; EVALUATION TECHNIQUES; 
TEACHING TECHNIQUES; BIBLIOGRAPHIES 



ABSTRACT - DESIGNED TO SERVE AS A REFERENCE 
AND RESOURCE, THIS PUBLICATION CONTAINS IDEAS 
AND INFORMATION TO HELP TEACHERS MOOIFY 
CONTENT AND TEACHING METHODS TO ASSIST 
STUDENTS IN COPING WITH THE CHANGING 
MARKETPLACE. PART 1 OF THE GUIOE LISTS 
EDUCATIONAL OBJECTIVES FOR THESE MAJOR 
CONTENT AREAS: (1) THE CONSUMER ANO THE 
ECONOMY, (2) VALUES ANO GOALS, (3) OCCUPATION 
AND INCOME, (4) MANAGEMENT OF RESOURCES, (5) 
ECONOMIC CHOICES, (6) ADVERTISING, SELLING 
AIDS, AND MOTIVATORS, (7) BUYING GOODS ANO 
SERVICES, (8) HOUSING, (9) INSURANCE 
PROTECTION, (10) SAVINGS AND INVESTMENTS, 

(11) TAXES, (12) CONSUMER GRIEVANCES, 
INFORMATION, CREOIT, PROTECTION, RIGHTS, ANO 
RESPONSIBILITIES, AND (13) THE CONSUMER ANO 
THE ENVIRONMENT. PART 2 PROVIDES GENERAL 
SUGGESTIONS FOR ADAPTING PROGRAMS TO MEET 
STUDENT NEEDS AS WELL AS SPECIFIC SUGGESTIONS 
FOR AOAPTING TO CULTURAL DIFFERENCES, AGE 
DIFFERENCES, DIFFERENCES IN LEARNING ABILITY, 
ANO DIFFERENCES IN ECONOMIC CHARACTERISTICS. 
PART 3 OFFERS SEVERAL QUESTIONNAIRES, 

SURVEYS, AND OP I NIONNAI RES TO USE IN 
IDENTIFYING, MOTIVATING, AND EVALUATING 
STUDENTS. PARTS 4 ANO 5 CONTAIN A 
BIBLIOGRAPHY OF REAOINGS AND A GLOSSARY OF 
CONSUMER TERMS. (SB) 



VT 014 847 

SELLANO, LARRY, AND OTHERS 

GUIDELINE OF CAREER DEVELOPMENT ACTIVITIES. A 
STATEWIOE PROGRAM IN DEVELOPMENTAL VOCATIONAL 
GUIDANCE (K-12 ) AND OCCUPATIONAL PREPARATION 
FOR THE CHANGING WORLD OF WORK. 



BISMARCK PUBLIC SCHOOL OISTRICT 1, N. DAK. 
NORTH OAKOTA STATE BOARD FOR VOCATIONAL 
EDUCATION, BISMARCK. 

OFFICE OF EDUCATION (OHEW), WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - SEP71 157P. 



DESCRIPTORS - ♦VOCATIONAL DEVELOPMENT; 
♦CAREER EDUCATION; TEACHING GUIOES; 
♦GUIDELINES; EDUCATIONAL OBJECTIVES; 
BEHAVIORAL OBJECTIVES; LEARNING ACTIVITIES; 
♦INTEGRATED CURRICULUM; ELEMENTARY GRADES; 
SECONOARY GRAOES; ♦INSTRUCTIONAL MATERIALS; 
DEVELOPMENTAL PROGRAMS; STATEWIOE PLANNING 
IDENTIFIERS - NORTH DAKOTA 



OBJECTIVES FOR EACH GRADE LEVEL OR GROUPING, 
SAMPLE ACTIVITY SHEETS FOR A SPECIFIC STUDY 
AREA ANO GRADE LEVEL PROVIDE BROAD 
OBJECTIVES, SPECIFIC BEHAVIORAL OBJECTIVES, 
ACTIVITIES, SUGGESTED TECHNIQUES, RESOURCE 
MATERIALS ANO A BRIEF EVALUATION TO BE 
COMPLETED BY THE TEACHER TO DETERMINE 
SUGGESTIONS AND CRITICISM. ACTIVITIES PROMOTE 
STUDENT INVOLVEMENT THROUGH ROLE-PLAYING, 
FIELD TRIPS ANO INDIVIDUAL AND GROUP 
PROJECTS; SUGGESTED TECHNIQUES ENCOURAGE 
FEEDBACK TO STUOENTS, ANO STUDENT-COMMUNITY 
INVOLVEMENT. RESOURCE MATERIALS INCLUOE 
BOOKS, FILMS, ANO COMMUNITY RESOURCES SUCH AS 
THE WEATHER BUREAU AND GUEST SPEAKERS. 
APPENDEO MATERIALS ARE SUGGESTED RESOURCE 
MATERIALS, GUIDELINES FOR FIELD TRIPS, ANO 
GUIDELINES FOR RESOURCE PEOPLE. (SB) 



VT 014 850 

AN EXEMPLARY PROGRAM FOR OCCUPATIONAL 
PREPARATION IN SELECTED AGRICULTURAL ANO 
INDUSTRIAL ACTIVITIES FOR SMALL HIGH SCHOOLS 
IN UTAH. INTEGRATED SHOP PROGRAM III AND IV; 
ORAFTING ANU OESIGN, A TWO YEAR COURSE. 

UTAH STATE BOARD FOR VOCATIONAL EDUCATION, 
SALT LAKE CITY. 

MF AVAILABLE IN VT-ERIC SET. 

^_PUB OATE - 71 25 IP . 

DESCRIPTORS - * DRAFTING; ♦INDUSTRIAL ARTS; 
♦CURRICULUM GUIOES; INSTRUCTIONAL MATERIALS; 
SECONOARY GRAOES; ♦SHOP CURRICULUM; RURAL 
SCHOOLS; SMALL SCHOOLS; COURSE DESCRIPTIONS; 
♦VOCATIONAL EDUCATION; DEVELOPMENTAL 

programs; teaching guides; agricultural 

ENGINEERING.; TRAOE ANO INDUSTRIAL EDUCATION 
IDENTIFIERS - UTAH 



ABSTRACT - DEVELOPED THROUGH THE COORDINATED 
EFFORTS OF SPECIALISTS IN INDUSTRIAL ARTS, 



VOCATIONAL AGRICULTURE, TRAOE AND INDUSTRIAL 
EDUCATION, ANU VOCATIONAL EOUCATION, THIS 
COURSE IS PART OF AN INTEGRATED SHOP PROGRAM 
DESIGNED TO IMPROVE THE VOCATIONAL FUTURE FOR 
STUDENTS IN SMALL RURAL HIGH SCHOOLS. 



INTENDED TO FOLLOW FOUR BEGINNING COURSES IN 
THE PROGRAM, THIS ADVANCEO DRAFTING AND 
OESIGN COURSE COVERS TECHNICAL ORAWING, 
ARCHITECTURAL ORAFTING, ANO A THIRD AREA 
CONSISTING OF A NUMBER OF HIGHLY SPECIALIZED 
AREAS. THE COURSE IS PLANNEO FOR 10 HOURS PER 
WEEK FOR 2 SCHOOL YEARS. EACH OF THE 
INSTRUCTIONAL PACKETS WHICH ARE ENCLOSEO 
CONSISTS OF: (1) TITLE, (2) DIRECTIONS TO THE 
STUOENT , (3) INTRODUCTION TO THE PARTICULAR 
UNIT OF WORK INVOLVED, (3) CONCEPT, (4) LIST 
OF PERFORMANCE OBJECTIVES, (5) ACTIVITIES 
NEEDED TO ACHIEVE THE OBJECTIVES, (6) LIST OF 
REFERENCE MATERIALS, ANO (7) A TEST ON THE 
UNIT. A RELATEO OOCUMENT, VT 014 851, IS 
AVAILABLE IN THIS ISSUE ANO A PREVIOUSLY 
PROCESSEO DOCUMENT APPEARED IN RIE FOR 
FEBRUARY 1971 AS EO 043 410. (BH) 



ABSTRACT - THESE MIMEOGRAPHED GUIDELINES ARE 
REPRESENTATIVE SAMPLES OF THE COMPLETE NORTH 
DAKOTA K-12 CAREER DEVELOPMENT GUIDELINES, 
PRESENTLY BEING FURTHER OEVELOPEO ANO FIELO- 
TtSTEO BY TEACHERS ANO PROJECT STAFF FOR 
COMPLETION BY FALL 1973. IN ADOITION TO 

'*> 9 



VT 014 851 

AN EXEMPLARY PROGRAM FOR OCCUPATIONAL 
PREPARATION IN SELECTEO AGRICULTURAL AND 
INDUSTRIAL ACTIVITIES FOR SMALL HIGH SCHOOLS 
IN UTAH. INTEGRATED SHOP PROGRAM III AND IV, 
BUILDING CONSTRUCTION. 
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UTAH STATE BOARD FOR VOCATIONAL EDUCATION, 
SALT LAKE CITY, 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 95P. 

DESCRIPTORS - TEACHING GUIDES; ♦CURRICULUM 
GUIDES; INSTRUCTIONAL MATERIALS; ♦BUILDING 
TRADES; TRADE AND INDUSTRIAL EDUCATION; 
VOCATIONAL EDUCATION; AGRICULTURAL 
ENGINEERING; ♦WOODWORK I NG ; CARPENTERS; 
♦CONSTRUCTION (PROCESS); CONSTRUCTION 
INDUSTRY; ♦ SHOP CURRICULUM; DEVELOPMENTAL 
PROGRAMS; RURAL SCHOOLS; SMALL SCHUOLS; 
SECONDARY GRADES; COURSE DESCRIPTIONS 
IDENT IF IERS - UTAH 

ABSTRACT - A COORDINATED EFFORT OF 
SPECIALISTS, COORDINATORS, ADMINISTRATORS AND 
PROFESSORS OF VARIOUS PHASES OF VOCATIONAL 
AND TECHNICAL EDUCATION, THIS COURSE IN 
BUILDING CONSTRUCTION IS ONE OF THE ADVANCED 
COURSES IN AN EXEMPLARY INTEGRATED SHOP 
PROGRAM DEVELOPED FOR USE IN UTAH'S SMALL 
RURAL HIGH SCHOOLS. THE 2-YEAR COURSE 
INCLUDES 23 UNITS OF INSTRUCTION, WITH THE 
MAJOR EMPHASIS ON CARPENTRY BUT ALSO 
PROVIDING INSTRUCTION IN MASONRY, ELECTRICAL 
WIRING, PLUMRING, AND HEATING AND COOLING. 
MUST OF THE UNITS CONSIST OF INSTRUCTIONAL 
PACKETS, EACH OF WHICH INCLUDE A TITLE, 
DIRECTIONS TO THE STUDENT, INTRODUCTION TO 
THE PARTICULAR UNIT OF WORK WITH WHICH THE 
PACKET DEALS, A CONCEPT, LIST OF PERFORMANCE 
OBJECTIVES, LIST OF REFERENCE MATERIALS, AND 
A UNIT TEST. SCME UNITS ALSO PROVIDE 
INFORMATION SHEETS, ASSIGNMENT SHEETS, OR 
EXPERIMENT SHEETS. THE INSTRUCTIONAL PACKETS 
ARE DESIGNED PRIMARILY FOR USE BY INDIVIDUAL 
STUDENTS, BUT MAY BE USED WITH THE CLASS AS A 
WHOLE AT THE TEACHER’S DISCRETION. THE GUIDE 
ALSO PROVIDES A COURSE OUTLINE, SUGGESTED 
TIME SCHEDULE AND SEQUENCE OF UNITS, 
ORIENTATION TO BUILDING TRADES, REFERENCE 
MATERIAL, KEYS TO UNIT TESTS, AND AN 
ACHIEVEMENT TEST AND KEY.RELATEO DOCUMENTS 
ARE VT 014 85D, AVAILABLE IN THIS ISSUE, AND 
ED 043 410 (FEBRUARY, 1971 RIE). (AW) 



OBJECTIVES, PLANNING, DECISION MAKING, AND 
CONTROLLING. AN INSTRUCTOR GUIDE IS AVAILABLE 
IN THIS ISSUE ASVT 014 879. (BH) 



VT 014 858 

BLUMER, ALICE HOWARD 

JAIL OPERATIONS: A TRAINING COURSE FOR JAIL 
OFFICLKS. PROGRAMMED INSTRUCTION: BOOK l: 
CORRECTIONAL HISTORY AND PHILOSOPHY. 

WISCONSIN UNIV., MADISON. UNIV. EXTENSION. 
DEPARTMENT OF JUSTICE, WASHINGTON, O.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - NO 58P. 

DESCRIPTORS - ♦CORRECTIVE INSTITUTIONS; 
♦INSTITUTIONAL PERSONNEL; ♦INSERVICE 
EDUCATION; *TtX TBOOKS ; INDI V I DUAL I ZED 
INSTRUCTION; STUDY GUIDES; ADULT VOCATIONAL 

education; programed instruction; philosophy; 

HISTORY; ♦INSTITUTIONAL ROLE 
IDENTIFIERS - ♦JAIL OFFICERS 

ABSTRACT - DEVELOPED THROUGH A FEDERAL GRANT, 
THIS GUIDE IS PART OF A 6-PART COURSE 
INTENDED FOR JAIL OFFICERS. IN ADOITION TO 
ROUTINE TASKS WHICH OFFICERS MUST PERFORM IN 
THE JAIL, THE COURSE EMPHASIZES THE OFFICERS' 
RESPONSIBILITY TO SOCIETY AS WELL-TRAINED 
PROFESSIONALS. INCLUOED IS A DISCUSSION OF 
COMMON MISTAKES TO BE AVOIOED. THIS VOLUME 
COVERS CORRECTIONAL HISTORY AND PHILOSOPHY. 
THE ENTIRE COURSE IS AVAILABLE IN THIS ISSUE 
AS VT 014 858-014 863. (BH) 



VT 014 859 

BLUMER, ALICE HOWARO 

JAIL OPERATIONS: A TRAINING COURSE FOR JAIL 
OFFICERS. PROGRAMMED INSTRUCTION: BOOK 2: 
JAIL OPERATIONS. 

WISCONSIN UNIV., MAOI SON. UNIV. EXTENSION. 
DEPARTMENT OF JUSTICE, WASHINGTON, O.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - NO 184P. 
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VT 014 857 
PAPPAS, NICK, EO. 

THE JAIL: ITS OPERATION AND MANAGEMENT. 

DEPARTMENT OF JUSTICE, WASHINGTON, D.C. 
WISCONSIN UNIV., MADISON. UNIV. EXTENSION. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 231P. 

DESCRIPTORS - ♦CORRECTIVE INSTITUTIONS; 
♦INSTITUTIONAL PERSONNEL; ♦INSERVICE 
EDUCATION; ♦TEXTBOOKS; INDIVIDUALIZED 
INSTRUCTION; STUDY GUIDES; ADULT VOCATIONAL 
EDUCATION; MANAGEMENT DEVELOPMENT; MANAGEMENT 
EDUCATION; ADMINISTRATOR ROLE 

ABSTRACT - DEVELOPED THROUGH A FEDERAL GRANT 
AND EDITED BY THE JAIL COORDINATOR OF THE 
BUREAU OF PRISONERS, THIS TEXT IS INTENDED 
FOR THE INSERVICE EDUCATION OF JAIL OFFICERS 
AND ADMINISTRATORS. FOR THE JAIL OFFICER, THE 
TEXT COVERS SECURITY, CLIMATE, SUPERVISION, 
DISCIPLINE, SPECIAL HEALTH PROBLEMS, AND 
CORRECTIONAL HISTORY AND PHILOSOPHY. SECTIONS 
FOR THE ADMINISTRATOR DESCRIBE ROLE AND 
FUNCTIONS WITHIN THE FRAMEWORK OF SETTING 



DESCRIPTORS - ♦CORRECTIVE INSTITUTIONS; 
♦INSTITUTIONAL PERSONNEL; ♦INSERVICE 
EDUCATION; ♦TEXTBOOKS; INO I V I OUAL IZEO 
INSTRUCTION; ADULT VOCATIONAL EDUCATION; 
PROGRAMED INSTRUCTION; ♦INSTITUTIONAL 
ADMINISTRATION; STUDY GUIDES 
IDENTIFIERS - ♦ JAIL OFFICERS 

ABSTRACT - DEVELOPED THROUGH A FEOERAL GRANT, 
THIS GUIDE IS PART OF A 6-PART COURSE 
INTENDED FOR JAIL OFFICERS. IN AOOITION TO 
ROUTINE TASKS WHICH OFFICERS MUST PERFORM IN 
THE JAIL, THE COURSE EMPHASIZES THE OFFICERS' 
RESPONSIBILITY TO SOCIETY AS WELL-TRAINEO 
PROFESSIONALS. INCLUDED IS A OISCUSSION OF 
COMMON MISTAKES TO BE AVOIOEO. THIS VOLUME 
COVERS JAIL OPERATIONS. THE ENTIRE COURSE IS 
AVAILABLE IN THIS ISSUE AS VT 014 858-014 
863. (BH) 



VT 014 860 

BLUMER, ALICE HOWARD 

JAIL OPERATIONS: A TRAINING COURSE FOR JAIL 
OFFICERS. PROGRAMMED INSTRUCTION: BOOK 3: 
JAIL CLIMATE. 
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WISCONSIN UNIV., MADISON. UNIV. EXTENSION. 
DEPARTMENT OF JUSTICE, WASHINGTON, D.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUb DATE - ND 62P. 

DESCRIPTORS - ♦CORRECTIVE INSTITUTIONS; 
♦INSTITUTIONAL PERSONNEL; *INSERVICE 
EDUCATION; ♦TEXTBOOKS ; INDIVIDUALIZED 
INSTRUCTION; STUDY GUIDES; ADULT VOCATIONAL 
EDUCATION; PROGRAMED INSTRUCTION; *ATTITUDES i 

morale; prisoners; adjustment (to 

ENVIRONMENT ) 

IDENTIFIERS - *JAIL OFFICERS 

ABSTRACT - DEVELOPED THROUGH A FEDERAL GRANT, 
THIS GUIDE IS PART OF A 6-PART COURSE 
INTENDED FOR JAIL OFFICERS. IN ADDITION TO 
ROUTINE TASKS WHICH OFFICERS MUST PERFORM IN 
THE JAIL, THE COURSE EMPHASIZES THE OFFICERS' 
RESPONSIBILITY TO SOCIETY AS WELL-TRAINED 
PROFESSIONALS. INCLUDED IS A DISCUSSION OF 
COMMON MISTAKES TO BE AVOIDED. THIS VOLUME 
COVERS JAIL CLIMATE, IN TERMS OF JAILER AND 
PRISONER ATTITUDES. THE ENTIRE COURSE IS 
AVAILABLE IN THIS ISSUE AS V T 014 858-014 
863. (8H) 



VT 014 861 

BLUMER, ALICE HOWARD 

JAIL OPERATIONS: A TRAINING COURSE FOR JAIL 
OFFICERS. PROGRAMMED INSTRUCTION: BOOK 4: 
SUPERVISION. 

WISCONSIN UNIV., MADISON. UNIV. EXTENSION. 
DEPARTMENT OF JUSTICE, WASHINGTON, D.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 44P. 

DESCRIPTORS - *CORRECTIVE INSTITUTIONS; 
♦INSTITUTIONAL PERSONNEL; ♦INSERVICE 
EDUCATION; ♦TEXTBOOKS; INDIVIDUALIZED 

instruction; study guides; adult vocational 

EDUCATION; PROGRAMED INSTRUCTION; 
♦SUPERVISION; SUPERVISING METHODS; 

SUPERVISING ACTIVIT IES 
IDENTIFIERS - ♦ J A I L OFFICERS 

ABSTRACT - DEVELOPED THROUGH A FEDERAL GRANT, 
THIS GUIDE IS PART OF A 6-PART COURSE 
INTENDED FOR JAIL OFFICERS. IN ADDITION TO 
ROUTINE TASKS WHICH OFFICERS MUST PERFORM IN 
THE JAIL, THE COURSE EMPHASIZES THE OFFICERS' 
RESPONSIBILITY TO SOCIETY AS WELL-TRAINED 
PROFESSIONALS. INCLUDED IS A DISCUSSION OF 
COMMON MISTAKES TO BE AVOIDED. THIS VOLUME 
DESCRIBES NEEDED SUPERVISORY SKILLS. THE 
ENTIRE COURSE IS AVAILABLE IN THIS ISSUE AS 
VT 014 858-014 863. (BH> 



VT 014 862 

BLUMER, ALICE HOWARD 

JAIL OPERATIONS: A TRAINING COURSE FOR JAIL 
OFFICERS. PROGRAMMED INSTRUCTION: BOOK 5: 
DISCIPLINE. 

WISCONSIN UNIV., MADISON. UNIV. EXTENSION. 
DEPARTMENT OF JUSTICE, WASHINGTON, D.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 45P. 

DESCRIPTORS - ♦CORRECTIVE INSTITUTIONS; 
♦INSTITUTIONAL PERSONNEL; ♦INSERVICE 

education; ♦textbooks; individualized 

* <J 



instruction; study guides; adult vocational 
education; programed instruction; *discipline 

POLICY; DISCIPLINE PROBLEMS 
IDENTIFIERS - *JAIL OFFICERS 

ABSTRACT - DEVELOPED THROUGH A FEDERAL GRANT, 
THIS GUIDE IS PART OF A 6-PART COURSE 
INTENDED FOR JAIL OFFICERS. IN ADDITION TO 
ROUTINE TASKS WHICH OFFICERS MUST PERFORM IN 
THE JAIL, THE COURSE EMPHASIZES THE OFFICERS' 
RESPONSIBILITY TO SOCIETY AS WELL-TRAINED 
PROFESSIONALS. INCLUDED IS A DISCUSSION OF 
COMMON MISTAKES TO BE AVOIDED. THIS VOLUME 
COVERS DISCIPLINARY PROBLEMS AND PROCEDURES. 
THE ENTIRE COURSE IS AVAILABLE IN THIS ISSUE 
AS VT 014 858-014 863. (>BH ) 



VT 014 863 

BLUMER, ALICE HOWARD 

JAIL OPERATIONS: A TRAINING COURSE FOR JAIL 
OFFICERS. PROGRAMMED INSTRUCTION: BOOK 6: 
SPECIAL PRISONERS. 

WISCONSIN UNIV., MADISON. UNIV. EXTENSION. 
DEPARTMENT OF JUSTICE, WASHINGTON, D.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 70P. 

DESCRIPTORS - ♦CORRECTIVE INSTITUTIONS; 
♦INSTITUTIONAL PERSONNEL; ♦INSERVICE 

education; ♦textbooks; individualized 

INSTRUCTION; STUDY GUIDES; ADULT VOCATIONAL 

education; programed instruction; prisoners; 

♦SPECIAL HEALTH PROBLEMS. 

IDENTIFIERS - *JAIL OFFICERS 

ABSTRACT - DEVELOPED THROUGH A FEDERAL GRANT, 
THIS GUIDE IS PART OF A 6-PART COURSE 
INTENDED FOR JAIL OFFICERS. IN ADDITION TO 
ROUTINE TASKS WHICH OFFICERS MUST PERFORM IN 
THE JAIL, THE COURSE EMPHASIZES THE OFFICERS' 
RESPONSIBILITY TO SOCIETY AS WELL-TRAINED 
PROFESSIONALS. INCLUDED IS A DISCUSSION OF 
COMMON MISTAKES TO BE AVOIDED. THIS VOLUME 
COVERS TREATMENT OF PRISONERS WITH PHYSICAL 
OR MENTAL PROBLEMS. THE ENTIRE COURSE IS 
AVAILABLE IN THIS ISSUE AS VT 014 858-014 
863. IBH) 



VT 014 864 

BLUMER, ALICE HOWARD 
JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: BOOK l: 
ADMINISTRATION OF JAIL OPERATIONS. 

WISCUNSIN UNIV., MADISON. UNIV. EXTENSION. 
DEPARTMENT OF JUSTICE, WASHINGTON, D.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 47P. 

DESCRIPTORS - ♦CORRECTIVE INSTITUTIONS; 
♦ADMINISTRATOR EDUCATION; ♦INSERVICE 

education; ♦textbooks; individualized 

INSTRUCTION; STUDY GUIDES; ADULT VOCATIONAL 
EDUCATION; ♦INSTITUTIONAL ADMINISTRATION; 
PROGRAMLO MATERIALS; INDEPENDENT STUDY 

ABSTRACT - DEVELOPED THROUGH A FEDERAL GRANT, 
THIS GUIDE IS PART OF A 6-PART COURSE 
INTENDED FOR JAIL ADMINISTRATORS. THE COURSE 
PROVIDES A FRAMEWORK THROUGH WHICH JAIL 
ADMINISTRATORS CAN FORMULATE PROCEDURES AND 
POLICIES FOR THEIR OWN JAILS, WITH A 
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DISCUSSION OF COMMON PAST MISTAKES ANO WAYS 
TO AVOIO THEM. THIS VOLUME COVERS THE 
ADMINISTRATION OF JAIL OPERATIONS. THE ENTIRE 
COURSE IS AVAILABLE IN THIS ISSUE AS VT 014 
864-014 869. (BH) 



VT 014 865 

OLUMERf ALICE HOWARO 
JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INOEPENOENT STUOY: BOOK 2: 
PERSONNEL AND FISCAL MANAGEMENT. 

WISCONSIN UNI V. , MAOISON. UNIV. EXTENSION. 
DEPARTMENT OF JUSTICE, WASHINGTON, O.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - ND 58P. 

DESCRIPTORS - ♦CORRECT IVE INSTITUTIONS; 
♦ADMINISTRATOR EDUCATION; *INSERVICE 
EDUCATION; ^TEXTBOOKS; INDI V I OUAL I ZEO 
INSTRUCTION; STUDY GUIDES; AOULT VOCATIONAL 
EDUCATION; PERSONNEL MANAGEMENT*, *BUOGET ING ; 
PERSONNEL NEEOS ; PROGRAMEO MATERIALS; 
INDEPENDENT STUOY 

ABSTRACT - OEVELOPEO THROUGH A FEOERAL GRANT, 
THIS GUIDE IS PART OF A 6-PART COURSE 
INTENDED FOR JAIL ADMINISTRATORS. THE COURSE 
PROVIDES A FRAMEWORK THROUGH WHICH JAIL 
ADMINISTRATORS CAN FORMULATE PROCEDURES ANO 
POLICIES FOR THEIR OWN JAILS, WITH A 
01 SCUSS ION OF COMMON PAST MISTAKES ANO WAYS 
TO AVOIO THEM. THIS VOLUME COVERS PERSONNEL 
MANAGEMENT AND BUDGET PREPARATION. THE ENTIRE 
COURSE IS AVAILABLE IN THIS ISSUE AS VT 014 
864-014 869. (BH! 



VT 014 866 

BLUMER, ALICE HOWARO 
JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INOEPENOENT STUOY: BOOK 3: 
JAIL ANO COMMUNITY CORRECTIONS PROGRAMS. 

WISCONSIN UNIV., MAOISON. UNIV. EXTENSION. 
DEPARTMENT OF JUSTICE, WASHINGTON, O.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUB OATE - NO 72P . 

DESCRIPTORS - ♦CORRECTIVE INSTITUTIONS; 
ADMINISTRATOR EOUCATION; +INSERVICE 
EOUCATION; ♦TEXTBOOKS; INDI VIOUAL IZEO 
INSTRUCTION; STUOY GUIOES; AOULT VOCATIONAL 
EDUCATION; ♦CORRECT IONAL REHABILITATION; 
REHABILITATION PROG RAMS ■» PROGRAMEO MATERIALS; 
INOEPENOENT STUOY 

ABSTRACT - OEVELOPEO THROUGH A FEOERAL GRANT, 
THIS GUIOE IS PART OF A 6-PART COURSE 
I NTENOEO FOR JAIL ADMINISTRATORS. THE COURSE 
PROVIOES A FRAMEWORK THROUGH WHICH JAIL 
ADMINISTRATORS CAN FORMULATE PROCEDURES ANO 
POLICIES FOR THEIR OWN JAILS, WITH A 
01 SCUSS ION OF COMMON PAST MISTAKES AND WAYS 
TO AVOIO THEM. THIS VOLUME CONSIOERS THE ROLE 
OF CORRECTIONAL PROGRAMS IN JAILS. THE ENTIRE 
COURSE IS AVAILABLE IN THIS ISSUE AS VT 014 
864-014 869. (BH) 



VT 014 867 

BLUMER, ALICE HOWARO 

JAIL MANAGEMENT: A COURSE FOR JAIL 

ADMINISTRATORS. INOEPENOENT STUOY: BOOK 4: 

o 



COMMUNITY RELATIONS. 

WISCONSIN UNIV., MAOISON. UNIV. EXTENSION. 
OtPAR TMENT OF JUSTICE, WASHINGTON, O.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - NO 43P. 

DESCRIPTORS - ♦CORRECTIVE INSTITUTIONS; 
♦ADMINISTRATOR EOUCATION; *INSERVICE 
EOUCATION; #TtXTBOOKS; I NOIV IOUAL I ZEO 
INSTRUCTION; STUOY GUIOES; ADULT VOCATIONAL 
EDUCATION; *CUMMUi\IITY RELATIONS; PUBLIC 
RELATIONS; PROGRAMEO MATERIALS; INDEPENDENT 
STUDY 

ABSTRACT - OEVELOPEO THROUGH A FEOERAL GRANT, 
THIS GUIDE IS PART OF A 6-PART COURSE 
INTENDED FOR JAIL ADMINISTRATORS. THE COURSE 
PROVIDES A FRAMEWORK THROUGH WHICH JAIL 
ADMINISTRATORS CAN FORMULATE PROCEDURES ANO 
POLICIES FOR THEIR OWN JAILS, WITH A 
OISCUSSION OF COMMON PAST MISTAKES AND WAYS 
TO AVOID THEM. THIS VOLUME OESCRIBES THE 
IMPORTANCE OF COMMUNITY RELATIONS ANO 
PROVIDES SUGGESTIONS FOR IMPROVING RELATIONS 
WITH THE PUBLIC. THE ENTIRE COURSE IS IN THIS 
ISSUE AS VT 014 864-014 869. (BH) 



VT 014 868 

BLUMER, ALICE HOWARD 
JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INOEPENOENT STUOY: BOOK 5: 
LEGAL PROBLEMS. 

WISCONSIN UNIV., MAOISON. UNIV. EXTENSION. 
DEPARTMENT OF JUSTICE, WASHINGTON, O.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUB OATE - NO 50P . 

DESCRIPTORS - *CORRECTIViE INSTITUTIONS; 
♦ADMINISTRATOR EOUCATION; ♦INSERVICE 
EOUCATION; ♦TEXTBOOKS; INO IV IOUAL I ZEO 
INSTRUCTION; STUOY GUIOES; AOULT VOCATIONAL 
EOUCATION; LEGAL RESPONSIBILITY; ♦CIVIL 
RIGHTS; PRISONERS; PROGRAMEO MATERIALS; 
INOEPENOENT STUOY 

ABSTRACT - OEVELOPEO THROUGH A FEOERAL GRANT, 
THIS GUIOE IS PART OF A 6-PART COURSE 
INTENOED FOR JAIL ADMINISTRATORS. THE COURSE 
PROVIOES A FRAMEWORK THROUGH WHICH JAIL 
ADMINISTRATORS CAN FORMULATE PROCEDURES ANO 
POLICIES FOR THEIR OWN JAILS, WITH A 
OISCUSSION OF COMMON PAST MISTAKES ANO WAYS 
TO AVOIO THEM. THIS VOLUME INCLUDES A 
OISCUSSION OF LEGAL RESPONSIBILITIES ANO 
PRISONERS' RIGHTS. THE ENTIRE COURSE IS 
AVAILABLE IN THIS ISSUE AS VT 014 864-014 
869. (BH) 



VT 014 869 

BLUMER, ALICE HOWARD 

JAIL MANAGEMENT: A COURSE FOR JAIL 

ADMINISTRATORS. INDEPENDENT STUDY: BOOK 6: 

JAIL PLANNING. 

WISCONSIN UNIV., MAOISON. UNIV. EXTENSION. 
DEPARTMENT OF JUSTICE, WASHINGTON, D.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - NO 34P. 

DESCRIPTORS - ♦CORRECTIVE INSTITUTIONS; 
♦ADMINISTRATOR EOUCATION; ♦INSERVICE 
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EOUCATION; *TEXTBOOKS; INOI V I OU AL IZ.ED 

instruction; stuoy guides; aoult vocational 
education; ♦program planning; institutional 

ROLE; ADMINISTRATOR ROLE; PROGRAMED 
MATERIALS; INDEPENDENT STUOY 

ABSTRACT - DEVELOPED THROUGH A FEOERAL GRANT, 
THIS GUIDE IS PART OF A 6-PART COURSE 
INTENDED FOR JAIL ADMINISTRATORS. THE COURSE 
PROVIDES A FRAMEWORK THROUGH WHICH JAIL 
ADMINISTRATORS CAN FORMULATE PROCEDURES AND 
POLICIES FOR THEIR OWN JAILS, WITH A 
DISCUSSION OF COMMON '’AST MISTAKES ANO WAYS 
TO AVOID THEM. THIS VOLUME DESCRIBES THE 
IMPORTANCE OF PROPER PLANNING FOR EFFICIENT 
JAIL ADMINISTRATION. THE ENTIRE COURSE IS 
AVAILABLE IN THIS ISSUE AS VT 014 864-014 
369. ( BH ) 



VT 014 872 EO 059 407 
MICROFICHE COLLECTION OF CLEARINGHOUSE 
DOCUMENTS REPORTEO IN ABSTRACTS OF 
INSTRUCTIONAL MATERIALS IN VOCATIONAL AND 
TECHNICAL EDUCATION (AIM), VOLUME 5, NUMBER 
1 . 

OHIO STATE UNIV., COLUMBUS. CENTER FOR 
VOCATIONAL AND TECHNICAL EDUCATION. 

OFFICE OF EDUCATION ( DHEW ) , WASHINGTON, D.C. 
EDRS PRICE MF-J.67.76 HC NOT AVAILABLE FROM 
EDRS. 

PUB DATE - 72 21535 

DESCRIPTORS - * INSTRUCT IONAL MATERIALS; 

♦ VOCATIONAL EOUCATION; *TECHN I CAL EOUCATION; 
BUSINESS EDUCATION; AGRICULTURAL EOUCATION; 
DISTRIBUTIVE EDUCATION; HEALTH OCCUPATIONS 
EDUCATION; HOME ECONOMICS EDUCATION; 
INDUSTRIAL ARTS; TRADE ANO INDUSTRIAL 
EOUCATION; INDEXES (LOCATERS); 

CLEARINGHOUSES; ♦MICROFICHE; DOCUMENTATION; 
INFORMATION STORAGE; INFORMATION RETRIEVAL 

ABSTRACT - DOCUMENTS ANNOUNCEO WITH VT 
NUMBERS ONLY IN VOLUME 5, NUMBER 1 (VT 014 
871) UF "ABSTRACTS UF INSTRUCTIONAL MATERIALS 
IN VOCATIONAL AND TECHNICAL EDUCATION" (AIM) 
ARE INCLUOED IN THIS MICROFICHE SET. THE 
MICROFICHE SET IS ARRANGEO IN THE FOLLOWING 
SEQUENCE: 11) A VOCATIONAL TECHNICAL IVT) 
NUMBER INDEX TO DOCUMENTS IN THE MICROFICHE 
COLLECTION, (2) THE SUBJECT AND AUTHOR 
INDEXES FROM AIM, AND (3) THE FULL TEXT OF 
DOCUMENTS LISTEO IN THE VT NUMBER INOEX. THE 
TEXTS ARE FILMED CONTINUOUSLY IN 7T NUMBER 
SEQUENCE. (CD) 



VT 014 873 EO 059 408 
ABSTRACTS OF INSTRUCTIONAL MATERIALS IN 
VOCATIONAL TECHNICAL EOUCATION (AIM), VOLUME 
5, NUMBER 1. 



MATERIALS; 
EOUCATION; 
EOUCATION; 
OCCUPAT IONS 



♦VOCATIONAL BDUCATION; ♦TECHNICAL 
BUSINESS EOUCATION; AGRICULTURAL 
DISTRIBUTIVE EDUCATION; HEALTH 
EOUCATION; HOME ECONOMICS 



EOUCATION; INDUSTRIAL 
INDUSTRIAL EOUCATION; 
CLEARINGHOUSES 



ARTS; TRADE ANO 
♦INOEXES (LOCATERS); 



ABSTRACT - THIS QUARTERLY PUBLICATION 
ANNOUNCES THE AVAILABILITY OF INSTRUCTIONAL 
MATERIALS ACQUIRED ANO PROCESSED BY THE 
EOUCAT IONAL RESOURCES INFORMATION CENTER 
(ERIC) CLEARINGHOUSE ON VOCATIONAL ANO 
TECHNICAL EOUCATION. IT SHOULD BE OF 
PARTICULAR INTEREST TO TEACHERS, CURRICULUM 
SPECIALISTS, SUPERVISORS, ANO ADMINISTRATORS 
INVOLVED IN CURRICULUM DEVELOPMENT OR THE USE 
OF INSTRUCTIONAL MATERIALS IN THE TEACHING- 
LEARNING SETTING. EACH ABSTRACT, A 
CONDENSATION OF THE REPORT IN ABOUT 200 
WOROS, USUALLY INCLUDES THE MEANS USED TO 
OEVELOP THE MATERIAL, THE SETTING FOR USE OF 
THE MATERIAL, ANO SOURCE OF AVAILABLE COPIES. 
AUTHOR, SUBJECT, ANO DOCUMENT NUMBER INCEXES 
PROVIDE ENTRY TO THE ABSTRACTS. MOST OF THE 
DOCUMENTS WHICH HAVE NOT' BEEN ANNOUNCEO IN 
"RESEARCH IN EOUCATION" ARE AVAILABLE AS A 
SEPARATE MICROFICHE SET FROM THE ERIC 
DOCUMENT REPRODUCTION SERVICE ( VT 014 872). 
OTHERS ARE AVAILABLE FROM THE SOURCE 
IDENTIFIED IN THE ABSTRACT. (CO) 



VT 014 879 
PAPPAS, NICK, EO. 

INSTRUCTORS GUIOE TO THE JAIL: ITS OPERATION 
ANO MANAGEMENT. 

WISCONSIN UNIV., MAO I SON . UNIV. EXTENSION. 
DEPARTMENT OF JUSTICE, WASHINGTON, O.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - NO 72P. 



DESCRIPTORS - ♦CORRECTIVE INSTITUTIONS; 
♦INSTITUTIONAL PERSONNEL; ♦INSERVICE 
EOUCATION; ♦TEACHING GUIDES; ADULT VOCATIONAL 
EDUCATION; INSTRUCTIONAL MATERIALS; 
♦CURRICULUM GUI OES 



ABSTRACT - 
ANO EDITED 
OF THE BURE 
IS AN OUTLI 
ITS OPERATI 
CHAPTER THE 
AND LISTS I 
0 I SCUSS ION 
QUESTIONS. 
ISSUE AS VT 



DEVELOPED THROUGH A FEOERAL GRANT 
bY THE JAIL TRAINING COORDINATOR 
AU OF PRISONS, THIS TEACHING GUIOE 
NE BASEO ON THE TEXT "THE JAIL: 

ON ANO MANAGEMENT". FOR EACH 
GUIDE SUMMARIZES THE MAIN IDEAS 
NSTRUCTI ONAL OBJECTIVES, 

QUESTIONS, ANO SUGGESTED TEST 
THE TEXT IS AVAILABLE IN THIS 
014 857. (BH) 



VT 014 882 

CURRICULUM GUIDE FOR AGRICULTURAL SCIENCE I. 



OHIO STATE UNIV., COLUMBUS. CENTER FOR 
VOCATIONAL AND TECHNICAL EDUCATION. 

OFFICE OF EDUCATION (OHEW), WASHINGTON, D.C. 
EORS PRICE MF-SO .65 HC-S6.58. 

THE CENTER FOR VOCATIONAL AND TECHNICAL 
EDUCATION, 1900 KENNY ROAD, COLUMBUS, OHIO 
43210 (QUARTERLY, ONE YEAR $11.00, TWO YEARS 
$18. 00) 

PUB DATE - 72 1 1 1 P. 

DESCRIPTORS - ♦ABSTRACTS; ♦INSTRUCTIONAL 



FLORIDA UNIV., GAINESVILLE. DEPT. OF 
VOCATIONAL, TECHNICAL, ANO AOULT EDUCATION. 
FLURIDA STATE DEPT. OF EDUCATION, 

TALLAHASSEE. DIV. OF VOCATIONAL, TECHNICAL 
AND ADULT EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 99P. 

DESCRIPTORS - ♦CURRICULUM GUIOES; *VOCATIONAL 
AGRICULTURE; ANIMAL SCIENCES SOIL SCIENCE; 
♦AGRICULTURAL ENGINEERING; *TEACHING GUIDES; 



m 
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S TkUC TUkL CONSTRUCT I QN AND MAINTENANCE, AND 
( 6 ) LtAUtKSHIP. (AW) 



VT 014 892 EQ 060 218 

BEHAVIORAL OBJECTIVES TRAINING PACKAGE. 

EVALUATION SERVICE CENTER FOR OCCUPATIONAL 
EDUCATION, AMHERST, MASS. 

NEW YORK STATE EOUCATION DEPT., ALBANY. 
MASSACHUSETTS STATE BOARO OF EDUCATION, 
BOSTON. 

EDRS PRICt MF-S0.65 HC-S6.58. 

PUB DATE - N0V71 128P. 



♦ AGP. ICULTURAL PRODUCTION; SECUNOARY GRAOES 

’ ABSTRACT - DEVtLOPEO ORIGINALLY IN A SUMMER 

WORKSHOP MADE UP OF FLORIOA VOCATIONAL 
AGRICULTURE TEACHERS ANO REVISED TO INCLUOE 
ADDITIONAL, UPDATEO MATERIAL, THIS GU IOE IS 
INTENDED TO AID TEACHERS IN PLANNING FIRST- 
l YEAR VOCATIONAL AGRICULTURE PROGRAMS THAT ARE 

EFFFCTIVE LOCALLY AS WELL AS CONSISTENT WITH 
PROGRAMS THROUGHOUT THE STATE. BRIEF 
INTRODUCTORY MATERIAL ON THE PHILOSOPHY AND 
OBJECTIVES OF THE PROGRAM, SELECTION OF 
STUOF.NTS, INFORMATION ON SUPERVISED 
OCCUPATIONAL EXPERIENCE PROGRAMS, COURSE 
OBJECTIVES, AND A SUGGESTEO TEACHING CALENDAR 
5 IS FOLLOWED BY SEVEN INSTRUCTIONAL UNITS, 

EACH PROVIDING CONTENT UUTLINE, TEACHING- 
LEARNING ACTIVITIES, AND REFERENCES. UNITS 
INCLUDE: (1) ORIENTATION TO AGRICULTURE, (2) 

1 AGRICULTURAL MANAGEMENT, (3) ANIMAL SCIENCE, 

(4) PLANT SCIENCE, (5) SOIL SCIENCE, ( 6 ) 
AGRICULTURAL MECHANICS, AND (7) LEADERSHIP. 
(AW) 



VT 014 883 

) CURRICULUM GUIDE FOR AGRICULTURAL SCIENCE II. 

FLORIDA UNIV., GAINESVILLE. OEPT. OF 
VOCATIONAL, TECHNICAL, ANO AOULT EDUCATION. 
FLORIDA STATE DEPT. OF EOUCATION, 

TALLAHASSEE. OIV. OF VOCATIONAL, TECHNICAL 
ANO ADULT EOUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

PUB OATE - 71 92 P . 

1 DESCRIPTORS - ^CURRICULUM GUIDES; +TEACHI NG 

t GUIOES; ANIMAL SCIENCE; SOIL SCIENCE; 

*AGR ICULTURAL PRODUCTION; * AGR ICULTURAL 
ENGINEERING; SECONDARY GRAOES; *VOCATIONAL 
AGRICULTURE 

ABSTRACT - OEVELOPEO ORIGINALLY IN A SUMMER 
WORKSHOP MAOE UP OF FLORIDA VOCATIONAL 
AGRICULTURE TEACHERS ANO REVISED TO INCLUDE 
ADDITIONAL, UPDATEO MATERIAL, THIS GUIOE IS 
INTENOEO TO AIO TEACHERS IN PLANNING SECOND- 
YEAR VOCATIONAL AGRICULTURE PROGRAMS THAT ARE 
EFFECTIVE LOCALLY AS WELL AS CONSISTENT WITH 
PROGRAMS THROUGHOUT THE STATE. BRIEF 
INTRODUCTORY MATERIAL ON THE PHILOSOPHY AND 
OBJECTIVES OF THE PROGRAM, SELECTION OF 
STUOENTS, INFORMATION ON SUPERVISED 
OCCUPATIONAL EXPERIENCE PROGRAMS, COURSE 
l OBJECTIVES, ANO A SUGGESTEO TEACHING CALENDAR 

IS FOLLOWED BY SIX INSTRUCTIONAL UNITS, EACH 
: PROVIDING CONTENT OUTLINE, TEACHING-LEARNING 

ACTIVITIES, ANO REFERENCES. UNITS ARE: (1) 
AGRICULTURAL MANAGEMENT, WHICH INCLUOES 
LEARNING MANAGEMENT PRINCIPLES, MAKING 
PRODUCTION OECISIONS, USING BUSINESS RECORDS, 
H FINANCING AN AGRICULTURAL PROGRAM, AND USING 

BUSINESS METHODS AND PROCEDURES IN 
AGRICULTURAL OCCUPATIONS, (2) ANIMAL SCIENCE, 
WHICH COVERS SUCH ASPECTS AS EQUIPMENT, 
FACILITIES, AND ENVIRONMENTAL CONDITIONS 
NEEOEO FOR LIVESTOCK PRODUCTION, ANIMAL 
’ NUTRITION, LIVESTOCK DISEASES, AND ANIMAL 

Y REPRODUCTION, (3) PLANT SCI ENCEr INCLUO ING 

PLANT PESTS ANO PLANT PRODUCTS, (4) SOIL 
SCIENCE, INCLUDING SOIL CLASSIFICATION AND 
EVALUATION, LAND PRODUCTIVITY, AND LAND 
DEVELOPMENT, AND (5) AGRICULTURAL MECHANICS, 

' WHICH OEALS WITH USE AND CARE OF AGRICULTURAL 

EQUIPMENT, VARIOUS TYPES OF WELDING, AND FARM 




DESC R 1 PTURS - #BEF.AV I ORAL OBJECTIVES; 
EOUCATIONAL OBJECTIVES; ^VOCATIONAL 
EDUCATION; #F t EOBACK ; ^EVALUATION TECHNIQUES; 
♦MANUALS; CURRICULUM EVALUATION; CURRICULUM 
DEVELOPMENT; TRANSPARENCIES 

IDENTIFIERS - #EVALU AT ION SERVICE CENTER FOR 
OCCUPATIONAL EDUCATION; ESCOE 

ABSTRACT - INTENOEO FOR cOUCATORS INTERESTED 
IN ANO COMMITTEO TO AN INFORMATION 
FEEDBACK/EVALUATION SYSTEM, THIS 3-PART 
TRAINING PACKAGE CONTAINS INFORMATION 
PERTAINING TU THE EVALUATION SERVICE CENTER 
FOR OCCUPATIONAL EOUCATION (ESCOE) ANO WHAT 
IT HAS TO OFFER BY WAY OF BEHAVIORAL 
OBJECTIVES, CURRICULUM IMPROVEMENT, AND 
FEEDBACK SERVICES. PART 1 CONTAINS BACKGROUND 
INFORMATION ANO EXERCISES FOR LEARNING HOW TO 
WRITE AND USE BEHAVIORAL OBJECTIVES. PART 2 
OFFERS AN OVERVIEW OF THE SERVICES PROVIOEO 
BY THE ESCOE, INCLUOING EXAMPLES OF 
OBJECTIVES RECEIVED ANO PROCESSED BY ESCOE 
ANO FEEOBACK VIA COMPUTER PRINT-OUTS TO 
PARTICIPATING LOCAL EDUCATIONAL AGENCIES. 

PART 3 CONTAINS USEFUL STRATEGIES, 
SUGGESTIONS, ANO TRAINING TECHNIQUES INTENOEO 
TO HELP THOSE WHO ARE INTERESTED IN LEARNING 
HOW TO WRITE AND USE BEHAVIORAL OBJECTIVES IN 
THEIR INSTRUCTION AS WELL AS THOSE WHO PLAN 
TO TRAIN OTHERS IN THE FIELD. (SB) 



VT 014 895 ED 060 220 

CONSUMER EOUCATION: USING THE FULL TEAM. 

NEW YORK STATE EDUCATION OEPT., ALBANY. 

BUREAU OF SECONDARY CURRICULUM DEVELOPMENT. 
EORS PRICE MF— $0.65 HCr-$3.29. 

PUBLICATIONS DISTRIBUTION UNIT, THE STATE 
EDUCATION DEPARTMENT, ALBANY, NEW YORK 12224 
( $ .2 -5) 

PUB DATE - 68 41P. 

DESCRIPTORS - *CONSUMER EDUCATION; VOCATIONAL 
EOUCATION; SCIENCE EOUCATION; MATHEMATICS 
EDUCATION; ENGLISH EOUCATION; SOCIAL STUDIES; 
ADULT EDUCATION; ^TEACHING GUIDES; *PROGRAM 

planning; team teaching; ^teamwork; 

♦INTERDISCIPLINARY APPROACH; INTEGRATED 
ACTIV ITIES 

ABSTRACT - THIS PUBLICATION CONTAINS 
SUGGESTIONS FROM SPECIALISTS IN A NUMBER OF 
DISCIPLINES FUR USE IN INITIATING A TEACHING 
TEAM APPROACH IN CONSUMER EDUCATION. 

FOLLOWING AN OVERVIEW OF CONSUMER EOUCATION, 
THE CONTRIBUTIONS OF THESE DISCIPLINES TO 
CONSUMER EDUCATION ARE DISCUSSED: (1) 
AGRICULTURE, (2) ART, (3) BUSINESS EDUCATION, 
. (4) CONTINUING EDUCATION, (5) DISTRIBUTIVE 

Hv;p 
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EDUCATION, (6) ENGLISH, (7) HEALTH, (8) HOME 
ECONOMICS, (91 INDUSTRIAL ARTS, (10) 
MATHEMATICS, (II) SCIENCE, AND (121 SOCIAL 
STUDIES. A RELATED DOCUMENT ON CONSUMER 
EDUCATION MATERIALS IS AVAILABLE AS ED 022 
044 (VT 005 649, AIM SUMMER 1969). (SB) 



VT 014 921 

CAREER ORIENTATION COURSE OUTLINES FOR GRADES 

1 - 8 . 



TYPES OF RADIATION, (5) BENEFICIAL USES OF 
ATOMIC ENERGY, (6) EXTERNAL RADIATION 
PROBLEMS, (7) PROTECTION FROM EXTERNAL 
RADIATION, (8) INTERNAL RADIATION PROBLEMS, 
(9) INTERNAL RADIATION PROTECTION, (10) 
CONTAMINATION, AND (11) PROTECTIVE DEVICES. 
EACH LESSON PROVIDES OBJECTIVE, INFORMATION, 
AND QUESTIONS TO BE ANSWERED. ACHIEVEMENT 
TESTS ARE INCLUDED, AND THE DOCUMENT IS 
ILLUSTRATED WITH NUMEROUS DRAWINGS, DIAGRAMS, 
AND PHOTOGRAPHS. (AW) 



SOUTH CAROLINA REGION 5 EDUCATIONAL SERVICES 
CENTER, LANCASTER. 

MF AVAILABLE IN VT-ERIC SET. 

PUB OATE - ND 288P. 



VT 014 935 
HULUN, LEROY T. 

EXPLORATORY DRAFTING — AUTO MECHANICS. 



DESCRIPTORS - ♦CAREER EDUCATION; CAREER 
PLANNING; * ELEMENTARY GRADES; *CURRICULUM 
GUIDES; ♦OCCUPATIONS; OCCUPATIONAL 
INFORMATION; ♦COURSE CONTENT; BIBLIOGRAPHIES 
IDENTIFIERS - OCCUPATIONAL EXPLORATION; 
♦CAREER ORIENTATION; CAREER AWARENESS 

ABSTRACT - THIS PUBLICATION CONTAINS 14 
COURSE OUTLINES DEVELOPED FOR A CAREER 
ORIENTATION PROJECT IN SOUTH CAROLINA AND 
DESIGNED TO INTRODUCE CHILDREN IN GRADES 1-8 
TO A NUMBER OF OCCUPATIONS. TOPICS ARE; (1) 
COMMUNITY HELPERS, GRADE 1, (2) THE CIRCUS, 

GRADE 1, (3) TRAINS, GRADE 2, (4) THE 
AIRPORT, GRADE 2, (5) CERAMICS, GRADE 3, (6) 
FOOD SERVICE, GRADE 3, (7) HOUSEBUILDING, 
GRADE 3, (8) CAREERS IN TELEVISION, GRADES 3- 
5, (9) CONSERVATION, GRADE 3, (10) FOOD 
PRODUCTION, GRADE 4, (11) CONSUMER AND 
HOMEMAKING, GRADE 4, (12) RESIDENTIAL 
CONSTRUCTION, GRADE 5, (13) HEALTH CAREERS, 
GRADE 6-8, AND (14) FISH AN 0 FISHERIES, GRAOE 
7. OBJECTIVES, CONCEPTS, SUBJECT MATTER 
OUTLINES, STUDY SUGGESTIONS, AND 
BIBLIOGRAPHIES ARE INCLUDED FOR EACH TOPIC. 
(SB ) 



VT 014 928 
ATOMIC RADIATION. 

NEW JERSEY STATE DEPT. OF EDUCATION, TRENTON. 
DIV. OF VOCATIONAL EOUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

VOCATIONAL-TECHNICAL CURRICULUM LAB., RUTGERS 
UNIV., 4103 BUILDING, KILMER CAMPUS, NEW 
BRUNSWICK, NEW JERSEY 08903 ($.50) 

PUB DATE - FEB72 75P. 

DESCRIPTORS - ♦TEXTBOOKS; RESOURCE MATERIALS; 
♦ INSTRUCTIONAL MATERIALS; * NATURAL SCIENCES; 
♦MATHEMATICS; ♦RADIATION; RADIATION EFFECTS; 
PHYSICS; VOCATIONAL EDUCATION; TECHNICAL 
EDUCATION; SECONDARY GRADES; UNITS OF STUDY 
(SUBJECT FIELDS) 



ABSTRACT - DESIGNED BY SCIENCE SPECIALISTS 
AND TEACHERS, THIS PRIMER ON RADIATION WAS 
PREPARED FOR USE IN NEW JERSEY VOCATIONAL AND 
TLCHNICAL HIGH SCHOOLS AS AN INTRODUCTORY 
TEXT IN A SHORT SERIES OF LESSONS, GRADES 10 
THROUGH 12, AS PART OF AN EXISTING HEALTH OR 

THE MATERIAL IS INTENDED 
CLASS PERIODS BY A HEALTH 
AND IS DIVIDED INTO 11 
( 1 ) ATOMS - MOLECULES - 
PRINCIPLES OF ATOMIC 



SCIENCE CURRICULUM. 
10 BE COVERED IN 12 
DR SCIENCE TEACHER, 
LESSONS, COVERING: 
ELEMENTS, (2) BASIC 



STRUCTURE, (3) ORIGINS OF RAOIATION, (4) 



ERJC 






RUTGERS, THE STATE UNIV., NEW BRUNSWICK, N.J. 
CURRICULUM LAB. 

NEW JERSEY STATE DEPT. OF EDUCATION, TRENTON. 
OIV. OF VOCATIONAL EDUCATION 
MF AVAILABLE IN VT-ERIC SET. 

VOCATIONAL-TECHNICAL CURRICULUM LAB., RUTGERS 
UNIV., 4103 BUILDING, KILMER CAMPUS, NEW 
BRUNSWICK, NEK JERSEY 08903 ($1.75) 

PUB DATE - JUL70 91P. 

DESCRIPTORS - ♦STUDY GUIDES; ♦INDUSTRIAL 
ARTS; VOCATIONAL EDUCATION; ♦DRAFTINGS GRADE 
9; ♦AUTO MECHANICS; AUTO MECHANICS 
(OCCUPATION); ♦MECHANICS (PROCESS); POWER 
MECHANICS 

ABSTRACT - DESIGNED BY SUBJECT MATTER 
SPECIALISTS AND DRAFTING INSTRUCTORS AS PART 
OF AN EXPLORATORY VOCATIONAL HIGH SCHOOL 
PROGRAM, THIS GUIDE IS INTENOED TO INTRODUCE 
DRAFTING TO NINTH-GRADE STUDENTS PLANNING TO 
SPECIALIZE IN THE SHOP AREA OF AUTO 
MECHANICS. CONTENTS INCLUDE THREE UNITS, 
COVERING: (1) USE OF BASIC ORAFTING TOOLS, 
WITH FOUR LESSONS, (2) BASIC BLUEPRINT 
READING, WITH FOUR LESSONS, AND (3) DRAFTING 
FOR 1 Hfc AUTO MECHANIC STUOENT , WITH FOUR 
LESSONS. EACH LESSON PROVIDES OBJECTIVES, 
RELATED INFORMATION, AND STEP-BY-STEP 
PROCEDURES FOR ACCOMPLISHING A BASIC ORAFTING 
PROJECT. THE GUIDE IS ILLUSTRATED WITH 
NUMEROUS DRAWINGS, DIAGRAMS, AND FIGURES. THE 
COURSE INSTRUCTOR SHOULD HAVE ORAFTING 
SPECIALIZATION. (AW) 



VT 014 936 
HULUN,, LEROY T. 

EXPLORATORY DRAFTING — MASONRY. 

RUTGERS, THE STATE UNIV., NEW BRUNSWICK, N.J. 
CURRICULUM LAfa. 

NEW JERSEY STATE DEPT. OF EDUCATION, TRENTON. 
OIV. OF VOCATIONAL EDUCATION 
MF AVAILABLE IN VT-ERIC SET. 

VOCATIONAL-TECHNICAL CURRICULUM LAB., RUTGERS 
UNIV., 4103 BUILDING, KILMER CAMPUS, NEW 
BRUNSWICK, NEW JERSEY 08903 ($1.75) 

PUB DATE - JUL71 105P. 

DESCRIPTORS - ♦STUDY GUIDES; ♦INDUSTRIAL 
ARTS; ♦DRAFTINGS BLUEPRINTS; GRADE 9; 
♦VOCATIONAL EDUCATION; ♦MASONRY 

ABSTRACT - DESIGNED BY 9UBJECT MATTER 
SPECIALISTS AND DRAFTING INSTRUCTORS AS PART 
OF AN EXPLORATORY VOCATIONAL HIGH SCHOOL 
PROGRAM, THIS GUIDE IS INTENDED TO INTRODUCE 
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DRAFTING TO NINTH-GRADE STUDENTS PLANNING TO 
SPECIALIZE IN THE SHOP AREA OF MASONRY. 
CONTENTS INCLUDE THREE UNITS, COVERING: (I) 
USE OF BASIC DRAFTING TOOLS, WITH FOUR 
LESSONS, (2) BASIC BLUEPRINT READING, WITH 
FOUR LESSONS, AND (3) DRAFTING FOR THE 
MASONRY STUDENT,, WITH FIVE LESSONS. EACH 
LESSON PROVIDES OBJECTIVES, RELATED 
INFORMATION, AND STEP-BY-STEP PROCEDURES FOR 
ACCOMPLISHING A BASIC DRAFTING PROJECT. THE 
GUIDE IS ILLUSTRATED WITH NUMEROUS DRAWINGS, 
DIAGRAMS, AND FIGURES. THE COURSE INSTRUCTOR 
SHOULD HAVE DRAFTING SPECIALIZATION. (AW) 



VT 014 937 
HULUN, LEROY T. 

EXPLORATORY DRAFTING-SHEET METAL. 

RUTGERS, THE STATE UNIV., NEW BRUNSWICK, N.J. 
CURRICULUM LAB. 

NEW JERSEY STATE DEPT. OF EDUCATION, TRENTON. 
DIV. OF VOCATIONAL EDUCATION 
MF AVAILABLE IN VT-ERIC SET. 

VOCATIONAL-TECHNICAL CURRICULUM LAB., RUTGERS 
UNIV., 4103 BUILDING, KILMER CAMPUS, NEW 
BRUNSWICK, NEW JERSEY 08903 ($1.75) 

PUB DATE - MAR 71 95P. 

DESCRIPTORS - *STUDY GUIDES; ^INDUSTRIAL 
ARTS; *VOCAT I ONAL EDUCATION; ^DRAFTING; 

♦SHEET METAL WORKERS? GRADE 9; SHEET METAL 
work; METAL WORKING OCCUPATIONS 

ABSTRACT - DESIGNED BY SUBJECT MATTER 
SPECIALISTS AND DRAFTING INSTRUCTORS AS PART 
OF AN EXPLORATORY VOCATIONAL HIGH SCHDOL 
PROGRAM, THIS GUIDE IS INTENDED TO INTRODUCE 
DRAFTING TO NINTH-GRADE STUDENTS PLANNING TO 
SPECIALIZE IN THE SHOP AREA OF SHEET METAL. 
CONTENTS INCLUDE THREE UNITS, COVERING: (1) 
USE OF BASIC DRAFTING TOOLS, WITH FOUR 
LESSONS, (2) BASIC BLUEPRINT REAOING, WITH 
FOUR LESSONS, AND (3) BASIC SHEET METAL 
ORAFTING, WITH FIVE LESSONS. EACH LESSON 
PROVIDES OBJECTIVES, RELATED INFORMATION, AND 
STEP-BY-STEP PROCEDURES FOR ACCOMPLISHING A 
BASIC DRAFTING PROJECT. THE GUIOE IS 
ILLUSTRATED WITH NUMEROUS DRAWINGS, DIAGRAMS, 
AND FIGURES. THE COURSE INSTRUCTOR SHOULD 
HAVE DRAFTING SPECIALIZATION. (AW) 



VT 014 938 
HULLIN, LEROY T. 

EXPLORATORY DR AFT ING— MACHI NE SHOP 

RUTGERS, THE STATE UNIV., NEW BRUNSWICK, N.J. 
CURRICULUM LAB. 

NEW JERSEY STATE DEPT. OF EDUCATION, TRENTON. 
DIV.. OF VOCATIONAL EDUCATION 
MF AVAILABLE IN VT-ERIC SET. 

VOCATIONAL-TECHNICAL CURRICULUM LAB., RUTGERS 
UNIV., 4103 BUILDING, KILMER CAMPUS, NEW 
BRUNSWICK, NEW JERSEY 08903 ($1.75) 

PUB DATE - JUL71 91P. 

DESCRIPTORS - *STUDY GUIDES; INDUSTRIAL 
ARTS; VOCATIONAL EDUCATION; *DRAFT ING ; GRADE 
9; ^MACHINISTS; ^MACHINE TOOL OPERATORS; 
MECHANICS (PROCESS); METAL WORKING 
OCCUPATIONS 

ABSTRACT - DESIGNED BY SUBJECT MATTER 
SPECIALISTS AND DRAFTING INSTRUCTORS AS PART 



OF AN EXPLORATORY VOCATIONAL HIGH SCHOOL 
PROGRAM, THIS GUIDE IS INTENDED TO INTRODUCE 
DRAFTING TO NINTH-GRADE STUDENTS PLANNING TO 
SPECIALIZE IN THE AREA OF MACHINE SHOP. 
CONTENTS INCLUDE THREE UNITS, COVERING: (1) 
USE OF BASIC DRAFTING TODLS, WITH FOUR 
LESSONS, (2) BASIC BLUEPRINT READING, WITH 
FOUR LESSONS, AND (3) DRAFTING FOR THE 
MACHINE SHOP STUDENT, WITH FIVE LESSONS. EACH 
LESSON PROVIDES OBJECTIVES, RELATED 
INFORMATION, AND STEP-BY-STEP PROCEOURES FOR 
ACCOMPLISHING A BASIC DRAFTING PROJECT. THE 
GUIDE IS ILLUSTRATED WITH NUMEROUS DRAWINGS, 
DIAGRAMS, AND FIGURES. THE COURSE INSTRUCTOR 
SHOULD HAVE DRAFTING SPECIALIZATION. (AW) 



VT 014 941 
HULLIN, LEROY T. 

EXPLORATORY DRAFT ING :-HORT I CULTUR E . 

RUTGERS, THE STATE UNIV*, NEW BRUNSWICK, N.J. 
CURRICULUM LAB. 

NEW JERSEY STATE DEPT. OF EDUCATION, TRENTON. 
DIV. OF VOCATIONAL EDUCATION 
MF AVAILABLE IN VT-ERIC SET. 
VOCATIONAL-TECHNICAL CURRICULUM LABORATORY, 
RUTGERS UNIVERSITY, 4103 BUILDING, KILMER 
CAMPUS, NEW BRUNSWICK, NEW JERSEY 08903 
($1.75) 

PUB DATE - JUL71 HOP. 

DESCR I PI OKS - *STUDY GUIDES; INDUSTRIAL 
ARTS; *ORAFTING; *HORTICULTURE; ^LANDSCAPING; 
GRADE 9; VOCATIONAL EDUCATION 

ABSTRACT - OESIGNED BY SUBJECT MATTER 
SPECIALISTS AND DRAFTING INSTRUCTORS AS PART 
OF AN EXPLORATORY VOCATIONAL HIGH SCHOOL 
PROGRAM, THIS GUIDE IS INTENDED TO INTRODUCE 
DRAFTING TO NINTH-GRADE STUOENTS PLANNING TO 
SPECIALIZE IN THE AREA OF HORTICULTURE. 
CONTENTS INCLUDE THREE UNITS, COVERING: (1) 
USE OF BASIC DRAFTING TOOLS, WITH FOUR 
LESSONS, (2) BASIC BLUEPRINT READING, WITH 
FOUR LESSONS, AND (3) DRAFTING FOR THE 
HORTICULTURE STUDENT, WITH FIVE LESSONS. EACH 
LESSON PROVIDES OBJECTIVES, RELATED 
INFORMATION, AND STEP-BY-STEP PROCEDURES FOR 
ACCOMPLISHING A BASIC DRAFTING PROJECT. THE 
GUIDE IS ILLUSTRATED WITH NUMEROUS DRAWINGS, 
DIAGRAMS, AND FIGURES. THE COURSE INSTRUCTOR 
SHOULD HAVE DRAFTING SPECIALIZATION. (AW) 



VT 014 946 

DELAWARE HOME ECONOMICS CURRICULUM GUIDE. 

DELAWARE STATE DEPT. OF PUBLIC INSTRUCTION, 
DOVER. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - JUN69 207P. 

DESCRIPTORS - *H0MEMAKING EDUCATION; *STATE 
CURRICULUM GUIDES; HOME ECONOMICS EDUCATION; 
MONEY MANAGEMENT; HOME MANAGEMENT; INTERIOR 

design; housing; foods instruction; nutrition 

INSTRUCTION; HUMAN DEVELOPMENT; FAMILY 

relationship; textiles instruction; sewing 

INSTRUCTION; FAMILY MANAGEMENT; CONSUMER 

education; learning activities; grade 7; 

GRADE 8; SECONDARY EDUCATION 

ABSTRACT - PREPARED BY HOME ECONOMICS 
TEACHERS REPRESENTING ALL GEOGRAPHICAL AREAS 
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OF DELAWARE, THIS CURRICULUM GUIDE CONTAINS 
EXPERIENCES DESIGNED FOR THREE LEVELS ( 7TH 
AND 8TH GRADE, BASIC HOME ECONOMICS, AND 
SPECIALIZED HOME ECONOMICS). CONCEPTS, 
GENERALIZATIONS, AND CONTENT AND LEARNING 
EXPERIENCES ARE PROVIDED BY GRADE LEVEL FOR 
THESE COLOR-CODED SUBJECT MATTER AREAS: (1) 
HOME MANAGEMENT AND FAMILY ECONIMICS, (2) 
CLOTHING AND TEXTILES, 13) HOUSING, (4) HUMAN 
DEVELOPMENT, AND (5) FOODS AND NUTRITION. 

(SB) 



V T 014 947 

WOODWORTH, WILLIAM R. 

DENTAL LABORATORY TECHNOLOGY. UNIT I: 
FUNDAMENTAL LABORATORY PROCEDURES (MODULES 1- 
3). TRAINING FOR THE DENTAL LABORATORY 
TECHNICIAN. 

CALIFORNIA UNIV., LOS ANGELES. DIV. OF 
VOC AT I Q.N AL EDUCATION. 

OFFICE- OF EDUCATION (DHEW), WASHINGTON, D.C. 
BUREAU OF RESEARCH 
MF AVAILABLE IN VT-ERIC SET. 

ALLIED HEALTH PROFESSIONS PROJECTS, DIVISION 
OF VOCATIONAL EDUCATION, UCLA, 1003 WILSHIRE 
BOULEVARD, SANTA MONICA, CALIF. 90401 ($4.50; 
CHECKS PAYABLE TO THE REGENTS, UCLA) 

PUB DATE - JUL71 92P. 

DESCRIPTORS - ^HEALTH OCCUPATIONS EDUCATION; 
♦DENTAL TECHNICIANS; DENTAL ASSISTANTS; 

DENTAL HYGIENISTS; * AUTOI NSTR UCT I ONAL AIDS; 
BEHAVIORAL OBJECTIVES; TASK ANALYSIS; ANSWER 
KEYS; ACHIEVEMENT TESTS; SKILL DEVELOPMENT; 
DENTAL HEALTH; PARAMEDICAL OCCUPATIONS; 
♦TECHNICAL EDUCATION; SUPPLEMENTARY 
TEXTBOOKS; ♦LABORATORY MANUALS 

ABSTRACT - FOLLOWING EXTENSIVE FIELD AND 
LABORATORY RESEARCH, DATA COLLECTION ON ALL 
IDENTIFIABLE TASKS AND FUNCTIONS OF EACH 
ALLIED HEALTH OCCUPATION, AND TASK ANALYSIS, 
THIS UNIT OF INDI VIDUALIZED INSTRUCTIONAL 
MATERIALS WAS DEVELOPED TO TEACH STUDENTS TO 
PERFORM FUNDAMENTAL DENTAL LAB PROCEDURES 
COMMON TO DENTAL ASSISTANTS, HYGIENISTS, AND 
TECHNICIANS. THE UNIT IS COMPOSED OF THESE 
THREE MODULES, WHICH ARE SELF-CONTAINED 
INSTRUCTIONAL PACKAGES: (1) POURING 
IMPRESSIONS AND TRIMMING DENTAL CASTS, (2) 
FABRICATING CUSTOM IMPRESSION TRAYS FOR 
COMPLETE DENTURES, AND (3) FABRICATING CUSTOM 
IMPRESSION TRAYS FOR PARTIAL DENTURE AND 
QUADRANT IMPRESSIONS. EACH MODULE CONTAINS: 
(1) A GENERAL INTRODUCTION, (2) STATEMENTS OF 
PREREQUISITES AND PERFORMANCE OBJECTIVES, (3) 
INTERMEDIATE AND POSTTESTS WITH AN 
ACCOMPANYING ANSWER KEY, (4) AN ILLUSTRATED 
STEP-BY-STEP PROCEDURE WHICH MAKES UP THE 
MAIN BODY OF THE MODULE, AND (5) PERFORMANCE 
CHECKLISTS. A RELATED UNIT IS AVAILABLE AS V T 
014 948 IN THIS ISSUE. (SB) 



VT 014 948 
PATT ISON, ANNA M. 

DENTAL HYGIENE. UNIT: THE DETECTION AND 
REMOVAL OF CALCULUS, PART ONE (MODULES 1—3 ) 
AND PART TWO (MODULES 4-5). TRAINING FOR THE 
DENTAL HYGIENIST. 



OFFICE OF EDUCATION (DHEW), WASHINGTON, D.C. 
BUREAU OF RESEARCH 
MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - JUL71 271P. 

DESCRIPTORS - ♦HEALTH OCCUPATIONS EDUCATION; 

♦ DENTAL HYGIENISTS; ♦AUTO I NSTRUCT I ONAL AIDS; 
BEHAVIORAL OBJECTIVES; TASK ANALYSIS; ANSWER 
KEYS; ACHIEVEMENT TESTS; SKILL DEVELOPMENT; 
DENTAL HEALTH; PARAMEDICAL OCCUPATIONS; 
♦TECHNICAL EDUCATION; SUPPLEMENTARY 
TEXTBOOKS; ♦LABORATORY MANUALS 

ABSTRACT - FOLLOWING EXTENSIVE FIELD AND 
LABORATORY RESEARCH, DATA COLLECTION ON ALL 
IDENTIFIABLE TASKS AND FUNCTIONS OF EACH 
ALLIED HEALTH OCCUPATION, AND TASK ANALYSIS, 
THIS 2-PART UNIT WAS DEVELOPED TO TEACH 
DENTAL HYGIENE STUDENTS TO USE THE VARIOUS 
INSTRUMENTS AND AIDS DESIGNED TO DETECT AND 
REMOVE CALCULUS. THE UNIT IS COMPOSED OF 
THESE FIVE MODULES, WHICH ARE SELF-CONTAINED 
INSTRUCTIONAL PACKAGES: (1) FUNDAMENTAL 
SKILLS FOR INSTRUMENTATION, (2) DETECTION OF 
CALCULUS AND PERIODONTAL POCKETS, (3) REMOVAL 
OF LIGHT TO MODERATE CALCULUS, (4) REMOVAL OF 
HEAVY CALCULUS, AND (5) ROOT PLANTING 
PROCEDURE. EACH MODULE CONTAINS: (1) A 
GENERAL INTRODUCTION, (2) STATEMENTS OF 
PREREQUISITES AND PERFORMANCE OBJECTIVES, (3) 
INTERMEDIATE AND POST TESTS WITH AN 
ACCOMPANYING ANSWER KEY, (4) ILLUSTRATED 
STEP-BY-STEP SKILL LESSONS, EACH WITH ITS OWN 
REVIEW QUESTIONS AND PERFORMANCE CHECKLISTS, 
AND (5) READING ASSIGNMENTS AND BIBLIOGRAPHY. 
A RELATED UNIT IS AVAILABLE AS VT 014 947 IN 
THIS ISSUE. (SB) 



VT 014 951 

TRAINING THE HOME APPLIANCE SERVICE 
TECHNICIAN. A VOCATIONAL EDUCATION GUIDE AND 
SUGGESTED CURRICULUM. 

ASSOCIATION OF HOME APPLIANCE MANUFACTURERS, 
CHICAGO, ILL. 

MF AVAILABLE IN VT-ERIC SET. 

ASSOCIATION OF HOME APPLIANCE MANUFACTURERS, 
20 N. WACKER DRIVE, CHICAGO, ILLINOIS 60606 
($ 2 . 00 ) 

PUB DATE - JUN71 50P. 

DESCRIPTORS - ♦PROGRAM GUIDES; ^CURRICULUM 
GUIDES; RESOURCE MATERIALS; COURSE CONTENT; 
♦TRADE AND INDUSTRIAL EDUCATION; ♦HOME 
FURNISHINGS; ♦APPLIANCE SERVICE TECHNICIANS; 
APPLIANCE REPAIRING; ELECTRICAL APPLIANCE 

servicemen; vocational education 

ABSTRACT - DEVELOPED BY THE ASSOCIATION OF 
HOME APPLIANCE MANUFACTURERS, THIS PROGRAM 
GUIDE OUTLINES A BASIC VOCATIONAL EDUCATION 
PROGRAM FOR SERVICE TECHNICIANS. INCLUDED IN 
THE GUIDE ARE SUGGESTIONS FOR ORGANIZING THE 
SUPPORT FOR A PROGRAM, POSSIBLE FINANCING 
ALTERNATIVES, A CURRICULUM, AND INSTRUCTIONAL 
MATERIALS. THE GUIDE HAS BEEN COMPILED AND 
RELEASED IN LOOSE-LEAF FORM TO PROVIDE FOR 
PERIODIC UP-DATING OF ITS CONTENTS. REVISIONS 
IN THE BASIC MATERIALS ARE TO BE MADE 
AVAILABLE, FREE OF CHARGE, TO PURCHASERS OF 
THE GUIDE. (AUTHOR/JS) 



CALIFORNIA UNIV., LOS ANGELES. 
VOCATIONAL EDUCATION. 
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VT 014 979 

CURRICULUM GUIDE FOR HOME ECONOMICS HOME 
MANAGEMENT, GRADES 11 ANO 12. 

CHICAGO BOARD OF EOUCATION, ILL. 

MF AVAILABLE IN VT-ERIC SET. 

BOARO OF EDUCATION, CITY OF CHICAGO, 228 
NORTH LASALLE STREET, CHICAGO, ILLINOIS 60601 
($2.75) 

PUB OATE - 69 390P . 

DESCRIPTORS - .^CURRICULUM GUIOES; *HOMEMAKING 
EDUCATION; HOME ECONOMICS EOUCATION; GRAOE 
11; GRADE 12; HOME MANAGEMENT; FAMILY 
RELATIONSHIP; INTERPERSONAL RELATIONSHIP; 
MONEY MANAGEMENT; HOUSING; INTERIOR OESIGN? 
FAMILY HEALTH; LEARNING ACTIVITIES 

ABSTRACT - DEVELOPEO BY A COMMITTEE OF HOME 
ECONOMICS SUPERVISORS ANO SECONOARY TEACHERS, 
THIS CURRICULUM GUIOE CONTAINS THESE 
HOMEMAKING UNITS FOR STUOENTS IN GRAOES 11 
AND 12: (1) HOME MAKING AS A VOCATION, (2) 
PERSONAL, FAMILY, ANO SOCIAL RELATIONSHIPS, 
(3) CHILO DEVELOPMENT, (4) FAMILY HEALTH, 15) 
FAMILY FINANCE, (6) MANAGEMENT OF TIME ANO 
ENERGY, (7) HOUSING ANO HOME FURNISHINGS* ANO 
(8) LEISURE TIME. EACH UNIT CONTAINS A 
SUGGESTEO TIME ALLOTMENT, BRIEF DESCRIPTION, 
ANO LEARNING EXPERIENCES KEYEO TO CONCEPTS. 

AN INTRODUCTORY SECTION OISCUSSES BASIC AREAS 
AND MAJOR HOME ECONOMICS CONCEPTS, OESCRIBES 
HOME ECONOMICS COURSES, ANO PROVIOES TEACHING 
SUGGESTIONS. EXAMPLES OF EFFECTIVE TEACHING 
TECHNIQUES, SUGGESTEO REFERENCES, EVALUATION 
CRITERIA AND SAMPLE EVALUATION FORM, ANO 
INSTRUCTIONAL MATERIALS PERTAINING TO HUMAN 
DEVELOPMENT, HUMAN RELATIONS, ANO SAFETY ARE 
APPENDEO. (SB) 
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VT 014 450 
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259 
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VT 014 757 
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VT 014 865 
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VT 01 A 476 227 

CANNING INOUSTRY — COMMERCIAL 
PRODUCTION OF VEGETABLE CROPS. A 
RESOURCE UNIT FOR TEACHING BASIC 
PRINCIPLES. 

VT 014 477 22B 

CONSERVATION— WATER. A RESOURCE 
UNIT FOR TEACHING BASIC PRINCIPLES. 

VT 014 47 B 22B 

FLORICULTURE ANO GREENHOUSE 
MANAGEMENT. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 

VT 014 479 22B 

PREPARATION FOR OCCUPATIONS IN 
FORESTRY. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 

VT 014 4B0 229 

PREPARATION FOR OCCUPATIONS IN MEAT 
PROCESSING. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 

VT 014 4B1 229 

THE WORLO OF WORK. A LEARNING 
ACTIVITY PAK IN AGRICULTURAL 
EOUCAT I ON COURSES IN WISCONSIN. 

VT 014 4B5 230 

VOCATIONAL EDUCATION. 

VT 014 542 EO 05B 444 239 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR AGRICULTURE AVAILABLE FROM 
FEOERAL AGENCIES. 

VT 014 564 244 

CAREERS UNLIMITEO... WORK I NG ON THE 
LANO — SOC I AL STUOIES. 

VT 014 678 EO 05B 462 256 

A DESCRIPTION ANO SOURCE LISTING OF 
CURRICULUM MATERIALS IN 
AGRICULTURAL EOUCATION, 1971-1972. 

VT 014 699 EO 059 3B3 257 

CURRICULUM GUIOE FOR AGRICULTURE. 

VT 014 709 25 B 

PROOUCTS FROM OUR FORESTS — THEIR 
MANUFACTURE ANO USE. TEACHER'S 
GUIOE FOR THE STUOENT RESOURCE 
UNIT. 

VT 014 710 25B 

PROOUCTS FROM OUR FORESTS — THEIR 
MANUFACTURE ANO USE. STUDENT 
RESOURCE UNIT. 



AGRICULTURAL MACHINERY OCCUPATIONS 

VT Oil BB2 209 

BUSINESS PRACTICES FOR AGRICULTURAL 
MACHINERY OEALERS. 

VT Oil 928 209 

BUSINESS PRACTICES FOR AGRICULTURAL 
MACHINERY OEALERS; TEACHER'S GUIOE. 

AGRICULTURAL OCCUPATIONS 

VT 014 306 216 

PROGRAMS LEAOING TO AGRI-BUSINESS 
ANO NATURAL RESOURCES. 

AGRICULTURAL PRODUCTION 

VT 013 B79 210 

MILK MARKETING FOR PENNSYLVANIA 
OAIRYMEN . STUOENT HANOBUOKi 

VT 014 454 226 

MILK MARKETING FOR PENNSYLVANIA 
OAIRYMEN. TEACHER'S GUIOE. 

VT 014 708 25B 

COURSE OUTLINE FOR CROP FARM 
EMPLOYEE. 

VT 014 773 261 

AOVANCEO LIVESTOCK PRODUCTION: A 
COURSE OF STUOY. 

VT 014 BB2 271 

CURRICULUM GUIOE FOR AGRICULTURAL 
SCIENCE I. 

VT 014 BB3 272 

CURRICULUM GUIOE FOR AGRICULTURAL 
SCIENCE II. 

ANIMAL CARETAKERS 

VT 014 557 242 

PEOPLE WHO WORK WITH ANIMALS. 

GU 10 EO OCCUPATIONAL ORIENTATION. 

ANIMAL SCIENCE 

VT 014 369 221 

SOURCE UNIT IN SHEEP PRODUCTION. 

VT 014 772 261 

SELECTEO REFERENCES ANO AIOS FOR 
TEACHING ANIMAL SCIENCE TO STUOENTS 
OF VOCATIONAL AGRICULTURE. 

VT 014 773 261 

AOVANCEO LIVESTOCK PRODUCTION: A 
COURSE OF STUOY. 



AGRICULTURAL ENGINEERING 

VT 014 474 227 

AGRICULTURE POWER-HYORAUL ICS. A 
RESOURCE UNIT FOR TEACHING BASIC 
PRINCIPLES. 

VT 014 B82 271 

CURRICULUM GUIOE FOR AGRICULTURAL 
SCIENCE I. 

VT 014 BB3 272 

CURRICULUM GUIOE FOR AGRICULTURAL 
SCIENCE II. 

AGRICULTURAL MACHINERY 

VT 014 3B0 222 

PLOWS ANO PLOWING; STUOENT WORKBOOK 
FOR VOCATIONAL AGRICULTURE. 

VT 014 3B1 222 

PLOWS ANO PLOWING FOR VOCATIONAL 
AGRICULTURE. RESOURCE UNIT. 



ANNOTATEO BIBLIOGRAPHIES 

VT 014 357 EO 057 236 219 

BOOKS. 

VT 014 361 219 

MASTER CATALOG OF AHA MATERIALS, 
1971-1972. 

VT 014 542 EO 05 B 444 239 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR AGRICULTURE AVAILABLE FROM 
FEOERAL AGENCIES. 

VT 014 543 EO 05 B 445 239 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR HEALTH OCCUPATIONS EOUCATION 
AVAILABLE FROM FEOERAL AGENCIES. 

VT 014 544 EO 05B 446 239 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR OFFICE OCCUPATIONS AVAILABLE 
FROM FEOERAL AGENCIES. 
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VT 01'* 54b ED 058 447 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR HOME ECONOMICS AVAILABLE FROM 
FEDERAL AGENCIES. 

VT 0 1 A 546 ED 058 448 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR DISTRIBUTIVE EOUCATION 
AVAILABLE FROM FEDERAL AGENCIES. 

VT 014 547 ED 058 449 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR TRADE AND INDUSTRIAL 
OCCUPATIONS AVAILABLE FROM FEDERAL 
AGENCIES . 

VT 014 548 ED 058 450 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FUR TECHNICAL EDUCATION AVAILABLE 
FROM FEDERAL AGENCIES. 

VT 014 678 EO 058 462 

A DESCRIPTION AND SOURCE LISTING OF 
CURRICULUM MATERIALS IN 
AGRICULTURAL EOUCATION, 1971-1972. 

APPLIANCE SERVICE TECHNICIANS 
VT 014 951 

TRAINING THE HOME APPLIANCE SERVICE 
TECHNICIAN. A VOCATIONAL EDUCATION 
GUIDE AND SUGGESTED CURRICULUM. 

ARCHITECTURAL DRAFTING 
VT 014 601 

INDUSTRIAL EDUCATION COURSE 
OUTLINE: ARCHITECTURAL DRAFTING 
3-4. 

ARITHMETIC 
VT 014 760 

CURRICULUM GUIDE FOR BUSINESS 
ARITHMETIC, BOOKKEEPING I, ANO 
ADVANCED BOOKKEEPING. 

ATTITUDES 
VT 014 860 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 3: JAIL CLIMATE. 

AUDIOVISUAL AIDS 
VT 014 365 

VISUAL AIDS FOR USE IN VOCATIONAL 
HORTICULTURE CLASSES. A SUGGESTED 
LIST. 

AUTO BODY REPAIRMEN 
VT 014 495 

COURSE OF STUDY FOR VOCATIONAL AUTO 
BODY REPAIR. 

AUTO MECHANICS 
VT 014 492 

COURSE OF STUDY FOR VOCATIONAL 
AUTOMOTIVE MECHANICS. 

VT 014 602 

INDUSTRIAL EDUCATION COURSE 
OUTLINE: AUTO MECHANICS 3-4. 

VT 014 935 

EXPLORATORY DRAFTING — AUTO 
MECHANICS. 




IDENTIFIER INDEX 



PAGE 

AUTO MECHANICS (OCCUPATION) 

VT 010 770 209 

AUTOMOTIVE SERVICE OCCUPATIONS: A 
SUGGESTED OUTLINE OF SERVICES ANO 
LEVELS FOR THE AUTOMOTIVE 
INDUSTRIES OCCUPATIONS. 

AUTO WORKERS 

VT 014 566 244 

AUTO WORKERS. GUIDED OCCUPATIONAL 
.ORIENTATION. 

A U TO IN STRUCT IONA L AIOS 

VT 014 947 275 

DENTAL LABORATORY TECHNOLOGY. UNIT 
I: FUNDAMENTAL LABORATORY 
PROCEDURES (MODULES 1-3). TRAINING 
FOR THE DENTAL LABORATORY 
TECHNICIAN. 

VT 014 948 275 

OENTAL HYGIcNE. UNIT: THE DETECTION 
AND REMOVAL OF CALCULUS. 

AUTOMOTIVE SERVICE OCCUPATIONS 

VT 010 770 209 

AUTOMOTIVE SERVICE OCCUPATIONS: A 
SUGGESTEO OUTLINE OF SERVICES ANO 
LEVELS FUR THE AUTOMOTIVE 
INDUSTRIES OCCUPATIONS. 

BEHAVIORAL OBJECTIVES 

VT 014 070 ED 056 190 21 2 

CURRICULUM MATERIALS FOR TEACHING 
STUDENTS THE COMPETENCIES NEEDED 



FOR EMPLOYMENT IN NONFARM 
AGRICULTURAL BUSINESS. 

VT 014 373 222 

PERFORMANCE OBJECTIVE HANDBOOK, 
1970-71. 

VT 014 520 236 

GENERAL MECHANICAL TRADES. A 
CURRICULUM GUIDE. 

VT 014 791 262 

COURSE OF STUDY FOR BUILOING 
CONSTRUCTION. 

VT 014 792 262 

COURSE OF STUDY FOR METAL 
FA9RICATI0N. 

VT 014 838 , EO 060 210 266 

CONSUMER EDUCATION IN AN AGE OF 
ADAPTATION. EOUCATOR RESOURCE 
SERIES. 

VT 014 892 ED 060 218 272 

BEHAVIORAL OBJECTIVES TRAINING 
PACKAGE. 

BIBLIOGRAPHIES 

VT 013 923 211 

RESOURCE MATERIALS FOR TRAINING 
HOUSEHOLD EMPLOYEES. 

VT 014 341 217 

PRINTEO RESOURCES FOR FASHION 
COORDINATION ’.NSTRUCTION. 

DISTRIBUTIVE EOUCATION REPORT. 

VT 014 365 220 



VISUAL AIDS FOR USE IN VOCATIONAL 
HORTICULTURE CLASSES. A SUGGESTEO 
LIST. 

O.Q 
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VT 01 A 415 ED 058 417 225 

PLANNING THE IMPLEMENTATION OF A 
BUSINESS EDUCATION LEARNING SYSTEM. 
PROGRAMMED INSTRUCTIONAL MATERIALS 
AVAILABLE FOR POSSIBLE USE IN A 
BUSINESS EDUCATION LEARNING SYSTEM. 

VT 014 506 233 

COMMERCIALLY PREPAREO MATERIALS. A 
"UNIVERSE MODEL" OF OCCUPATIONAL 
EDUCATION FOR PIKEVILLE, KENTUCKY, 

IN CONJUNCTION WITH THE PIKEVILLE 
MODEL CITIES PROGRAM. 

VT 014 642 EO 057 257 253 

ABSTRACTS OF INSTRUCTIONAL 
MATERIALS IN VOCATIONAL AND 
TECHNICAL EDUCATION ANO ABSTRACTS 
OF RESEARCH ANO RELATEO MATERIALS 
IN VOCATIONAL AND TECHNICAL 
EDUCATION. ANNUAL INDEX 1970-71. 

VT 014 772 261 

SELECTED REFERENCES ANO AIDS FOR 
TEACHING ANIMAL SCIENCE TO STUOENTS 
OF VOCATIONAL AGRICULTURE. 

BOOKEEPING 

VT 014 760 260 

CURRICULUM GUIDE FOR BUSINESS 
ARITHMETIC, BOOKKEEPING I, ANO 
ADVANCED BOOKKEEPING. 



BOOKS 

VT 014 357 
BOOKS. 



ED 057 236 



BUDGETING 
VT 014 865 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUOY: 
BOOK 2: PERSONNEL ANO FISCAL 
MANAGEMENT. 

BUILDING TRADfcS 
VT 014 449 

BUILDING AND CONSTRUCTION 
INSPECTION EDUCATION IN THE 
COMMUNITY COLLEGE. 

VT 014 516 

CAREERS UNLIMITED. ..STRUCTURAL 
WORK — SOCIAL STUDIES. 

VT 014 627 

BUILDING INDUSTRIES OCCUPATIONS. A 
SUGGESTED SYLLABUS OF BASIC 
INSTRUCT IUN IN THE TRAOES OF 
CARPENTRY, MASONRY, PLUMBING, 
HEATING, ELECTRICITY, AIR 
CONDITIONING, AND PAINTING ANO 
DECOR AT ING. 

VT 014 791 

COURSE OF STUOY FUR BUILDING 
CONSTRUCTION. 

VT 014 851 

AN EXEMPLARY PROGRAM FOR 
OCCUPATIONAL PREPARATION IN 
SELECTED AGRICULTURAL AND 
INDUSTRIAL ACTIVITIES FOR SMALL 
HIGH SCHOOLS IN UTAH. INTEGRATED 
SHOP PROGRAM III AND IV, BUILDING 
CON STRUCT IDN. 



219 



270 



226 



235 



251 



262 



267 



BULLET IN bOAROS 
VT 014 362 

ALMOST THREE OOZEN 
IDEAS FOR BUSINESS 



220 



BULLETIN BOARO 
EOUCATION. 



BUSINESS EDUCATION 

VT 014 032 212 

STENOGRAPHER . 

VT 014 345 217 

SUGGESTIONS FOR A PLAN OF ROTATION 
FOR OFFICE PRACTICE. TEACHERS' 

MANUAL. 

VT 014 362 220 

ALMOST THREE DOZEN BULLETIN BOARO 
IDEAS FOR BUSINESS EOUCATION. 

VT 014 415 ED 058 417 225 

PLANNING THE IMPLEMENTATION OF A 
BUSINESS EDUCATION LEARNING SYSTEM. 
PROGRAMMED INSTRUCTIONAL MATERIALS 
AVAILABLE FOR POSSIBLE USE IN A 
BUSINESS EDUCATION LEARNING SYSTEM. 

VT 014 485 230 

VOCATIONAL EOUCATION. 

VT 014 496 232 

BUSINESS EDUCATION CURRICULUM 
GUIOE. 

VT 014 696 ED 060 197 257 

CURRICULUM GUIDE FOR CLERICAL 
OCCUPATIONS. 

VT 014 748 259 

CONSUMER ELONOMIC PROBLEMS 636. 

VT 014 760 260 

CURRICULUM GUIDE FOR BUSINESS 
ARITHMETIC, BOOKKEEPING It ANO 
ADVANCED BOOKKEEPING. 

BUSINESS EDUCATION LEARNING SYSTEM 

VT 014 415 EO 058 417 225 

PLANNING THE IMPLEMENTATION OF A 
BUSINESS EDUCATION LEARNING SYSTEM. 
PROGRAMMED INSTRUCTIONAL MATERIALS 
AVAILABLE FOR POSSIBLE USE IN A 
BUSINESS EDUCATION LEARNING SYSTEM. 



BUSINESS SKILLS 
VT 014 525 

CLERICAL OFFICE 
EDUCATION. 



PRACTICE-BUSINESS 



BUSINESS SUbJLCTS 
VT 014 605 

EMPLOYEE IMPROVEMENT PROGRAM. 
PERSONALITY DEVELOPMENT, 
INSTRUCTOR'S GUIDE. 

VT 014 760 

CURRICULUM GUIOE FOR BUSINESS 
ARITHMETIC, BOOKKEEPING I, ANO 
AOVANCLD BOOKKEEPING. 

CARDIOVASCULAR SYSTEM 
VT 014 361 

MASTER CATALOG OF AHA MATERIALS, 
1971-1972. 

CAREER CHOICE 

VT 014 581 EO 059 368 

THE WORLD OF WORK. A CURRICULUM 
GUIOE FOR GRAOES ONE THROUGH 
TWELVE. 
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CAREtK DEVELOPMENT 

VT 013 860 210 

1 HE TRAINING OF SHOP AND FIELD 
SALfcS FORCE SUPERVISORS. 

RECOMMENDATION 24 . 

VT 014 369 245 

ELEMENTARY GUIDE FOR CAREER 
DEVELOPMENT. 

CAREER EDUCATION 

VT 014 236 ED 058 394 213 

THE WORLD OF MANUFACTURING, 

TEACHER'S GUIDE. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 

VT 014 239 ED 058 395 213 

THE WORLD OF MANUFACTURING, 

LABORATORY MANUAL. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 

VT 014 240 ED 058 396 214 

THE WORLD OF MANUFACTURING. 

INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT 014 241 ED 058 397 214 

THE WORLD OF CONSTRUCTION. 

INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT 014 242 ED 058 398 214 

THE WORLD OF CONSTRUCTION, 

LABORATORY MANUAL, SEMESTER 1. 
INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT 014 243 ED 058 399 215 

THE WORLD OF CONS TROCT I ON , 

LABORATORY MANUAL, SEMESTER 2. 
INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT 014 244 ED 058 400 215 

THE WORLD OF CONSTRUCTION, 

TEACHER'S GUIDE. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 

VT 014 353 ED 057 235 219 

OCCUPATIONAL ORIENTATION; AN 
INTRODUCTION TU THE WORLD OF WORK. 

VT 014 367 220 

SOURCE UNIT IN CAREERS IN 
AGRICULTURAL OCCUPATIONS. 

VT 014 383 ED 058 408 223 

DEMONSTRATION PROGRAMS OF 
VOCATIONAL EDUCATION IN SOUTH 
CAROLINA REGION V, INTERIM REPORT. 

VT 014 391 224 



A CURRICULUM GUIDE FOR OCCUPATIONAL 
ORIENTATION AND EXPLORATION IN 
JUNIOR HIGH SCHOOL HOME ECONOMICS 
AND INDUSTRIAL ARTS. APPENDIX X TO 
ANNUAL INTERIM REPORT. 

VT 014 479 228 

PREPARATION FOR OCCUPATIONS IN 
FORESTRY. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 

VT 014 480 229 

PREPARATION FOR OCCUPATIONS IN MEAT 
PROCESSING. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 

VT 014 501 232 

LESSON PLANS, GRADES 7 AND 8. 

VT 014 506 233 

COMMERCIALLY PREPARED MATERIALS. A 
"UNIVERSE MODEL" OF OCCUPATIONAL 
EDUCATION FOR P IKE VILLE , KENTUCKY, 

IN CONJUNCTION WITH THE PIKEVILLE 
MOOEL CITIES PROGRAM. 



VT 014 512 234 

CAREERS 

UNLIMITED. ..SERVICES — PEOPLE 
ORIENTED— SOCIAL STUDIES. 

VT 014 513 234 

CAREERS 

UNLIMITED. ..MANUFACTURING— SCIENCE. 

VT 014 514 234 

CAREERS 

UNLIMITED. . .SERVICES— PEOPLE 
ORIENTED — MATHEMATICS. 

VT 014 515 235 

CAREERS 

UNLIMITED. . .SERVICES— PEOPLE 
ORIENTED — ENGLISH. 

VT 014 51o 235 

CAREERS UNLIMITED. ..STRUCTURAL 
WORK— SOCIAL STUDIES. 

VT 014 517 235 

CAREERS UNLIMITED. ..ENTERTAINMENT 
AND COMMUNICATIONS— ENGLISH. 

VT 014 518 235 

CAREERS UNLIMITED. ..ENTERTAINMENT 
AND COMMUNICATIONS— SCIENCE. 

VT 014 519 235 

THE WORLD OF WORK. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 55.1 241 

CAREERS* 

UNLIMITED. ..MANUFACTURING— ENGLISH. 

VT 014 553 241 

HOSPITAL CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 554 242 

HEALTH CAREERS. GUIDED OCCUPATIONAL 
ORIENTATION. 

VT 014 555 242 

CAREERS IN CONSERVATION. GUIOED 
OCCUPATIONAL ORIENTATION. 

VT 014 556 242 

TRANSPORTATION CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 557 242 

PEOPLE WHO WORK WITH ANIMALS. 

GUIDED OCCUPATIONAL ORIENTATION. 

VT 014 558 242 

FASHION AND CLOTHING CAREERS. 

GUIDED OCCUPATIONAL ORIENTATION. 

VT 014 559 243 

TELEPHONE CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 560 243 

SCHOOL WORKERS. GUIOED OCCUPATIONAL 
ORIENTATION. 

VT 014 561 243 

RESTAURANT CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 562 243 

FIREFIGHTERS. GUIOED OCCUPATIONAL 
ORIENTATION. 

VT 014 563 244 

STORE WORKERS. GUIDED OCCUPATIONAL 
ORIENTATION. 

VT 014 564 244 

CAREERS UNLIMITED... WORKING ON THE 
LAND— SOCIAL STUDIES. 

VT 014 565 244 

POST OFFICE WORKERS. GUIDED 
OCCUPATIONAL ORIENTATION. 
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VT 014 566 244 

AUTO WORKERS. GUIDED OCCUPATIONAL 
ORIENTATION. 

VT 014 567 244 

NEWSPAPER CAREERS. GUIOEO 
OCCUPATIONAL ORIENTATION. 

VT 014 569 245 

ELEMENTARY GUIDE FOR CAREER 
DEVELOPMENT. 

VT 014 581 ED 059 368 246 

THE WORLO OF WORK. A CURRICULUM 
GUIDE FOR GRADES ONE THROUGH 
TWELVE. 

VT 014 603 249 

ELEMENTARY OCCUPATIONAL INFORMATION 
PROGRAM. 

VT 014 697 ED 059 382 256 

CURRICULUM GUIDE FOR FOOD SERVICE 
OCCUPAT IONS . 

VT 014 699 ED 059 383 257 

CURRICULUM GUIDE FOR AGRICULTURE. 

VT 014 700 ED 059 384- 257 

CURRICULUM GUIDE FOR 
ELECTRICITY-ELECTRONICS. 

VT 014 701 ED 059 385 257 

CURRICULUM GUIDE FOR METALS. 

VT 014 847 267 

GUIDELINE OF CAREER DEVELOPMENT 
ACTIVITIES. 

VT 014 921 273 



CAREER ORIENTATION COURSE OUTLINES 
FOR GRADES 1-8. 



CASE STUDIES 

VT 014 825 ED 060 206 265 

THE HANDLING OF JUVENILES FROM 
OFFENSE TO DISPOSITION. VOL. 1. 

VT 014 826 EO 060 207 265 

THE HANDLING OF JUVENILES FROM 
OFFENSE TO DISPOSITION; VOLUME 2. 

CATALOGUES 

VT 014 600 248 

FILMS FOR CLASSROOM TEACHING. 

CHILD CAKE 

VT 014 521 236 

HOME AND COMMUNITY SERVICES. A 
CURRICULUM GUIDE. 

CHILD CARE WORKERS 

VT 014 192 EO 058 392 212 



ESTABLISHING A TRAINING PROGRAM FOR 
CHILD CARE WORKERS: A GUIDE FOR 
TEACHERS . 



CITATION INDEXES 

VT 014 375 222 

INDEX TO "QUERY” COMPUTER SEARCHES 
0001-0142. 



CIVICS 
VT 014 661 

CURRICULUM GUIDE 
SPECIAL NEEDS IN 



254 

FOR STUOENTS WITH 
CIVIC EOUCAT ION • 



CAREER OPPORTUNITIES 

VT 014 588 247 

RESOURCE UNIT: ELEMENTARY SCHOOL 
PROJECT FOR LEVEL TWO. EXEMPLARY 
PROGRAM OF AWARENESS ANO CAREER 
DEVELOPMENT. 

CAREER ORIENTATION 

VT 014 921 273 

CAREER ORIENTATION COURSE OUTLINES 
FOR GRADES 1-8. 

CAREER PLANNING 

VT 014 340 217 

RECRUITING IN DISTRIBUTIVE 
EDUCATION, TRANSPARENCIES. 

VT 014 353 ED 057 235 219 

OCCUPATIONAL ORIENTATION; AN 
INTRODUCTION TO THE WORLD OF WORK. 

VT 014 391 224 

A CURRICULUM GUIOE FOR OCCUPATIONAL 
ORIENTATION AND EXPLORATION IN 
JUNIOR HIGH SCHOOL HOME ECONOMICS 
AND INDUSTRIAL ARTS. APPENDIX X TO 
ANNUAL INTERIM REPORT. 

VT 014 588 247 

RESOURCE UNIT: ELEMENTARY SCHOOL 
PROJECT FOR LEVEL TWO. EXEMPLARY 
PROGRAM OF AWARENESS ANO CAREER 
DEVELOPMENT. 

VT 014 590 247 

TEACHER'S UNIT EVALUATION OF CAREER 
EDUCATION UNITS. EXEMPLARY PROGRAM 
OF AWARENESS ANO CAREER 
DEVELOPMENT. 



CIVIL RIGHTS 

VT 014 866 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
A0MINISTRA1URS. I NOEPENOENT STUDY: 

800K 5: LEGAL PROBLEMS. 

CLERICAL OCCUPATIONS 

VT 014 571 245 

CLERICAL OFFICE PRACTICE. COURSE OF 
STUOY. 

CLERICAL WORKERS 

VT 014 565 244 

POST OFFICE WORKERS. GUIOEO 
OCCUPATIONAL ORIENTATION. 

CLOTHING 

VT 014 521 236 

HOME AND COMMUN 1 1 Y SERVICES. A 
CURRICULUM GUIOE. 

VT 014 558 242 

FASHION AND CLOTHING CAREERS. 

GUIDED OCCUPATIONAL ORIENTATION. 

CLOTHING INS1KUCTIGN 

VT 010 551 208 

TIPS FOR TEACHING TEXTILES AND 
CLOTHING. RESOURCE KIT MATERIALS. 

VT 010 573 208 

TIPS FUR TEACHING TEXTILES AND 
CLOTHING. 

CLOTHING MAINTENANCE SPECIALISTS 

VT 013 908 211 

CLOTHING SERVICES TRAINING GUIOE. 
TENTATIVE EDITION. 
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COCURRICULAR ACTIVITIES 

V T 014 666 255 

VOCATIONAL YOUTH ORGANIZATIONS IN 
DELAWARE. AN INTEGRAL PART OF 
VOCATIONAL EDUCATION PROGRAMS. 

COMMUNICATIONS 

VT 014 517 235 

CAREERS UNLIMITED.. .ENTERTAINMENT 
AND COMMUNICATIONS — ’ENGLISH. 

VT 014 518 235 

CAREERS UNL IM I TED . . . ENTERTA I NME NT 
AND COMMUNICATIONS — SCIENCE. 

COMMUNITY HEALTH SERVICES 

VT 014 831 266 

A GUIDE FGR PROMOTING HOME HEALTH 
SERVICES. 

COMMUNITY RELATIONS 

VT 014 867 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY; 

BOOK 4: COMMUNITY RELATIONS. 

COMMUNITY RESOURCES 

VT 014 534 ED 058 443 238 

COMMUNITY RESOURCES IN THE SOUTH 
SUBURBAN AREA! A SYLLABUS. 

COMPUTER PROGRAMS 

VT 014 375 222 

INDEX TO ''QUERY" COMPUTER SEARCHES 
0001-0142. 

CONCEPT TEACHING 

VT 014 240 EO 058 396 214 

THE WORLD OF MANUFACTURING. 

INDUSTRIAL ARTS CURRICULUM PROJECT. 

CONSERVATION CAREERS 

VT 014 555 242 

CAREERS IN CONSERVATION. GUIOEO 
OCCUPATIONAL ORIENTATION. 

CONSERVATION EOUCATION 

VT 014 477 228 

CONSERVATION — WATER. A RESOURCE 
UNIT FOR TEACHING BASIC PRINCIPLES. 

VT 014 555 242 

CAREERS IN CONSERVATION. GUIOEO 
OCCUPATIONAL ORIENTATION. 

CONSTRUCTION (PROCESS! 

VT 014 851 267 

AN EXEMPLARY PROGRAM FOR 
OCCUPATIONAL PREPARATION IN 
SELECTED AGRICULTURAL AND 
INDUSTRIAL ACTIVITIES FOR SMALL 
HIGH SCHOOLS IN UTAH. INTEGRATED 
SHOP PROGRAM III AND IVt BUILDING 
CONSTRUCTION. 

CONSTRUCTION INOUSTRY 

VT 014 241 EO 058 397 214 

THE WORLD OF CONSTRUCTION. 

INDUSTRIAL ARTS CURRICULUM PROJECT. 



PAGE 

. VT 014 242 ED 058 398 214 

THE WORLD OF CONSTRUCTION, 

LABORATORY MANUAL, SEMESTER 1. 
IN0US1KIAL ARTS CURRICULUM PROJECT. 

VT 014 243 EO 058 399 215 

THE WORLD OF CONSTRUCTION, 

LABORATORY MANUAL, SEMESTER 2. 
INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT 014 244 EO 058 400 215 

THE WORLD OF CONSTRUCTION, 

TEACHER'S GUIDE. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 

VT 014 449 226 

BUILDING AND CONSTRUCTION 
INSPECTION EOUCATION IN THE 
COMMUNITY COLLEGE. 

VT 014 526 237 

GENERAL CONSTRUCTION TRAOES. A 
CURRICULUM GUIOE. 

VT 014 791 262 

COURSE OF STUDY FOR BUILOING 
CONSTRUCTION. 

CONSUMER ECONOMICS 

VT 014 583 246 

GUIOE TO TEACHING MANAGEMENT AND 
CONSUMER ECONOMICS FOR HOME 
ECONOMICS CLASSES. 

VT 014 748 259 

CONSUMER ECONOMIC PROBLEMS 636. 

CONSUMER EOUCATION 

VT 014 483 229 

MOBILE HOMES, CONSUMER ANO 
HOMEMAKING EOUCATION. A TEACHING 
UNIT. 

VT 014 484 230 

MOBILE HOUSING RESOURCES PACKAGE 
FOR SCHOOLS, 4-H, FHA CLUBS, AND 
EXTENSION. 

VT 014 507 233 

CONSUMER ANO HOME ECONOMICS 
EOUCATION WORK MATERIALS. 

VT 014 508 233 

CONSUMER EDUCATION CURRICULUM GUIDE 
FOR HOME ECONOMICS TEACHERS IN 
LOUISIANA. WORK MATERIAL. 

VT 014 650 253 

ELECTRIC MOTORS — SELECT ION, 

PROTECTION, ANO OR IVES. 

VT 014 838 EO 060 210 266 

CONSUMER EOUCATION IN AN AGE OF 
AOAPTATION. EDUCATOR RESOURCE 
SERIES.. 

VT 014 895 EO 060 220 272 

CONSUMER EDUCATION; USING TtHE FULL 
TEAM. 

COOPERATIVE EOUCATION 

VT 014 200 EO 056 227 213 

GUIDELINES TO INITIATE ANO OPERATE 
A COOPERATIVE VOCATIONAL EDUCATION 
PROGRAM. 

VT 014 336 216 

GUIDELINES — COOPERATIVE 
OCCUPAT IONAL-VOCAT IONAL EOUCATION 
ANO HORK-STUOY PROGRAMS. 
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VT 0 1 A 392 224 

THE GENERAL CO-OP CURRICULUM FOR 
JUNIOR AND SENIOR HIGH SCHOOLS. 

COURSE OF STUOY OF GENERAL 
COOPERATIVE EDUCATION. APPENDIX Y 
TO ANNUAL INTERIM REPORT. 

VT 014 747 259 

COOPERATIVE EDUCATION IN VOCATIONAL 
AGRICULTURE. 

VT 014 757 260 

AGRICULTURAL OCCUPATIONS 
COOPERATIVE EDUCATION PROGRAM. 

VT 014 792 262 

COURSE OF STUOY FOR METAL 
FABRICATION. 

COOPERATIVE PROGRAMS 

VT 014 747 259 

COOPERATIVE EDUCATION IN VOCATIONAL 
AGRICULTURE. 

COPE CURRICULUM 

VT 014 534 EO 058 443 238 

COMMUNITY RESOURCES IN THE SOUTH 
SU8URB AN AREA; A SYLLABUS. 



VT 014 865 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 

BOOK 2: PERSONNEL AND FISCAL 
MANAGEMENT. 

VT 014 866 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 

BOOK 3: JAIL AND COMMUNITY 
CORRECTIONS PROGRAMS. 

VT 014 867 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 

BOOK 4: COMMUNITY RELATIONS. 

VT 014 868 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMIN ISTRAIUKS. INDEPENDENT STUOY: 

BOOK 5: LEGAL PROBLEMS. 

VT 014 869 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 

BOOK 6: JAIL PLANNING. 

VT 014 879 271 

INSTRUCTORS GUIDE TO THE JAIL: ITS 
OPERATION AND MANAGEMENT. 



CORRECTIONAL REHABILITATION 

VT 014 866 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 

BOOK 3: JAIL AND COMMUNITY 
CORRECTIONS PROGRAMS. 

CORRECTIVE INSTITUTIONS 

VT 014 857 268 

THE JAIL: ITS OPERATION ANU 
MANAGEMENT. 

VT 014 858 268 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK li CORRECTIONAL 
HISTORY AND PHILOSOPHY. 

VT 014 859 268 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 2: JAIL 
OPERATIONS. 

VT 014 860 268 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 3: JAIL CLIMATE. 

VT 014 861 269 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 4: SUPERVISION. 

VT 014 862 269 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 5: DISCIPLINE. 

VT 014 863 269 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 6: SPECIAL 
PRISONERS. 

VT 014 864 269 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 

BOOK l: ADMINISTRATION OF JAIL 
OPERATIONS. 



COSMETOLOGISTS 
VT 014 493 

COURSE OF STUDY FOR VOCATIONAL 
COSMETOLOGY. 



COSMETOLOGY 
VT 014 493 

COURSE OF STUDY 
COSMETOLOGY. 



231 



231 



FOR VOCATIONAL 



COURSE CONTENT 

VT 010 770 209 

AUTOMOTIVE SERVICE OCCUPATIONS: A 
SUGGESTED OUTLINE OF SERVICES AND 
LEVELS FOR THE AUTOMOTIVE 
INDUSTRIES OCCUPATIONS, 

VT 014 392 224 

THE GENERAL CO-OP CURRICULUM FOR 
JUNIOR AND SENIOR HIGH SCHOOLS. 

COURSE OF STUDY OF GENERAL 
COOPERATIVE EDUCATION. APPENDIX Y 
TO ANNUAL INTERIM REPORT. 

VT 014 496 232 

BUSINESS EDUCATION CURRICULUM 
GUIDE. 

VT 014 602 249 

INDUSTRIAL EDUCATION COURSE! 

OUTLINE: AUTO MECHANICS 3-4. 

VT 01.4 604 ED 059 372 249 

A RESOURCE CURRICULUM IN DRIVER AND 
TRAFFIC SAFETY EDUCATION. 

VT 014 921 273 

CAREER ORIENTATION COURSE OUTLINES 
FOR GRADES 1-8. 



COURSE DESCRIPTIONS 
VT 014 599 

TRAINING AND EDUCATION 



248 



PROGRAMS IN 



AUTOMATIC 

1971-72. 
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COURSE OBJECTIVES 

VT 014 495 232 

COURSE OF STUOY FOR VOCATIONAL AUTO 
BODY REPAIR. 

COURSE ORGANIZATION 

VT 014 475 227 

AGRICULTURE SALES AND SERVICE. A 
RESOURCE UNIT. 

VT 014 476 227 

CANNING INOUSTRY— COMMERC IAL 
PRODUCTION OF VEGETABLE CROPS. A 
RESOURCE UNIT FOR TEACHING BASIC 
PRINCIPLES. 

VT 0L4 481 229 

THE WORLD OF WORK. A LEARNING 
ACTIVITY PAK IN AGRICULTURAL 
EDUCATION COURSES IN WISCONSIN. 

COURT LITIGATION 

VT 014 325 ED 060 206 265 

THE HANDLING OF JUVENILES FROM 

OFFENSE TO DISPOSITION. VOL. 1. 

VT 014 826 ED 060 207 265 

THE HANDLING OF JUVENILES FROM 
OFFENSE TO DISPOSITION; VOLUME 2. 

VT 014 B27 ED 060 208 265 

THE HANDLING OF JUVENILES FROM 

OFFENSE TO DISPOSITION. VOL. 3 
INSTRUCTOR' S GUIDE. 

CREDIT (FINANCE) 

VT 014 782 262 

CREDIT— MAN'S CONFIDENCE IN MAN. 

CULTURALLY DISADVANTAGED 

VT 004 184 208 

SYLLABUS FOR PRE-VOCATI ON AL ANO 
VOCATIONAL EOUCATION PROGRAMS FOR 
THE DISAOVANTAGED. 

CURRICULUM DEVELOPMENT 

VT 014 328 216 

BASIC INSTRUCTION SERIES FOR 
DISTRIBUTIVE EDUCATION (TOPICAL 
OUTLINES) . 

VT 014 341 217 

PRINTEO RESOURCES FOR FASHION 
COORDINATION INSTRUCTION. 

DISTRIBUTIVE EDUCATION REPORT. 

VT 014 383 ED 058 408 223 

DEMONSTRATION PROGRAMS OF 
VOCATIONAL EOUCATION IN SOUTH 
CAROLINA REGION V, INTERIM REPORT. 

VT 014 450 226 

AGRI-BUSINESS CURRICULUM GUIDE FOR 
CALIFORNIA COMMUNITY COLLEGES. 

VT 014 498 232 

A DRIVER EOUCATION MANUAL AND 
SUPPLEMENT FOR HIGH SCHOOL EDUCABLE 
MENTALLY RETARDED STUDENTS. 

VT 014 541 238 

A REPORT OF WORKSHOP ON IMPROVING 
LEARNING FOR THE DISAOVANTAGED IN 
HOME ECONOMICS IN LOUISIANA. WORK 
MATERIALS. 



CURRICULUM EVALUATION 

VT 014 589 247 

OCCUPATIONAL AWARENESS TEST LEVEL 
ONE, TEACHER'S COPY. EXEMPLARY 
PROGRAM OF AWARENESS ANO CAREER 
DEVELOPMENT. 

VT 014 590 247 

TEACHER'S UNIT EVALUATION OF CAREER 
EDUCATION UNITS. EXEMPLARY PROGRAM 
OF AWARENESS AND CAREER 
DEVELOPMENT. 



CURRICULUM GUIDES 

VT 004 184 208 

SYLLABUS FOR PRE-VOC ATIONAL AND 
VOCATIONAL EDUCATION PROGRAMS FOR 
THE DISADVANTAGED. 

VT 010 770 209 

AUTOMOTIVE SERVICE OCCUPATIONS: A 
SUGGESTEO OUTLINE OF SERVICES AND 
LEVELS FOR THE AUTOMOTIVE 
INDUSTRIES OCCUPATIONS. 

VT 013 90b 211 

CLOTHING SERVICES TRAINING GUIDE. 
TENTATIVE EDITION. 

VT 014 306 216 

PROGRAMS LEADING TO AGRI-BUSINESS 
AND NATURAL RESOURCES. 

VT 014 32P 216 

BASIC INSTRUCTION SERIES FOR 
DISTRIBUTIVE EDUCATION (TOPICAL 
OUTLINES) . 

VT 014 355 219 

A LEARNER'S GUIDE TO INOEPENOENT 
STUOY, 

VT 014 371 221 

INDUSTRIAL ARTS, K-12+. 

VT 014 391 224 



A CURRICULUM GUIDE FOR OCCUPATIONAL 
ORIENTATION AND EXPLORATION IN 
JUNIOR HIGH SCHOOL HOME ECONOMICS 
AND INDUSTRIAL ARTS. APPENDIX X TO 
ANNUAL INTERIM REPORT. 

VT 014 392 224 

THE GENERAL CO-OP CURRICULUM FOR 
JUNIOR AND SENIOR HIGH SCHOOLS. 

COURSE OF STUOY OF GENERAL 
COOPERATIVE EDUCATION. APPENDIX Y 



TO ANNUAL INTERIM REPORT. 

VT 014 417 ED 057 250 225 

AN INSTRUCTIONAL PROGRAM FOR 
TRAINING NONDESTRUCTIVE TESTING AND 
INSPECTION TECHNICIANS. 

VT 014 449 226 

BUILDING AND CONSTRUCTION 
INSPECTION EDUCATION IN THE 
COMMUNITY COLLEGE. 

VT 014 485 230 

VOCATIONAL EOUCATION. 

VT 014 490 230 

TENTATIVE GUIDE FOR DRIVER 
EDUCATION ANO SAFETY IN THE 
SECONDARY SCHOOL, GRADES 9 AND 10. 

VT 014 491 230 

COURSE OF STUDY FDR VOCATIONAL 
MACHINE. 

VT 014 492 231 



COURSE OF STUDY FOR VOCATIONAL 
AUTOMOTIVE MECHANICS. 
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VT 0 14 4 9 3 

COURSE OF STUDY 
COSMETOLOGY . 

VT 0 L 4 494 

COURSE OF STUDY 
COMMERCIAL FCOD 

VT 014 495 

COURSE OF STUDY 
BODY REPAIR. 



VT 014 496 232 

BUSINESS EDUCATION CURRICULUM 
GUIDE. 

VT 014 507 233 

CONSUMER AND HOME ECONOMICS 
EDUCATION WORK MATERIALS. 

VT 014 508 233 

CONSUMER EDUCATION CURRICULUM GUIOE 
FOR HOME ECONOMICS TEACHERS IN 
LOUISIANA. WORK MATERIAL. 

VT 014 520 236 

GENERAL MECHANICAL TRADES. A 
CURRICULUM GUIDE. 

VT 014 525 237 

CLERICAL OFFICE PRACTICE- -BUSINESS 
EDUCATION. 

VT 014 526 237 

GENERAL CONSTRUCTION TRADES. A 
CURRICULUM GUIDE. 

VT 014 540 238 

OCCUPATIONAL TRAINING CURRICULUM 
GUIDE FOR HOME ECONOMICS. WORK 
MATERIAL. 

VT 014 569 245 

ELEMENTARY GUIDE FOR CAREER 
DEVELOPMENT. 

VT 014 571 245 

CLERICAL OFFICE PRACTICE. COURSE OF 
STUDY. 

VT 014 573 245 

INDUSTRIAL EDUCATION COURSE 
OUTLINE: GRAPHIC ARTS 3-4. 

VT 014 576 246 

SYLLABUS IN TECHNICAL 
ELECTRICITY-ELECTRONICS. 

VT 014 581 ED 059 368 246 

THE WORLD OF WORK. A CURRICULUM 
GUIDE FOR GRADES ONE THROUGH 
TWELVE. 

VT 014 582 246 

GUIDE TO TEACHING SEVENTH GRADE 
HOME ECONOMICS. 

VT 014 583 246 

GUIDE TO TEACHING MANAGEMENT AND 
CONSUMER ECONOMICS FOR HOME 
ECONOMICS CLASSES. 

VT 014 596 ED 058 455 247 

EXPLORING IN AEROSPACE ROCKETRY. AN 
INTRODUCTION TO THE FUNDAMENTALS OF 
ROCKETRY. 

VT 014 597 ED 058 456 248 

EXPLORING IN AERONAUTICS. AN 
INTRODUCTION TO AERONAUTICAL 
SCIENCES. 

VT 014 601 249 

INDUSTRIAL EOUCATION COURSE 

outline: architectural drafting 

3-4. 



PAGE 

VT 014 604 ED 059 372 249 

A RESOURCE CURRICULUM IN DRIVER ANO 
TRAFFIC SAFETY EDUCATION. 

VT 014 607 250 

CURRICULAR CONSIDERATIONS FOR 
MIDDLE SCHOOL OCCUPATIONAL 
EDUCATION. 

VT 014 625 251 

BASIC TRAINING PROGRAM FOR ORIVER 
LICENSE EXAMINERS. COURSE GUIDE. 

VT 014 627 251 

BUILDING INDUSTRIES OCCUPATIONS. A 
SUGGESTED SYLLABUS OF BASIC 
INSTRUCTION IN THE TRADES OF 
CARPENTRY, MASONRY, PLUMBING, 

HEATING, ELECTRICITY, AIR 
CONDITIONING, AND PAINTING AND 
DECORATING. 



VT 014 638 252 

MANUFACTURING TECHNOLOGY, 

CURRICULUM GUIDE. 

VT 014 639 252 

AN OUTLINE OF CURRICULUM CONTENT, 

HUMAN GROWTH, AND DEVELOPMENT, 
KINDERGARTEN THROUGH GRADE THREE. 

VT 014 640 252 

AN OUTLINE OF CURRICULUM CONTENT, 

HUMAN GROWTH, AND DEVELOPMENT, 

FOURTH, FIFTH AND SIXTH GRADES. 

VT 014 641 253 

THE CURRICULUM GUIOE FOR PERSONAL 
TYPING, GRADE 9. 

VT 014 652 253 

DRIVER AND TRAFFIC SAFETY 
EDUCATION. 

VT 014 661 254 

CURRICULUM GUIDE FOR STUDENTS WITH 
SPECIAL NEEDS IN CIVIC EDUCATION. 

VT 014 662 254 

CURRICULUM GUIDE FCR STUDENTS WITH 
SPECIAL NEEDS IN COMMUNICATIONS. 

VT 014 663 254 

PHILOSOPHY AND COURSE OUTLINE FOR 
DISADVANTAGED STUDENTS IN 
VOCATIONAL TRADE AND INDUSTRY. 

VT 014 698 ED 060 197 257 

CURRICULUM GUIDE FOR CLERICAL 
OCCUPATIONS. 

VT 014 70D ED 059 384 257 

CURRICULUM GUIDE FOR 
ELECTRIC I TY-ELEC1 RON ICS. 

VT 014 7D1 ED 059 387 257 

CURRICULUM GUIDE FOR METALS. 

VT 014 708 258 

COURSE OUTLINE FOR CROP FARM 
EMPLOYEE. 

VT 014 713 259 

CURRICULUM GUIDE FOR AGRI-BUSINESS 
OCCUPATIONS IN MINNESOTA. 

VT 014 760 260 

CURRICULUM GUIDE FOR BUSINESS 
ARITHMETIC, BOOKKEEPING I, AND 
ADVANCED BOOKKEEPING. 

VT 014 766 260 

COURSE OF STUDY FOR DRAFTING. 

VT 014 773 261 

ADVANCED LIVESTOCK PRODUCTION: A 
COURSE OF STUDY. 
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VT 014 791 262 

COURSE OF STUDY FOR BUILDING 
CONSTRUCTION. 

VT 014 792 262 

COURSE OF STUDY FOR METAL 
FABRICATION. 

VT 014 SIB 263 

CURRICULUM GUIDE FOR VOCATIONAL 
MACHINE ShOP, GRADE ELEVEN. 

VT 0L4 819 264 

CURRICULUM GUIDE FOR SALESMANSHIP, 
ADVERTISING, AND DISPLAY. 

VT 014 821 264 

CURRICULUM GUIDE FOR VOCATIONAL 
MACHINE SHOP, GRADE TWELVE. 

VT 014 822 264 

CURRICULUM GUIDE FOR CLERICAL 
OFFICE PROCEDURES, SECONDARY SCHOOL 
LEVEL. 

VT 014 850 267 

AN EXEMPLARY PROGRAM FOR 
OCCUPATIONAL PREPARATION IN 
SELECTED AGRICULTURAL AND 
INDUSTRIAL ACTIVITIES FOR SMALL 



HIGH SCHOOLS IN UTAH. INTEGRATED 
SHOP PROGRAM III AND IV! DRAFTING 
AND DESIGN, A TWO YEAR COURSE. 

VT 014 851 267 

AN EXEMPLARY PROGRAM FOR 
OCCUPATIONAL PREPARATION IN 
SELECTED AGRICULTURAL AND 
INDUSTRIAL ACTIVITIES FOR SMALL 
HIGH SCHOOLS IN UTAH. INTEGRATED 
SHOP PROGRAM III AND IV, BUILDING 
CONSTRUCTION. 

VT 01** 879 271 

INSTRUCTORS GUIDE TO THE JAIL: ITS 
OPERATION AND MANAGEMENT. 

VT 014 882 271 

CURRICULUM GUIDE FOR AGRICULTURAL 
SCIENCE I. 

VT 014 883 272 

CURRICULUM GUIDE FOR AGRICULTURAL 
SCIENCE II. 

VT 014 921 273 

CAREER ORIENTATION COURSE OUTLINES 
FOR GRADES 1-8. 

VT 014 951 275 

TRAINING THE HOME APPLIANCE SERVICE 
TECHNICIAN. A VOCATIONAL EDUCATION 
GUIOE AND SUGGESTED CURRICULUM. 

VT 014 979 275 

CURRICULUM GUIOE FOR HOME ECONOMICS 
HOME MANAGEMENT, GRADES 11 AND 12. 

OAIRYMEN 

VT 013 879 210 

MILK MARKETING FOR PENNSYLVANIA 
DAIRYMEN. STUDENT HANDBOOK. 

VT 014 454 226 

MILK MARKETING FOR PENNSYLVANIA 
DAIRYMEN. TEACHER'S GUIDE. 

DATA PROCESSING 

VT 014 599 248 

TRAINING AND EOUCATION PROGRAMS IN 
AUTOMATIC DATA PROCESSING (ADP», 
1971-72. 



DATA PROCESSING UCCUPA1 IONS 

VT 014 599 248 

TRAINING AND E DUCAT I CN PROGRAMS IN 
AUTOMATIC DATA PROCESSING (ADP), 
1971-72. 

DELAWARE 

VT 014 371 221 

INDUSTRIAL ARTS, K-12+. 

DELINQUENCY 

VT 014 825 ED 060 206 265 

THE HANDLING OF JUVENILES FROM 
OFFENSE TCI DISPOSITION. VOL. 1. 

VT 014 826 EO u60 207 265 

THE HANDLING OF JUVENILES FROM 
OFFENSE TU DISPOSITION; VOLUME 2. 

VT 014 827 ED 060 208 265 

THE HANDLING OF JUVENILES FROM 
OFFENSE TO DISPOSITION. VOL. 3 
INSTRUCTOR'S GUIDE. 

DEMONSTRATION PROJECTS 

VT 014 383 ED 058 408 223 

DEMONSTRATION PROGRAMS OF 
VOCATIONAL EDUCATION IN SOUTH 
CAROLINA REGION V, INTERIM REPORT. 

DENTAL HYGIENISTS 

VT 014 948 275 

DENTAL HYGIENE. UNIT: THE DETECTION 
AND REMOVAL OF CALCULUS. 

DENTAL TECHNICIANS 

VT 014 947 275 

DENTAL LABORATORY TECHNOLOGY. UNIT 
I: FUNDAMENTAL LABORATORY 
PROCEDURES (MODULES 1-3). TRAINING 
FOR THE DENTAL LABORATORY 
TECHNICIAN. 

DEVELOPING NATIONS 

VT 014 366 ED 057 240 220 

HOMEMAKING HANOBUOK FOR VILLAGE 
WORKERS IN MANY COUNTRIES. 

VT 014 608 EO 058 457 250 

NEPAL VOCATIONAL AGRICULTURE 
TEACHER'S HANOBODK. 

DISADVANTAGED YOUTH 

VT 014 541 238 

A REPORT DF WORKSHOP ON IMPROVING 
LEARNING FOR THE DISADVANTAGED IN 
HOME ECONOMICS IN LOUISIANA. WORK 
MATERIALS. 

VT 014 661 254" 

CURRICULUM GUIOE FOR STUDENTS WITH 
SPECIAL NEEDS IN CIVIC EDUCATION. 

VT 014 662 254 

CURRICULUM GUIOE FOR STUDENTS WITH 
SPECIAL NEEDS IN COMMUNICATIONS. 

VT 014 663 254 

PHILOSOPHY ANO COURSE OUTLINE FOR 
OISADVANTAGED STUDENTS IN 
VOCATIONAL TRADE AND INOUSTRY. 
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DISCIPLINE POLICY 

VT 0 1 A 862 269 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 5: DISCIPLINE. 



DISTRIBUTIVE EDUCATION 

VT 012 778 209 

MERCHANDISE INFORMATION. UNIT: 

LABELS AND ATTACHED DESCRIPTIVE 
MATERIALS. 

VT 012 779 210 

FUNDAMENTALS OF SELLING. UNIT: NEED 
FOR MERCHANDISE INFORMATION. 

VT 01 A 293 215 

RECRUITING IN DISTRIBUTIVE 
EDUCATION. 

VT 0 l A 320 216 

THE EMPLOYEE'S ROLE IN THEFT 
REDUCTION. A DISTRIBUTIVE EDUCATION 
PRESENTATION. 

VT 0 l A 328 216 

BASIC INSTRUCTION SERIES FOR 
DISTRIBUTIVE EDUCATION (TOPICAL 
OUTLINES) . 

VT 0 l A 3A0 217 

RECRUITING IN DISTRIBUTIVE 
EDUCATION, TRANSPARENCIES. 

VT 0 l A 3A1 217 

PRINTED RESOURCES FOR FASHION 
COORDINATION INSTRUCTION. 

DISTRIBUTIVE EDUCATION REPORT. 

VT 0 1 A 3A9 217 

FILING — THE KEY TO BETTER 
ORGANIZATION FOR TEACHING MARKETING 
AND DISTRIBUTION. 

VT 0 1 A 351 218 

FOOD DISTRIBUTION — "THE 
SUPERMARKET," TRANSPARENCIES. 

VT 0 1 A 352 218 

FUOD DISTRIBUTION — "THE 
SUPERMARKET" ENTRY OCCUPATIONS. 

VT 0 i A 5A6 ED 058 AA8 2A0 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR DISTRIBUTIVE EDUCATION 
AVAILABLE FROM FEDERAL AGENCIES. 

VT 0 1 A 7A8 259 

CONSUMER ECONOMIC PROBLEMS 636. 

VT 0 1 A 782 262 

CREDIT— MAN'S CONFIDENCE IN MAN. 

VT 0 1 A 819 26A 

CURRICULUM GUIDE FOR SALESMANSHIP, 
ADVERTISING, AND DISPLAY. 

VT 0 1 A B35 266 

STUDENT PROJECTS FOR MARKETING 
DISTRIBUTIVE EDUCATION (PROJECT 
TRAINING) . 



DIVERSIFIED OCCUPATIONS 

VT 0 1 A A85 230 

VOCATIONAL EDUCATION. 

DOMESTICS 

VT 013 923 211 

RESOURCE MATERIALS FOR TRAINING 
HOUSEHOLD EMPLOYEES. 



PAGE 

DRAFTING 

VT 01A 766 260 

COURSE OF STUDY FOR DRAFTING. 

VT 01A 850 267 

AN EXEMPLARY PROGRAM FOR 
OCCUPATIONAL PREPARATION IN 
SELECTEO AGRICULTURAL AND 
INDUSTRIAL ACTIVITIES FOR SMALL 
HIGH SCHOOLS IN UTAH. INTEGRATED 
SHOP PROGRAM III AND IV; DRAFTING 
AND DESIGN, A TWO YEAR COURSE. 



VT 014 935 273 

EXPLORATORY ORAFT I NG— AUTO 
MECHANICS. 

VT 014 936 273 

EXPLORATORY DRAFTING-MASONRY. 

VT 014 937 274 

EXPLORATORY DRAFT ING— SHEET METAL. 

VT 014 938 274 

EXPLORATORY ORAFT ING— MACHINE SHOP. 

VT 014 941 274 

EXPLORATORY DR A FT I NG:-HORT I CULTURE . 

DRIVER EDUCATION 

VT 014 490 230 

TENTATIVE GUIDE FOR DRIVER 
EDUCATION AND SAFETY IN THE 
SECONDARY SCHOOL, GRADES 9 AND 10. 

VT 014 498 232 

A DRIVER EDUCATION MANUAL AND 
SUPPLEMENT FOR HIGH SCHOOL EDUCABLE 
MENTALLY RETARDED STUDENTS. 

VT 014 509 234 

DRIVER AND TRAFFIC SAFETY EDUCATION 
PERFORMANCE CURRICULUM. 

VT 014 604 ED 059 372 249 

A RESOURCE CURRICULUM IN DRIVER AND 
TRAFFIC SAFETY EDUCATION. 

VT 014 625 251 

BASIC TRAINING PROGRAM FOR DRIVER 
LICENSE EXAMINERS. COURSE GUIDE. 

VT 014 652 253 

DRIVER AND TRAFFIC SAFETY 
EDUCATION. 

VT 014 777 261 

A GUIDE TO SAFETY EDUCATION, 
KINDERGARTEN THROUGH GRADE 12. 

VT 014 800 263 



THE DRIVING SIMULATOR METHOD. FIXED 
BASE SIMULATORS FOR GROUP 
INSTRUCTION IN DRIVER AND TRAFFIC 
SAFETY' EDUCATION. 

VT 014 802 263 

ADMINISTRATIVE GUIDE FOR DRIVER 
EDUCATION. 

VT 014 832 266 

DRIVER PERFORMANCE IMPROVEMENT 
PROGRAM. 

DRIVER LICENSE EXAMINERS 

VT 014 625 251 

BASIC TRAINING PROGRAM FOR DRIVER 
LICENSE EXAMINERS. COURSE GUIDE. 
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ECONOMICS 

VT 010 344 208 

INSTRUCTIONAL UNITS ON AGRICULTURAL 
MARKETING PRINCIPLES; A 
DEVELOPMENTAL RESEARCH PROJECT OF 
THE DEPARTMENT OF AGRICULTURAL 
EDUCATION. 

EDUCABLE MENTALLY HANDICAPPED 

VT 014 498 232 

A DRIVER EDUCATION MANUAL AND 
SUPPLEMENT FOR HIGH SCHOOL EDUCABLE 
MENTALLY RETARDED STUDENTS. 

EDUCATIONAL EQUIPMENT 

VT 014 415 ED 058 417 225 

PLANNING THE IMPLEMENTATION OF A 
BUSINESS EDUCATION LEARNING SYSTEM. 
PROGRAMMED INSTRUCTIONAL MATERIALS 
AVAILABLE FCR POSSIBLE USE IN A 
BUSINESS EDUCATION LEARNING SYSTEM. 



EDUCATIONAL RESOURCES INFORMATION 

CENTER 

VT 014 375 222 

INDEX TU "QUERY" COMPUTER SEARCHES 
000L-U142. 

EFFECTIVE TEACHING 

VT 014 60b EO 058 457 ,, 250 

NEPAL VOCATIONAL AGRICULTURE 
TEACHER'S HANDBOOK. 

ELECTRIC MOTORS 

VT 014 650 253 

ELECTRIC MOTORS — SELEC TI ON, 

PROTECTION AND DRIVES. 

ELECTRICAL OCCUPATIONS 

VT 013 868 210 

THE TRAINING OF SHOP AND FIELD 
SALES FORCE SUPERVISORS. 

RECOMMENDATION 24. 



EDUCATIONAL OBJECTIVES 

VT 014 371 221 

INDUSTRIAL ARTS, K-L2+. 

VT 014 522 236 

INSTRUCTIONAL MATERIALS 
VOCATIONAL-RELATED MATH. 

VT 014 523 236 

INSTRUCTIONAL MATERIALS VOCATIONAL 
RELATED SOCIAL STUDIES. 

VT 014 524 237 

INSTRUCTIONAL MATERIALS VOCATIONAL 
RELATED ENGLISH. PRELIMINARY DRAFT. 

VT 014 627 251 



BUILDING INDUSTRIES OCCUPATIONS. A 
SUGGESTED SYLLABUS OF BASIC 
INSTRUCTION IN THE TRADES OF 
CARPENTRY, MASDNRY, PLUMBING, 

HEATING, ELECTRICITY, AIR 
CONDITIONING, AND PAINTING AND 
DECDRAT ING. 

EDUCATIONAL PHILOSOPHY 

VT 014 663 254 

PHILOSOPHY AND COURSE OUTLINE FOR 
DISADVANTAGED STUDENTS IN 
VOCATIONAL TRADE AND INDUSTRY. 

EDUCATIONAL RESEARCH 

VT 014 642 ED 057 257 253 

ABSTRACTS OF INSTRUCTIONAL 
MATERIALS IN VOCATIONAL AND 
TECHNICAL EDUCATION AND ABSTRACTS 
OF RESEARCH AND RELATED MATERIALS 
IN VOCATIONAL AND TECHNICAL 
EDUCATION. ANNUAL INDEX 1970-71. 

EDUCATIONAL RESOURCES 

VT 014 483 229 

MOBILE HOMES, CONSUMER AND 
HOMEMAKING EDUCATION. A TEACHING 
UNIT. 

VT 014 484 230 

MOBILE HOUSING RESOURCES PACKAGE 
FOR SCHOOLS, 4-H, FHA CLUBS, AND 
EXTENSION. 



ELECTRICITY 

VT 014 576 246 

SYLLABUS IN TECHNICAL 
ELECTRICITY-ELECTRONICS. 

VT 014 700 ED 059 384 257 

CURRICULUM GUIDE FOR 
ELECTRICITY-ELECTRONICS. 

ELECTRONIC DATA PROCESSING 

VT 014 599 248 

TRAINING AND EDUCATION PROGRAMS IN 
AUTOMATIC DATA PROCESSING <ADP), 
1971-72. 

ELECTRONICS 

VT 014 576 246 

SYLLABUS IN TECHNICAL 
ELECTRICITY-ELECTRONICS . 

VT 014 700 ED 059 384 257 

CURRICULUM GUIDE FOR 
ELECTRICITY-ELECTRONICS. 

ELEMENTARY GRADES 

VT 014 357 ED 057 236 219 

BOOKS. 

VT 014 603 249 

ELEMENTARY OCCUPATIONAL INFORMATION 
PROGRAM. 

VT 014 639 252 

AN OUTLINE OF CURRICULUM CONTENT, 

HUMAN GROWTH, AND DEVELOPMENT , 
KINDERGARTEN THROUGH GRADE THREE. 

VT 014 640 252 

AN OUTLINE DF CURRICULUM CONTENT, 

HUMAN GROWTH, AND DEVELOPMENT, 

FOURTH, FIFTH AND SIXTH GRADES. 

VT 014 921 273 

CAREER ORIENTATION COURSE OUTLINES 
FOR GRADES 1-8. 

EMPLOYEE ATTITUDES 

VT 014 605 250 

EMPLOYEE IMPROVEMENT PROGRAM. 
PERSONALITY DEVELOPMENT, 

INSTRUCTOR'S GUIDE. 
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VT 01 A 628 252 

CUSTOMER RELATIONS, INSTRUCTOR'S 
GUIDE. 

VT 014 629 252 

TOURIST PROMOTION AND HUMAN 
RELATIONS. AN INSTRUCTOR'S GUIDE. 

ENGINEERING TECHNICIANS 

VT 014 463 226 

CIVIL ENGINEERING TECHNOLOGY. 
PERFORMANCE SPECIFICATIONS AND 
TRAINING OBJECTIVES FOR THE 
TECHNICIAN. 

ENGINEERING TECHNOLOGY 

VT D 14 463 226 

CIVIL ENGINEERING TECHNOLOGY. 
PERFORMANCE SPECIFICATIONS AND 
TRAINING OBJECTIVES FOR THE 
TECHNICIAN. 



ENGLISH 

VT 014 515 235 

CAREERS 

UNLIMIT ED... SERVICES — PEOPLE 
ORIENTED — ENGL I SH . 

VT 014 517 235 

CAREERS UNLIMITED. . .ENTERTAINMENT 
AND COMMUNICATIONS — ENGLISH. 

VT 014 551 241 

CAREERS 

UNLIMITED.. .MANUFACTURING — ENGLISH. 
ENGLISH PROGRAMS 

VT 014 524 237 

INSTRUCTIONAL MATERIALS VOCATIONAL 
RELATED ENGLISH. PRELIMINARY DRAFT. 

ENTERTAINMENT INDUSTRY 

VT 014 517 235 

CAREERS UNLIMITED. ..ENTERTAINMENT 
AND COMMUNICATIONS — ENGLISH. 

VT 014 518 235 

CAREERS UNLIMI TED. . .ENTERTAINMENT 
AND COMMUNICAT IONS— SCI ENCE. 

ENTRY WORKERS 

VT 014 351 218 

FOOD DISTRIBUTION — "THE 
SUPERMARKET," TRANSPARENCIES. 

VT 014 352 218 

FOOD DI STRI OUT I ON — "THE 
SUPERMARKET" ENTRY OCCUPATIONS. 

EVALUATION 

VT 014 590 247 



TEACHER'S UNIT EVALUATION OF CAREER 
EDUCATION UNITS. EXEMPLARY PROGRAM 
OF AWARENESS AND CAREER 
DEVELOPMENT. 

EVALUATION SERVICE CENTER FUR 
OCCUPATIONAL ECUCATION 

VT 014 892 ED 060 218 272 

BEHAVIORAL OBJECTIVES TRAINING 
PACKAGE. 



PAGE 

EVALUATION TECHNIQUES 

VT 014 892 ED 060 218 272 

BEHAVIORAL OBJECTIVES TRAINING 
PACKAGE. 

EXAMINERS 

VT 014 625 251 

BASIC TRAINING PROGRAM FOR DRIVER 
LICENSE EXAMINERS. COURSE GUIDE. 

EXTENSION AGENTS 

VT 014 366 ED 057 240 220 

HOMEMAKING HANDBOOK FOR VILLAGE 
WORKERS IN MANY COUNTRIES. 

EXTENSION EDUCATION 

VT 014 350 218 

FOOD AND NUTRITION — SUPPLEMENTAL 
LESSONS FOR TRAINING EXTENSION 
AIDES. FOOD BUYING. 

VT 014 366 ED 057 240 220 

HOMEMAKING HANDBOOK FOR VILLAGE 
WORKERS IN MANY COUNTRIES. 

FACILITY REQUIREMENTS 

VT 014 8D0 263 

THE ORIVING SIMULATOR METHOD. FIXED 
BASE SIMULATORS FOR GROUP 
INSTRUCTION IN DRIVER AND TRAFFIC 
SAFETY EDUCATION. 



FAMILY LIFE EDUCATION 



VT 014 669 

A RESOURCE BULLETIN 


FOR 


HOME 


255 


ECONOMICS— LIVING IN 


THE 


: HOME. 




VT 014 670 

A RESOURCE BULLETIN 


FOR 


HOME 


255 


ECONOMICS— GRADE 8. 
VT 014 671 

A RESOURCE BULLETIN 


FOR 


HOME 


255 



ECONOMICS-GRADE 9. 

FAMILY MANAGEMENT 

VT 014 583 246 

GUIDE TO TEACHING MANAGEMENT AND 
CONSUMER ECONOMICS FOR HOME 
ECONOMICS CLASSES. 

FARM OCCUPATIONS 

VT 014 380 222 

PLOWS AND PLOWING; STUDENT WORKBOOK 
FOR VOCATIONAL AGRICULTURE. 

VT 014 381 222 

PLOWS AND PLOWING FOR VOCATIONAL 
AGRICULTURE. RESOURCE UNIT. 

FASHIONS 

VT 014 558 242 

FASHION AND CLOTHING CAREERS. 

GUIDED OCCUPATIONAL ORIENTATION. 

FEDERAL AGENCIES 

VT 014 542 ED 058 444 239 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR AGRICULTURE AVAILABLE FROM 
FEDERAL AGENCIES. 
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VT 014 543 ED 058 445 239 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR HEALTH OCCUPATIONS EDUCATION 
AVAILABLE FUCM FEDERAL AGENCIES. 

VT OLA 544 ED 058 446 239 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FUR OFFICE OCCUPATIONS AVAILABLE 
FROM FEDERAL AGENCIES. 

VT 014 545 ED 058 447 240 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR HOME ECONOMICS AVAILABLE FROM 
FEOERAL AGENCIES. 

VT 014 546 ED 058 448 240 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR DISTRIBUTIVE EDUCATION 
AVAILABLE FROM FEDERAL AGENCIES. 

VT 014 547 ED 058 449 240 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR TRADE AND INDUSTRIAL 
OCCUPATIONS AVAILABLE FROM FEDERAL 
AGENCIES. 

VT 014 548 ED 058 450 241 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR TECHNICAL EDUCATION AVAILABLE 
FROM FEDERAL AGENCIES. 

FEDERAL GOVERNMENT 

VT 014 542 ED 058 444 239 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR AGRICULTURE AVAILABLE FROM 
FEDERAL AGENCIES. 

VT 014 543 ED 058 445 239 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR HEALTH OCCUPATIONS EDUCATION 
AVAILABLE FROM FEDERAL AGENCIES. 

VT 014 544 ED 058 446 239 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR OFFICE OCCUPATIONS AVAILABLE 
FROM FEOERAL AGENCIES. 

VT 014 545 ED 058 447 240 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR HOME ECONOMICS AVAILABLE FROM 
FEDERAL AGENCIES. 

VT 014 546 ED 058 448 240 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR DISTRIBUTIVE EDUCATION 
AVAILABLE FROM FEDERAL AGENCIES. 

VT 014 547 ED 058 449 240 

VOCATIONAL .INSTRUCTIONAL MATERIALS 
FOR TRADE AND INDUSTRIAL 
OCCUPATIONS AVAILABLE FROM FEDERAL 
AGENCIES. 

VT 014 548 . ED 058 450 241 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR TECHNICAL EDUCATION AVAILABLE 
FROM FEDERAL AGENCIES. 

FEEDBACK 

VT 014 892 ED 060 218 272 

BEHAVIORAL OBJECTIVES TRAINING 
PACKAGE. 

FIELD CROPS 

VT 013 877 210 

AN AID TO THE IDENTIFICATION OF 70 
CROP AND WEED PLANTS. 



PAGE 

VT 013 912 21 1 

FUNDAMENTALS OF PLANT 
IDENTIFICATION; A STUDENT STUDY 
GUIDE. 

VT 014 706 258 

COURSE UUTLINE FOR CROP FARM 
EMPLOYEE. 

FILING 

VT 014 349 

FILING— THE KEY TO BETTER 
ORGANIZATION FOR TEACHING 
AND DISTKlbUT ION. 

FILMS 

VT 014 600 243 

FILMS FOR CLASSROOM TEACHING. 

FIRE FIGHTERS 

VT 014 562 243 

FIREFIGHTERS. GUIDED OCCUPATIONAL 
ORIENTATION. 

FIRST AID 

VT 014 002 ED 056 184 211 

FIRST AID INSTRUCTION COURSE. 

FLORICULTURE 

VT 014 478 228 

FLORICULTURE AND GREENHOUSE 
MANAGEMENT. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 

FOOD PROCESSING OCCUPATIONS 

VT 014 476 227 

CANNING INDUSTRY— COMMERCIAL 
PRODUCTION OF VEGETABLE CROPS. A 
RESOURCE UNIT FOR TEACHING BASIC 
PRINCIPLES. 



FOOD SERVICE 

VT 014 494 231 

COURSE OF STUOY FOR VOCATIONAL 
COMMERCIAL FOOD PREPARATION. 

VT 014 521 236 

HOME AND COMMUNITY SERVICES. A 
CURRICULUM GUIOE. 

FOOD SERVICE OCCUPATIONS 

VT 014 351 218 

FOOD DISTRIBUTION — "THE 
SUPERMARKET," TRANSPARENCIES. 

VT 014 352 218 

FOOD DISTRIBUTION — "THE 
SUPERMARKET" ENTRY OCCUPATIONS. 

VT 014 561 243 

RESTAURANT CAREERS. GUIDEO 
OCCUPATIONAL ORIENTATION. 

VT 014 697 ED 059 382 256 

CURRICULUM GUIOE FOR FOOD SERVICE 
OCCUPATIONS. 

FOODS INSTRUCTION 

VT 014 350 218 

FOOO ANO NUTRITION — SUPPLEMENTAL 
LESSONS FOR TRAINING EXTENSION 
AIDES. FOOO BUYING. 
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VT 014 494 

COURSE of study 
COMMERCIAL FOOD 



FOR VOCATIONAL 
PREPARATION. 



231 VT 014 361 

MASTER CATALOG OF AHA MATERIALS, 
1971-1972. 



219 



FORESTRY 

VT 014 479 228 

PREPARATION FOR OCCUPATIONS IN 
FORESTRY. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 

FORESTRY OCCUPATIONS 

VT 014 7C9 258 

PROOUCTS FROM OUR FOR ESTS--THE I R 
MANUFACTURE AND USE* TEACHER'S 
GUIDE FOR THE STUDENT RESOURCE 
UNIT. 

VT 0 1 A 710 258 

PRODUCTS FROM OUR FOR ESTS — THE I R 
MANUFACTURE AND USE. STUDENT 
RESOURCE UNIT. 

FUTURE FARMERS OF AMERICA 

VT 014 674 256 

WILDLIFE CONSERVATION 
MINNESOTA FFA CHAPTER 
MEMBERS. 



GUIDE FOR 
ADVISERS AND 



HEALTH OCCUPATIONS EDUCATION 

VT 014 543 ED 058 445 239 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR HEALTH OCCUPATIONS EDUCATION 
AVAILABLE FROM FEDERAL AGENCIES. 

VT 014 743 259 

TASK LIST DRAFT FOR MEDICAL 
LABORATORY OCCUPATIONS. 

VT 014 796 263 

KNOWLEDGE OF HEALTH NEEDS AND 
MEDICAL RESOURCES FOR PUBLIC 
ASSISTANCE CLIENTS (AN INSTRUCTOR'S 
GUIDE AND SYLLABUS ) • 

VT 014 947 275 

DENTAL LABORATORY TECHNOLOGY. UNIT 
Is FUNDAMENTAL LABORATORY 
PROCEDURES (MODULES 1-3)* TRAINING 
FOR THL DENTAL LABORATORY 
TECHNICIAN. 

VT 014 948 275 

DENTAL HYGIENE. UNITS THE DETECTION 
AND REMOVAL OF CALCULUS. 



GRAPHIC ARTS 

VT 014 573 245 

INDUSTRIAL EDUCATION COURSE 
OUTLINE: GRAPHIC ARTS 3-4. 

VT 014 766 260 

COURSE OF STUDY FOR DRAFTING. 

VT 014 824 264 

GRAPHIC ARTS. 

GREENHOUSES 

VT 014 478 228 

FLORICULTURE AND GREENHOUSE 
MANAGEMENT. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 

GUIDEL INES 

VT 014 192 ED 058 392 212 

ESTABLISHING A TRAINING PROGRAM FOR 
CHILD CARE WORKERS: A GUIDE FOR 
TEACHERS. 

VT 014 336 216 

GUIDELINES — COOPERATIVE 
OCUUP AT I ON AL- VO CAT ION AL EDUCATION 
AND WORK-STUDY PROGRAMS. 

VT 014 355 219 

A LEARNER'S GUIDE TO INDEPENDENT 
STUDY. 

VT 014 757 260 

AGRICULTURAL OCCUPATIONS 
COOPERATIVE EDUCATION PROGRAM. 

VT 014 847 267 

GUIDELINE UF CAREER DEVELOPMENT 
ACTIVITIES. 

GUIDES 

VT 014 650 253 

ELECTRIC MOTORS— SELECTION, 

PROTECTION, AND DRIVES. 

HEALTH EDUCATION 

VT 014 002 ED 056 184 211 

FIRST A 1 0 INSTRUCTION COURSE. 



HEALTH PERSONNEL 
VT 014 554 

HEALTH CARttRS. 
ORIENTATION. 



242 



GUIDED OCCUPATIONAL 



HEALTH PROGRAMS 
VT 014 796 

KNOWLEDGE OF HEALTH NEEDS AND 
MEDICAL RESOURCES FOR PUBLIC 
ASSISTANCE CLIENTS (AN INSTRUCTOR'S 
GUIDE AND SYLLABUS ) . 



263 



HOME ECONOMICS 
VT 014 366 
HOMEMAKING 
WORKERS IN 
VT 014 485 
VOCATIONAL 



ED 057 240 

HANDBOOK FOR VILLAGE 
MANY COUNTRIES. 



220 



230 



EDUCATION. 



AND 



208 



218 



HOME ECONOMICS EDUCATION 

VT 010 573 

TIPS FOR TEACHING TEXTILES 
CLOTHING. 

VT 014 350 

FOOD AND NUTRITION — SUPPLEMENTAL 
LESSONS FOR TRAINING EXTEN3I0N 
AIDES. FOOD BUYING. 

VT 014 391 224 

A CURRICULUM GUIDE FOR OCCUPATIONAL 
ORIENTATION AND EXPLORATION IN 
JUNIOR HIGH SCHOOL HCME ECONOMICS 
AND INDUSTRIAL ARTS. APPENDIX X TO 
ANNUAL IM1LRIM REPCRT. 

VT 014 507 233 

CONSUMER AND HOME ECONOMICS 
EDUCATION WORK MATERIALS. 

VT 014 508 233 

CONSUMER EDUCATION CURRICULUM GUIOE 
FOR HOME ECONOMICS TEACHERS IN 
LOUISIANA. WORK MATERIAL. 
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VT 014 541 238 

A REPORT OF WORKSHOP ON IMPROVING 
LEARNING FOR THE DISADVANTAGEO IN 
HOME ECONOMICS IN LOUISIANA. WORK 
MATERIALS. 

VT 014 545 EO 058 447 240 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR HOME ECONOMICS AVAILABLE FROM 
FEDERAL AGENCIES. 

VT 014 582 246 

GUIDE TO TEACHING SEVENTH GRADE 
HOME ECONOMICS. 

HOME FURNISHINGS 

VT 014 951 275 

TRAINING THE HOME APPLIANCE SERVICE 
TECHNICIAN. A VOCATIONAL EDUCATION 
GUIDE AND SUGGESTED CURRICULUM. 



HOME HEALTH AIDES 

VT 014 831 266 

A GUIDE FOR PROMOTING HOME HEALTH 
SERVICES. 

HOMEMAKING EDUCATION 

VT 010 551 208 

TIPS FOR TEACHING TEXTILES ANO 
CLOTHING. RESOURCE KIT MATERIALS. 

VT 014 483 229 

MOBILE HOMES, CONSUMER ANO 
HOMEMAKING EDUCATION. A TEACHING 
UNIT. 

VT 014 484 230 

MOBILE HOUSING RESOURCES PACKAGE 
FOR SCHOOLS, 4-H, FHA CLUBS, ANO 
EXTENSION. 

VT 014 583 246 

GUIDE TO TEACHING MANAGEMENT AND 
CONSUMER ECONOMICS FOR HOME 
ECONOMICS CLASSES. 

VT 014 669 255 

A RESOURCE BULLETIN FOR HOME 
ECONOMICS-LIVING IN THE HOME. 

VT 014 670 255 

A RESOURCE BULLETIN FOR HOME 
ECONOMICS— GRAOE 8. 

VT 014 671 255 

A RESOURCE BULLETIN FOR HOME 
ECONOMICS— GRADE 9. 

VT 014 946 274 

OELAWARE HOME ECONOMICS CURRICULUM 
GUIDE. 

VT 014 979 275 

CURRICULUM GUIDE FOR HOME ECONOMICS 
HOME MANAGEMENT, GRADES 11 AND 12. 

HORSES 

VT 014 363 221 

SOURCE UNIT IN HORSE PRODUCTION. 

HORTICULTURE 

VT 014 365 220 

VISUAL AIDS FOR USE IN VOCATIONAL 
HORTICULTURE CLASSES. A SUGGESTED 

LIST. 

VT 014 941 274 



EXPLORATORY DRA FT INGs-HORTI CULTURE. 



PAGE 

HOSPITAL PERSONNEL 

VT 014 553 241 

HOSPITAL CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

HOUSING 

VT 014 483 229 

MOBILE HOMES, CONSUMER AND 
HOMEMAKING EOUCATION. A TEACHING 
UNIT. 

VT 014 484 230 

MOBILE HOUSING RESOURCES PACKAGE 
FOR SCHOOLS, 4-H, FHA CLUBS, ANO 
EXTENSION. 

HUMAN RELATIONS 

VT 014 605 250 

EMPLOYEE IMPROVEMENT PROGRAM. 
PERSONALITY DEVELOPMENT, 

INSTRUCTOR'S GUIDE. 

VT 014 628 252 

CUSTOMER RELATIONS, INSTRUCTOR'S 
GUIOE. 

VT 014 629 252 

TOURIST PROMUTION AND HUMAN 
RELATIONS. AN INSTRUCTOR'S GUIOE. 

HUMAN SERVICES 

VT 014 534 ED 058 443 238 

COMMUNITY RESOURCES IN THE SOUTH 
SUBURBAN AREA; A SYLLABUS. 

HYDRAULICS 

VT 014 474 227 

AGRICULTURE POWER-HYORAULICS . A 
RESOURCE UNIT FOR TEACHING BASIC 
PRINCIPLES. 



IMPROVEMENT PROGRAMS 

VT 014 628 252 

CUSTOMER RELATIONS, INSTRUCTOR'S 
GUIDE. 

VT 014 629 252 

TOURIST PROMOTION ANO HUMAN 
RELATIONS. AN INSTRUCTOR'S GUIDE. 

INDEPENDENT STUOY 

VT 014 355 219 

A LEARNER'S GUIOE TO INDEPENDENT 
STUOY. 

VT 014 641 253 

THE CURRICULUM GUIOE FOR PERSONAL 
TYPING, GRAOE 9. 

INDEXES (LOCATERS) 

VT 014 642 EO 057 257 253 



ABSTRACTS OF INSTRUCTIONAL 
MATERIALS IN VOCATIONAL ANO 
TECHNICAL EOUCATION AND ABSTRACTS 
OF RESEARCH AND RELATED MATERIALS 
IN VOCATIONAL ANO TECHNICAL 
EDUCATION. ANNUAL INOEX 1970-71. 

VT 014 873 ED 059 408 271 

ABSTRACTS OF INSTRUCTIONAL 
MATERIALS IN VOCATIONAL TECHNICAL 
EDUCATION (AIM), VOLUME 5, NUMBER 
1 . 



: 



AIM/VOL 5 NO 3 



295 



SUBJECT AND IDENTIFIER INDEX 



PAGE 



PAGE 



213 



INDUSTRIAL ARTS 

VT 01 A 238 ED 058 39A 

THE WORLD OF MANUFACTURING, 

TEACHER'S GUIDE. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 

VT 01 A 239 ED 058 395 213 

THE WORLD OF MANUFACTURING, 

LABORATORY MANUAL. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 

VT 0 l A 2A0 ED 058 396 21A 

THE WORLD OF MANUFACTURING. 

INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT OlA 2AI ED 058 397 21A 

THE WORLD OF CONSTRUCTION. 

INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT OlA 2A2 ED 058 398 21A 

THE WORLD OF CONSTRUCTION, 

LABORATORY MANUAL, SEMESTER l. 
INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT OlA 2A3 ED 058 399 215 

THE WORLD OF CONSTRUCTION, 

LABORATORY MANUAL, SEMESTER 2. 
INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT OlA 2AA ED 058 AOO 215 

THE WORLD OF CONSTRUCTION, 

TEACHER'S GUIDE. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 

VT OlA 357 ED. 057 236 219 

BOOKS. 

VT OlA 371 221 

INDUSTRIAL ARTS, K-12+. 

VT OLA 391 22A 

A CURRICULUM GUIDE FOR OCCUPATIONAL 
ORIENTATION AND EXPLORATION IN 
JUNIOR HIGH SCHOOL HOME ECONOMICS 
AND INDUSTRIAL ARTS. APPENDIX X TO 
ANNUAL INTERIM REPORT. 

VT OlA A65 230 

VOCATIONAL EDUCATION. 

VT OlA 573 2A5 

INDUSTRIAL EDUCATION COURSE 
OUTLINE: GRAPHIC ARTS 3-A. 

VT OlA 601 2A9 

INDUSTRIAL EDUCATION COURSE 
OUTLINE: ARCHITECTURAL DRAFTING 
3-A. 

VT OLA 766 260 

COURSE OF STUDY FOR DRAFTING. 

VT OlA 82A 26A 

GRAPHIC ARTS. 

VT OLA 850 267 

AN EXEMPLARY PROGRAM FOR 
OCCUPATIONAL PREPARATION IN 
SELECTED AGRICULTURAL AND 
INDUSTRIAL ACTIVITIES FOR SMALL 
HIGH SCHOOLS IN UTAH. INTEGRATED 
SHOP PROGRAM III AND IV; DRAFTING 
AND DESIGN, A TWO YEAR COURSE. 



VT OLA 935 
EXPLORATORY 
MECHANICS. 
VT OLA 936 
EXPLOKATO RY 
VT OLA 937 
EXPLORATORY 
VT OlA 938 
EXPLORATORY 
VT OlA 9A1 
EXPLORATORY 



DRAFT ING — AUTO 



DRAFTING— MASONRY. 
DRAFTING — SHEET METAL. 



273 



273 



27 A 



27 A 



DRAFTING — MACHINE SHOP. 



INDUSTRIAL ARTS TEACHERS 
VT OlA 82A 

GRAPHIC ARTS. 



26A 



INDUSTRIAL EDUCATION 

VT OlA 355 219 

A LEARNER'S GUIDE TO INDEPENDENT 
STUDY. 

VT OlA A02 225 

SAFETY. 

VT OlA A17 ED 057 ,250 225 

AN INSTRUCTIONAL PROGRAM FOR 
TRAINING NONDESTRUCTIVE TESTING AND 
INSPECTION TECHNICIANS. 



ED 058 A55 
AEROSPACE ROCKETRY. 
TO THE FUNDAMENTALS 

ED 058 A56 
AERONAUTICS. AN 
TO AERONAUTICAL 



VT OlA 596 
EXPLORING IN 
INTRODUCTION 
ROCKETRY. 

VT OlA 597 
EXPLORING IN 
INTRODUCTION 
SCIENCES. 

VT OlA 602 

INDUSTRIAL EDUCATION COURSE 
OUTLINE: AUTU MECHANICS 3-A. 
VT OlA 638 

MANUFACTURING TECHNOLOGY, 
CURRICULUM GUIDE. 

INDUSTRIAL TECHNOLOGY 
VT OlA 638 

MANUFACTURING TECHNOLOGY, 
CURRICULUM GUIDE. 



2A7 



AN 

OF 



2A8 



2A9 



252 



252 



INFORMATION RETRIEVAL 

VT OlA 3A9 217 

FILING— THE KEY TO BETTER 
ORGANIZATION FUR TEACHING MARKETING 
AND DISTRIBUTION. 

VT OLA 375 222 

INDEX TO “QUERY'' COMPUTER SEARCHES 
000 1-0 LA2 . 



INFORMATION SCIENCE 
VT OLA 662 

CURRICULUM GUIDE 
SPECIAL NEEDS IN 



25A 



FOR STUDENTS WITH 
COMMUNICATIONS. 



INFORMATION SERVICES 

VT OLA 375 222 

INDEX TO "QUERY" COMPUTER SEARCHES 
0001-01 A 2 . 

INFORMATION SOURCES 

VT OLA 375 222 

INDEX TO “QUERY" COMPUTER SEARCHES 

0001-01 A2 . 

VT OlA 678 ED 058 A62 256 

A DESCRIPTION AND SOURCE LISTING OF 
CURRICULUM MATERIALS IN 
AGRICULTURAL EDUCATION, 1971-1972. 

INFORMATION STORAGE 

VT OLA 3A9 217 

FILING— THE KEY 10 BETTER 
ORGANIZATION FUR TEACHING MARKETING 
AND DISTRIBUTION. 



27 A 
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INSERVICE EDUCATION 

VT 0 1 A 857 2 68 

THE JAIL: ITS OPERATION AND 
MANAGEMENT. 

VT 014 858 268 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK l: CORRECTIONAL 
HISTORY AMD PHILOSOPHY. 

VT 014 859 268 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 2: JAIL 
UPERAT IONS. 

VT 014 860 268 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 3: JAIL CLIMATE. 

VT 014 861 269 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 4: SUPERVISION. 

VT 014 862 269 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 5: DISCIPLINE. 

VT 014 863 269 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 6: SPECIAL 
PRI SONERS. 

VT 014 864 269 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 

BOOK IJ ADMINISTRATION OF JAIL 
OPERATIONS. 

VT 014 865 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 

BOOK 2: PERSONNEL AND FISCAL 
MANAGEMENT. 

VT 014 866 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 

BOOK 3: JAIL AND COMMUNITY 
CORRECTIONS PROGRAMS. 

VT 014 867 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 

BOOK 4: COMMUNITY RELATIONS. 

VT 014 868 270 

JAIL MANAGEMENT: A COURSE FDR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 

BOOK 5: LEGAL PROBLEMS. 

VT 014 869 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 

BOOK 6: JAIL PLANNING. 

VT 014 879 271 

INSTRUCTORS GUIDE TO THE JAIL: ITS 
OPERATION AND MANAGEMENT. 

INSTITUTIONAL ADMINISTRATION 

VT 014 859 268 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 2: JAIL 
OPERATIONS. 



VT 0 14 864 269 

JAIL MANAGEMENT : A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY : 

BOOK l: ADMINISTRATION OF JAIL 
OPERATIONS. 

INSTITUTIONAL PERSONNEL 

VT 0 14 857 268 

T.HE JAIL: ITS OPERATION AND 

MANAGEMENT . 

VT 014 858 268 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 1: CORRECTIONAL 
HISTORY AND PHILOSOPHY. 

VT 01.4 859 268 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BUOK 2: JAIL 
OPERATIONS . 

VT 0 14 860 268 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 3: JAIL CLIMATE. 

VT 014 861 269 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 4: SUPERVISION. 

VT 014 862 269 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS-- PROGRAMMED 
INSTRUCTION: BOOK 5: DISCIPLINE. 

VT 014 863 269 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 6: SPECIAL 
PR I SONERS. 

VT 014 879 271 

INSTRUCTORS GUIDE TO THE JAIL: ITS 
OPERATION AND MANAGEMENT. 

INSTITUTIONAL ROLE 

VT 014 858 268 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK l: CORRECTIONAL 
HISTORY ANO PHILOSOPHY. 

INSTRUCTIONAL AIDS 

VT 014 484 230 

MOBILE HOUSING RESOURCES PACKAGE 
FOR SCHOOLS, 4-H, FHA CLUBS, AND 
EXTENSION. 

VT 014 772 261 

SELECTED REFERENCES ANO AIDS FOR 
TEACHING ANIMAL SCIENCE TO STUDENTS 
OF VOCATIONAL AGRICULTURE. 

INSTRUCTIONAL MATERIALS 

VT 010 551 208 

TIPS FOR TEACHING TEXTILES AND 
CLOTHING. RESOURCE KIT MATERIALS. 

VT 014 002 ED 056 184 211 

FIRST AID INSTRUCTION COURSE. 

VT 014 238 ED 058 394 213 

THE WORLD OF MANUFACTURING,. 

TEACHER'S GUIDE. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 
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VT 014 239 EO 058 395 213 

THE WORLO OF MANUFACTURING, 

LABORATORY MANUAL. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 

VT 014 240 EO 058 396 214 

THE WORLO OF MANUFACTURING. 

INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT 014 241 EO 050 397 214 

THE WORLO OF CONSTRUCTION. 

INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT 014 242 EO 058 398 214 

THE WORLO OF CONSTRUCTION, 

LABORATORY MANUAL, SEMESTER 1. 
INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT 014 243 EO 058 399 215 

THE WORLD OF CONSTRUCTION, 

LABORATORY MANUAL, SEMESTER 2. 
INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT 014 244 EO 050 400 215 

THE WORLO OF CONSTRUCTION, 

TEACHER 1 S GUIDE. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 

VT 014 293 215 

RECRUITING IN 0 IS T R I BUT I V E 
EDUCATION. 

VT 014 320 216 

THE EMPLOYEE'S ROLE IN THEFT 
REDUCTION. A DISTRIBUTIVE EDUCATION 
PRESENTATION. 

VT 014 351 218 

FOOD DI S TR I BUT I ON — "THE 
SUPERMARKET,” TRANSPARENCIES. 

VT 014 361 219 

MASTER CATALOG OF AHA MATERIALS, 
1971-L9V2. 

VT 014 373 222 

PERFORMANCE OBJECTIVE HANOBOOK, 

1970-71 . 

VT 014 386 ED 057 243 223 

NURSERY PRODUCTION, A TEACHER'S 
MANUAL. 

VT 014 490 230 

TEN TATI VE GUIDE FOR DRIVER 
EDUCATION AND SAFETY IN THE 
SECONDARY SCHOOL, GRADES 9 AND 10. 

VT 014 491 230 

COURSE OF STUDY FOR VOCATIONAL 
MACHINE . 

VT 01'* 49? 231 

COURSE OF STUDY FOR VOCATIONAL 
AUTOMOTIVE MECHANICS. 

VT 014 495 232 

COURSE OF STUDY FOR VOCATIONAL AUTO 
BODY REPAIR. 

VT 014 501 232 

LESSON PLANS, GRAOES 7 AND 8. 

VT 014 506 233 

COMMERCIALLY PREPARED MATERIALS. A 



"UNIVERSE MODEL" OF OCCUPATIONAL 
EDUCATION FOR PIKEVILLE, KENTUCKY, 

IN CONJUNCTION WITH THE PIKEVILLE 
MODEL CITIES PROGRAM. 

VT 014 520 236 

GENERAL MECHANICAL TRAOES. A 
CURRICULUM GUI OE • 

VT 014 522 236 

INSTRUCI IONAL MATERIALS 
VOCATION AL-REL ATE 0 MATH. 



PAGE 



VT 014 523 236 

INSTRUCTIONAL MATERIALS VOCATIONAL 
RELATED SOCIAL STUDIES. 

VT 014 524 237 

INSTRUCTIONAL MATERIALS VOCATIONAL 
RELATED ENGLISH. PRELIMINARY ORAFT. 

VT 014 542 EO 058 444 239 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR AGRICULTURE AVAILABLE FROM 
FEDERAL AGENCIES. 

VT 014 543 EO 058 445 239 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR HEALTH OCCUPATIONS EDUCATION 
AVAILABLE FROM FEDERAL AGENCIES. 

VT 014 544 EO 058 446 239 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR OFFICE OCCUPATIONS AVAILABLE 
FROM FLOERAL AGENCIES. 

VT 014 545 EO 058 447 240 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR HOME ECONOMICS AVAILABLE FROM 
FEDERAL AGENCIES. 

VT 014 546 ED 058 448 240 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR DISTRIBUTIVE EDUCATION 
AVAILABLE FROM FEDERAL AGENCIES. 

VT 014 547 EO 058 449 240 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR TRADE AND INDUSTRIAL 
OCCUPATIONS AVAILABLE FROM FEOERAL 
AGENCIES. 

VT 014 548 EO 058 450 241 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR TECHNICAL EDUCATION AVAILABLE 
FROM FEOERAL AGENCIES. 

VT 014 573 245 

INDUSTRIAL EOUCATION COURSE 
OUTLINE: GRAPHIC ARTS 3-4. 

VT 014 600 248 

FILMS FOR CLASSROOM TEACHING. 

VT 014 601 249 

INDUSTRIAL EDUCATION COURSE 
OUTLINE: ARCHITECTURAL ORAFTING 
3-4. 

VT 014 625 251 

BASIC TRAINING PROGRAM FOR DRIVER 
LICENSE EXAMINERS. COURSE GUIOE. 

VT 014 642 EO 057 257 253 



ABSTRACTS OF INSTRUCTIONAL 
MATERIALS IN VOCATIONAL AND 
TECHNICAL EDUCATION ANO ABSTRACTS 
UF RESEARCH ANO RELATEO MATERIALS 
IN VOCATIONAL AND TECHNICAL 
EDUCATION. ANNUAL INDEX 1970-71. 

VT 014 678 EO 058 462 256 

A DESCRIPTION AND SOURCE LISTING OF 
CURRICULUM MATERIALS IN 
AGRICULTURAL EOUCATIUN, 1971-1972. 

VT 014 709 258 

PRODUCTS FRUM OUR FORE S TS--TH E I R 
MANUFACTURE ANO USE. TEACHER'S 
GUIOE FOR THE STUDENT RESOURCE 
UNIT. 

VT 014 710 258 

PRGOUCTS FROM OUR FOR E S TS — THE I R 
MANUFACTURE AND USE. STUDENT 
RESOURCE UNI T. 
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vr 014 800 263 

THE DRIVING SIMULATOR METHOD. FIXED 
BASE SIMULATORS FOR GROUP 
INSTRUCTION IN DRIVER AND TRAFFIC 
SAFETY EDUCATION. 

VT 014 822 264 

CURRICULUM GUIDE FOR CLERICAL 
OFFICE PROCEDURES, SECONDARY SCHOOL 
LEVEL. 

VT 014 835 266 

STUDENT PROJECTS FOR MARKETING 
DISTRIBUTIVE EDUCATION (PROJECT 
TRAINING) . 

VT 014 847 267 

GUIDELINE OF CAREER DEVELOPMENT 
ACTIVI TIES. 

VT 014 872 EO 059 407 271 

MICROFICHE COLLECTION OF 



CLEARINGHOUSE DUCUMENTS REPORTEO IN 



ABSTRACTS 
MATER IALS 
TECHNICAL 
5, NUMBER 

VT 014 873 
ABSTRACTS 
MATERIALS 
EDUCATION 
1 . 

VT 014 928 



OF INSTRUCTIONAL 
IN VOCATIONAL AND 
EDUCATION (AIM), VOLUME 

1 . 

ED 059 408 
OF INSTRUCTIONAL 
IN VOCATIONAL TECHNICAL 
( AIM) , VOLUME 5, NUMBER 



271 



273 



ATOMIC RADIATION. 



JOB APPLICATION 

VT 014 390 224 

START GETTING THAT JOB NOW; A 
VOCATIONAL GUIDANCE HANDBOOK, 

APPENDIX 2 TO ANNUAL INTERIM 
REPORT. 

VT 014 481 229 

THE WUKLO OF WORK. A LEARNING 
ACTIVITY PAK IN AGRICULTURAL 
EDUCATION COURSES IN WISCONSIN. 

JOB SKILLS 

VT 014 463 226 

CIVIL ENGINEERING TECHNOLOGY. 

’.PERFORMANCE SPECIFICATIONS ANO 
TRAINING OBJECTIVES FOR THE 
TECHNICIAN . 

VT 014 743 259 

TASK LIST ORAFT FOR MEOICAL 
LABORATORY OCCUPATIONS. 

JOB TRAINING 

VT 013 923 211 

RESOURCE MATERIALS FOR TRAINING 
HOUSEHOLD EMPLOYEES. 

VT 014 192 EO 058 392 212 

ESTABLISHING A TRAINING PROGRAM FOR 
CHILD CARE WORKERS: A GUIDE FOR 
TEACHERS . 



INTEGRATED CURRICULUM 
VT 014 847 

GUIOELINE OF CAREER DEVELOPMENT 
ACTIVITIES. 



JOBS 

VT 014 519 

267 THE WORLD OF WORK. GUIOEO 

OCCUPATIONAL ORIENTATION. 



235 



INTERDISCIPLINARY APPROACH 

VT 014 895 EO 060 220 272 

CONSUMER EDUCATION: USING THE FULL 
TEAM. 

JAIL OFFICERS 

VT 014 858 268 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK IS CORRECTIONAL 
HISTORY ANO PHILOSOPHY. 

VT 014 859 26B 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 2: JAIL 
OPERATIONS. 

VT 014 860 26 B 

JAIL OPERATIONS: A TRAINING COURSE 
FDR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 3: JAIL CLIMATE. 

VT 014 861 269 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 4: SUPERVISION™ 

VT 014 862 269 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 5: DISCIPLINE. 

VT 014 863 269 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 6: SPECIAL 
PRISONERS. 



LABORATORY MANUALS 

VT 014 239 EO 058 395 213 

THE WORLO OF MANUFACTURING, 

LABORATORY MANUAL. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 

VT 014 242 EO 058 398 214 

THE WORLO OF CONSTRUCTION, 

LABORATORY MANUAL, SEMESTER 1. 
INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT 014 243 EO 058 399 215 

THE WORLO OF CONSTRUCTION, 

LABORATORY MANUAL, SEMESTER 2. 
INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT 014 947 275 

DENTAL LABORATORY TECHNOLOGY. UNIT 
18 FUNDAMENTAL LABORATORY 
PROCEDURES (MODULES 1-3). 

FOR THE OENTAL LABORATORY 
TECHNICIAN. 

VT 014 948 

DENTAL HYGIENE. UNIT: THE 
ANO REMOVAL OF CALCULUS. 

LABORATORY PROCEDURES 
VT 014 743 259 

TASK LIST DRAFT FOR MEDICAL 
LABORATORY OCCUPATIONS. 

LANDSCAPING 

VT 014 941 274 

EXPLORATORY DRAFTING ^HORTICULTURE. 
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LEARNING ACTIVITIES 

VT 01 A 604 EO 059 372 249 

A RESOURCE CURRICULUM IN DRIVER AND 
TRAFFIC SAFETY EDUCATION. 

VT 01 A 697 ED 059 382 256 

CURRICULUM GUIDE FOR FOOD SERVICE 
OCCUPATIONS. 

VT OLA 699 ED 059 383 257 

CURRICULUM GUIDE FOR AGRICULTURE. 

LESSON PLANS 

VT 01 A 370 221 

SOURCE UNIT IN SOILS. 

VT 01 A 501 232 

LESSON PLANS, GRADES 7 AND 8. 

VT 01 A 782 262 

CREDIT — MAN'S CONFIDENCE IN MAN. 

LIVESTOCK 

VT 01 A 369 221 

SOURCE UNIT IN SHEEP PRODUCTION. 

VT 01A 773 261 

ADVANCED LIVESTOCK PRODUCTION: A 
COURSE OF STUDY. 

LOUISIANA 

VT 01 A 600 2A8 

FILMS FOR CLASSROOM TEACHING. 

MACHINE SHOP 

VT 01 A A91 230 

COURSE OF SIUOY FOR VOCATIONAL 
MACHINE . 

MACHINE TOOL OPERATORS 

VT 01A 818 263 

CURRICULUM GUIDE FOR VOCATIONAL 
MACHINE SHOP, GRADE ELEVEN. 

VT 01A 821 264 

CURRICULUM GUIDE FOR VOCATIONAL 
MACHINE SHOP, GRADE TWELVE. 

VT 01A 938 27A 

EXPLORATORY DRAFTING-MACHINE SHOP. 

MACHINE TOOLS 

VT 01 A A91 230 

COURSE OF STUDY FOR VOCATIONAL 
MACHINE . 

VT 0 1 A 818 263 

CURRICULUM GUIDE FOR VOCATIONAL 
MACHINE SHOP, GRADE ELEVEN. 

VT 0 1 A 821 26A 

CURRICULUM GUIDE FOR VOCATIONAL 
MACHINE SHOP, GRADE TWELVE. 

MACHINISTS 

VT 0 1 A 938 27 A 

EXPLORATORY DRAFTING — MACHINE SHOP. 

MANUALS 

VT 01A 200 ED 056 227 213 

GUIDELINES TO INITIATE AND OPERATE 
A COOPERATIVE VOCATIONAL EDUCATION 
PROGRAM. 

VT 0 1 A 345 217 



SUGGESTIONS FUR A PLAN OF ROTATION 
FOR OFFICE PRACTICE. TEACHERS' 
MANUAL. 



PAGE 

VT 01A 352 218 

FOOD DISTRIBUTION — "THE 
SUPERMARKET" ENTRY OCCUPATIONS. 

VT 01A 362 220 

ALMOST THREE DOZEN BULLETIN BOARD 
IDEAS FOR BUSINESS EDUCATION. 

VT 01A 390 22 A 

START GETTING THAT JOB NOW; A 
VOCATIONAL GUIDANCE HANDBOOK, 

APPENDIX Z TO ANNUAL INTERIM 
REPORT. 



VT 01A A02 225 

SAFETY. 

VT 01A A98 232 

A DRIVER EDUCATION MANUAL AND 
SUPPLEMENT FOR HIGH SCHOOL EDUCABLE 
MENTALLY RETARDED STUDENTS. 

VT 01A 608 EO 058 A57 250 

NEPAL VOCATIONAL AGRICULTURE 
TEACHER'S HANDBOOK. 

VT 01A 650 253 

ELECTRIC MOTORS — SELECTION, 

PROTECTION, AND DRIVES. 

VT 014 892 EO 060 218 272 

BEHAVIORAL OBJECTIVES TRAINING 
PACKAGE. 

MANUFACTURING INDUSTRY 

VT 014 238 EO 058 394 213 

THE WURLD OF MANUFACTURING,. 

TEACHER'S GUIDE. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 

VT 014 239 EO 058 395 213 

THE WORLD OF MANUFACTURING,. 

LABORATORY MANUAL. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 

VT 014 513 234 

CAREERS 

UNLIMI TED... MANUFACTURING— SCIENCE. 

VT 014 551 241 

CAREERS 

UNLIMITED. ..MANUFACTURING— 'ENGL I SH. 

VT 014 638 252 

MANUFACTURING TECHNOLOGY, 

CURRICULUM GUIDE. 

MARKET ING 

VT 010 344 208 



INSTRUCTIONAL UNITS ON AGRICULTURAL 
MARKETING PRINCIPLES; A 
DEVELOPMENTAL RESEARCH PROJECT OF 
THE DEPARTMENT OF AGRICULTURAL 
EDUCATION. 

VT 013 879 210 

MILK MARKETING FOR PENNSYLVANIA 
DAIRYMEN. STUDENT HANDBOOKi 

VT 014 454 226 

MILK MARKETING FOR PENNSYLVANIA 
DAIRYMEN. TEACHER'S GUIDE. 

VT 014 819 264 

CURRICULUM GUIDE FOR SALESMANSHIP, 
ADVERTISING, AND DISPLAY. 

MASONRY 

VT 014 936 273 

EXPLORATORY IJR A FT I NG— MASONRY . 
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NASS MEDIA 

VT 01 A 831 266 

A GUIDE FOR PROMOTING HOME HEALTH 
SERVICES . 

MATHEMATICAL CONCEPTS 

VT 014 522 236 

INSTRUCTIONAL MATERIALS 
VOCATIONAL-RELATED MATH. 

MATHEMATICS 

VT 014 514 234 

CAREERS 

UNLIMITEO.. .SERVICES — PEOPLE 
ORIENTED— MATHEMAT ICS. 

VT 014 928 273 

ATOMIC RACIATION. 

MEASUREMENT INSTRUMENTS 

VT 014 585 247 

OCCUPATIONAL AWARENESS TEST LEVEL 
ONE, TEACHER'S COPY. EXEMPLARY 
PROGRAM OF AWARENESS AND CAREER 
DEVELOPMENT. 

MEAT PACKING INDUSTRY 
VT 014 480 

PREPARATION FOR OCCUPATIONS 
PROCESSING. A RESOURCE UNIT 
TEACHING BASIC PRINCIPLES. 

MECHANICS (PROCESS) 

VT 014 935 

EXPLORATORY DRAFTING — AUTO 
MECHANICS. 

MEDICAL ASSISTANTS 
VT 014 796 263 

KNOWLEOGE OF HEALTH NEEDS AND 
MEDICAL RESOURCES FOR PUBLIC 
ASSISTANCE CLIENTS (AN INSTRUCTOR'S 
GUIDE AND SYLLABUS). 



229 

IN MEAT 
FOR 



273 



METALS 
VT 014 491 

COURSb OF STUDY FOR VOCATIONAL 
MACHINE. 

VT 014 701 ED 059 385 

CURRICULUM GUIDE FOR METALS. 



MI, CROP ICHfc 

VT 014 872 ED 059 407 

MICROFICHt CULLfcC T ION OF 
CLEARINGHOUSE DOCUMENTS REPORTED I 
ABSTRACTS OF INSTRUCTIONAL 
MATERIALS IN VOCATIONAL AND 
TbCHNICAL EDUCATION (AIM), VOLUME 
5, NUMBER 1. 



MIGRANT ADULT EDUCATION 
VT 014 781 

HANOBOOK FOR LEARN AND EARN 
TEACHERS. FLORIDA MIGRATORY CHILD 
COMPENSATORY PROGRAM. 



MOBILE HOMES 
VT 014 483 

MOBILE HOMES, CONSUMER ANO 
HOMEMAKING EDUCATION. A TEACHING 
UNIT. 

VT 014 484 

MOBILE HOUSING RESOURCES PACKAGE 
FOR SCHOOLS, 4-H, FH A CLUBS, AND 
EXTENSION. 



MONEY MANAGEMENT 
VT 014 583 

GUIOE TO TEACHING MANAGEMENT AND 
CONSUMER ECONOMICS FOR HOME 
ECONOMICS CLASSES. 

NATURAL RESOURCES 
VT 014 306 

PROGRAMS LEADING TO AGRI-BUSINESS 
AND NATURAL RESOURCES. 



MEOICAL TECHNOLOGISTS 

VT 014 743 259 

TASK LIST DRAFT FOR MEDICAL 
LABORATORY OCCUPATIONS. 

MERCHANDISE INFORMATION 

VT 012 778 209 

MERCHANDISE INFORMATION. UNIT: 

LABELS AND ATTACHED DESCRIPTIVE 
MATERIALS. 

VT 012 779 210 

FUNDAMENTALS OF SELLING. UNIT: NEED 
FOR MERCHANDISE INFORMATION. 

MERCHANDISING 

VT 014 341 217 

PRINTED RESOURCES FOR FASHION 
COORDINATION INSTRUCTION. 

DISTRIBUTIVE EDUCATION REPORT. 

METAL WORKING OCCUPATIONS 

VT 014 792 262 

COURSE OF STUDY FOR METAL 
FABRICATION. 



NATURAL SCIENCES 
VT 014 928 

ATOMIC RADIATION. 

NEPAL 

VT 014 608 ED 058 457 

NEPAL VOCATIONAL AGRICULTURE 
TEACHER'S HANDBOOK. 



NEWSPAPER CAREERS 
VT 014 567 

NEWSPAPER CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

NEWSPAPERS 
VT 014 567 

NEWSPAPER CAREERS. GUIOED 
OCCUPATIONAL ORIENTATION. 

NONPROFESSIONAL PERSONNEL 
VT 014 563 

STORE WORKERS. GUIDEO OCCUPATIONAL 
ORIENTATION. 
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NURSERIES (HORTICULTURE) 

VT 0 1 A 385 ED 057 242 223 

NURSERY PRODUCTION, A STUDENT 
HANDBOOK. 

VT 014 386 ED 057 243 223 

NURSERY PRODUCTION, A TEACHER'S 
MANUAL. 

OCCUPATIONAL CLUSTERS 

VT 014 698 ED 060 197 257 

CURRICULUM GUIDE FOR CLERICAL 
OCCUPATIONS. 

VT 014 700 ED 059 384 257 

CURRICULUM GUIDE FOR 
ELECTRICITY-ELECTRONICS. 

VT 014 701 ED 059 385 257 

CURRICULUM GUIDE FOR METALS. 

OCCUPATIONAL EXPLORATION 

VT 014 353 ED 057 235 219 

OCCUPATIONAL ORIENTATION; AN 
INTRODUCTION TO THE WORLD OF WORK. 

VT 014 391 224 



A CURRICULUM GUIDE FOR OCCUPATIONAL 
ORIENTATION AND EXPLORATION IN 
JUNIOR HIGH SCHOOL HOME ECONOMICS 
AND INDUSTRIAL ARTS. APPENOIX X TO 
ANNUAL INTERIM REPORT. 

VT 014 603 249 

ELEMENTARY OCCUPATIONAL INFORMATION 
PROGRAM. 

OCCUPATIONAL GUIDANCE 

VT 014 032 212 

STENOGRAPHER. 

VT 014 390 224 

START GETTING THAT JOB NOW; A 
VOCATIONAL GUIDANCE HANDBOOK, 

APPENDIX l TO ANNUAL INTERIM 
REPORT. 

VT 014 392 224 

THE GENERAL CO-OP CURRICULUM FOR 
JUNIOR AND SENIOR HIGH SCHOOLS. 

COURSE OF STUDY OF GENERAL 
COOPERATIVE EDUCATION. APPENDIX Y 
TO ANNUAL INTERIM REPORT. 

VT 014 479 228 

PREPARATION FUR OCCUPATIONS IN 
FORESTRY. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 

VT 014 480 229 

PREPARATION FOR OCCUPATIONS IN MEAT 
PROCESSING. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 

VT 014 597 ED 058 456 248 

EXPLORING IN AERONAUTICS. AN 
INTRODUCTION TO AERONAUTICAL 
SCIENCES. 

VT 014 607 250 

CURRICULAR CONSIDERATIONS FOR 
MIDDLE SCHOOL OCCUPATIONAL 
EDUCATION. 

OCCUPATIONAL HOME ECONOMICS 

VT 013 908 211 

CLOTHING SERVICES TRAINING GUIOE. 
TENTATIVE EDITION. 



PAGE 



VT 013 923 211 

RESOURCE MATERIALS FOR TRAINING 
HOUSEHOLD EMPLOYEES. 

VT 014 192 ED 058 392 212 

ESTABLISHING A TRAINING PROGRAM FOR 
CHILO CARE WORKERS: A GUIDE FOR 
TEACHERS. 

VT 014 494 231 

COURSE OF STUOY FOR VOCATIONAL 
COMMERCIAL FOOD PREPARATION. 

VT 014 521 236 

HOME AND COMMUNITY SERVICES. A 
CURRICULUM GUIDE. 

VT 014 540 238 



OCCUPATIONAL TRAINING CURRICULUM 
GUIDE FOR HOME ECONOMICS. WORK 
MATERIAL. 



OCCUPATIONAL INFORMATION 

VT 014 032 212 

STENOGRAPHER. 

VT 014 352 218 

FOOD DISTRIBUTION — "THE 
SUPERMARKET" ENTRY OCCUPATIONS. 

VT 014 367 220 

SOURCE UNIT IN CAREERS IN 
AGRICULTURAL OCCUPATIONS. 

VT 014 390 224 

START GETTING THAT JOB NOW; A 
VOCATIONAL GUIDANCE HANDBOOK, 

APPENDIX l TO ANNUAL INTERIM 
REPORT. 

VT 014 392 224 



THE GENERAL CO-OP CURRICULUM FOR 
JUNIOR AND SENIOR HIGH SCHOOLS. 

COURSE OF STUDY OF GENERAL 
COOPERATIVE EDUCATION. APPENOIX Y 
TO ANNUAL INTERIM REPORT. 

VT 014 506 233 

COMMERCIALLY PREPARED MATERIALS. A 
“UNIVERSE MODEL" OF OCCUPATIONAL 
EDUCATION FOR PIKEVILLE, KENTUCKY, 



IN CONJUNCTION WITH THE PIKEVILLE 
MODEL CITIES PROGRAM. 

VT 014 512 234 

CAREERS 

UNLIMITED... SERVICES— PEOPLE 
ORI ENTED— SOCI AL STUDIES. 

VT 014 513 234 

CAREERS 

UNLI MI TED... MANUFACTURING— SCI ENCE. 

VT 014 514 234 

CAREERS 

UNLIMITED. ..SERVICES— PEOPLE 
ORIENTED— MATHEMATICS. 

VT 014 515 235 

CAREERS 

UNLI MI TED... SERVICES— PEOPLE 
ORIENTED — ENGLISH. 

VT 014 516 235 

CAREERS UNLIMITED. ..STRUCTURAL 
WORK— SOCIAL STUDIES. 

VT 014 517 235 

CAREERS UNLIMITED. ..ENTERTAINMENT 
AND COMMUNICATIONS— ENGLISH. 

VT 014 518 235 



CAREERS UNLIMITED. .. ENTERTAINMENT 
AND COMMUNICATIONS— SCIENCE. 
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VT 014 519 235 

THE WORLD OF WORK. GUIDED 
UCCUPAI IONAL ORIENTATION. 

VT 014 551 241 

CAREERS 

UNL IMITED.. .MANUFACTURING —ENGLISH. 

VT 014 553 241 

HOSPITAL CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 554 242 

HEALTH CAREERS. GUIDED OCCUPATIONAL 
ORIENTATION. 

VT 014 555 242 

CAREERS IN CONSERVATION. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 556 242 

TRANSPORTATION CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 557 242 

PEOPLE WHO WORK WITH ANIMALS. 

GUIDED OCCUPATIONAL ORIENTATION. 

VT 014 558 242 

FASHION AND CLOTHING CAREERS. 

GUIDED OCCUPATIONAL ORIENTATION. 

VT 014 559 243 

TELEPHONE CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 560 243 

SCHOOL WORKERS. GUIDED OCCUPATIONAL 
ORIENTATION. 

VT 014 561 243 

RESTAURANT CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 562 243 

FIREFIGHTERS. GUIDED OCCUPATIONAL 
ORI ENTATION. 

VT 014 563 244 

STORE WORKERS. GUIDED OCCUPATIONAL 
ORIENTATION. 

VT 014 564 244 

CAREERS UNLIMITED. ..WORKING ON THE 
LAND — SOCIAL STUDIES. 

VT 014 565 244 

POST OFFICE WORKERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 566 244 

AUTO WORKERS. GUIDED OCCUPATIONAL 
ORIENTATION. 

VT 014 567 244 

NEWSPAPER CAREERS. GUIDEO 
OCCUPATIONAL ORIENTATION. 

VT 014 569 245 

ELEMENTARY GUIDE FOR CAREER 
DEVELOPMENT. 

VT 014 573 245 

INDUSTRIAL EDUCATION COURSE 
OUTLINE: GRAPHIC ARTS 3*4. 

VT 014 581 ED 059 368 246 

THE WORLD OF WORK. A CURRICULUM 
GUIDE FOR GRADES ONE THROUGH 
TWELVE. 

VT 014 588 247 



RESOURCE UNIT: ELEMENTARY SCHOOL 
PROJECT FOR LEVEL TWO. EXEMPLARY 
PROGRAM OF AWARENESS AND CAREER 
DEVELOPMENT. 



PAGE 



VT 014 589 247 

OCCUPATIONAL AWARENESS TEST LEVEL 
ONE, TEACHER'S CUPY. EXEMPLARY 
PROGRAM OF AWARENESS AND CAREER 
DEVELOPMENT. 

VT 014 603 249 

ELEMENTARY OCCUPATIONAL INFORMATION 
PROGRAM. 

VT 014 607 250 

CURRICULAR CONSIDERATIONS FOR 
MIODLE SCHOOL OCCUPATIONAL 
EDUCATION. 

VT 014 697 ED 059 382 256 

CURRICULUM GUIDE FOR FOOD SERVICE 
OCCUPATIONS. 

VT 014 699 ED 059 383 257 

CURRICULUM GUIDE FOR AGRICULTURE. 

VT 014 701 ED 059 385 257 

CURRICULUM GUIDE FOR METALS. 

OCCUPATIONS 

VT 014 603 249 

ELEMENTARY OCCUPATIONAL INFORMATION 
PROGRAM. 

VT 014 921 273 

CAREER ORIENTATION COURSE OUTLINES 
FOR GRADES I~8. 

OFF FARM AGRICULTURAL OCCUPATIONS 

VT OIL 928 209 

BUSINESS PRACTICES FOR AGRICULTURAL 
MACHINERY DEALERS; TEACHER'S GUIDE. 

OFFICE MACHINES 

VT 014 525 237 

CLERICAL OFFICE PRACTICE — BUSINESS 
EDUCATION. 

OFFICE MANAGEMENT 

VT 014 743 259 

TASK LIST DRAFT FOR MEOICAL 
LABORATORY OCCUPATIONS. 

OFFICE OCCUPATIONS 

VT 014 571 245 

CLERICAL OFFICE PRACTICE. COURSE OF 
STUDY. 

OFFICE OCCUPATIONS EDUCATION 

VT 014 032 212 

STENOGRAPHER. 

VT 014 345 217 

SUGGESTIONS FOR A PLAN OF ROTATION 
FOR OFFICE PRACTICE. TEACHERS' 

MANUAL. 

VT 014 362 220 

ALMOST THREE DOZEN BULLETIN BOARO 
IOEAS FOR BUSINESS EDUCATION. 

VT 014 496 232 

BUSINESS EOUC AT ION CURRICULUM 
GUIDE. 

VT 014 525 237 

CLERICAL OFFICE PRACTICE— BUSINESS 
EDUCATION. 

VT 014 544 ED 058 446 239 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR OFFICE OCCUPATIONS AVAILABLE 
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VT 014 571 245 

CLERICAL OFFICE PRACTICE. COURSE OF 
STUDY. 

VT 014 698 ED 060 197 257 

CURRICULUM GUIDE FOR CLERICAL 
OCCUPATIONS. 

OFFICE PRACTICE 

VT 014 345 217 

SUGGESTIONS FOR A PLAN OF ROTATION 
FOR OFFICE PRACTICE. TEACHERS* 

MANUAL. 

VT 014 525 237 

CLERICAL OFFICE PRACT I CE— BUSI N ESS 
EDUCATION. 

VT 014 571 245 

CLERICAL OFFICE PRACTICE. COURSE OF 
STUDY. 

VT 014 822 264 

CURRICULUM GUIDE FOR CLERICAL 
OFFICE PROCEDURES, SECONDARY SCHOOL 
LEVEL. 



ORGANIZATION 
VT 014 349 

FILING--THE KEY TO BETTER 
ORGANIZATION FOR TEACHING 
AND DISTRIBUTION. 



217 



MARKETING 



ORNAMENTAL 


HORTIC 


ULTURE 


OCCUPATION 




VT 014 385 


ED 


057 


242 


223 


NURSERY 


PRODUCT 


ION, 


A 


STUDENT 




HANOBOOK 


. 










VT 014 386 


ED 


057 


243 


223 


NURSERY 


PRODUCT 


ION, 


A 


TEACHER'S 





MANUAL. 

PARA PROFE SS IONAL 
VT 014 560 

SCHOOL WORKERS. 
ORIENTATION. 



243 



GUIDED OCCUPATIONAL 



PERCEPTION 

VT 014 589 247 

OCCUPATIONAL AWARENESS TEST LEVEL 
ONE, TEACHER'S COPY. EXEMPLARY 
PROGRAM OF AWARENESS AND CAREER 
DEVELOPMENT. 

PERFORMANCE OBJECTIVES 

VT 014 373 222 

PERFORMANCE OBJECTIVE HANDBOOK, 
1970-71. 

PERFORMANCE SPECIFICATIONS 

VT 014 463 226 

CIVIL ENGINEERING TECHNOLOGY. 
PERFORMANCE SPECIFICATIONS AND 
TRAINING OBJECTIVES FOR THE 
TECHNICIAN. 

PERSONALITY DEVELOPMENT 

VT 014 605 250 

EMPLOYEE IMPROVEMENT PROGRAM. 
PERSONALITY DEVELOPMENT, 

INSTRUCTOR'S GUIDE. 



o 

ERIC 



PLANT IDENTIFICATION 

VT 013 877 210 

AN A 10 TO THE IDENTIFICATION OF 70 
CROP AND WEEO PLANTS. 

VT 013 912 211 

FUNDAMENTALS OF PLANT 
IDENTIFICATION; A STUDENT STUDY 
GUIDE. 

POST OFFICE WORKERS 

VT 014 565 244 

POST OFFICE WORKERS. GUIDEO 
OCCUPATIONAL ORIENTATION. 

POTENTIAL DROPOUTS 

VT 014 822 264 

CURRICULUM GUIDE FOR CLERICAL 
OFFICE PROCEDURES, SECONDARY SCHOOL 
LEVEL. 

PREVOCATIONAL EDUCATION 

VT 004 184 208 

SYLLABUS FOR PRE-VOC ATI ONAL AND 
VOCATIONAL EOUCATION PROGRAMS FOR 
THE DISADVANTAGED. 

PROBATION OFFICERS 

VT 014 825 ED 060 206 265 

THE HANDLING OF JUVENILES FROM 
OFFENSE TO DISPOSITION. VOL. 1. 

VT 014 826 ED 060 207 265 

THE HANDLING OF JUVENILES FROM 
OFFENSE TO DISPOSITION; VOLUME 2. 

VT 014 827 ED 060 208 265 

THE HANDLING OF JUVENILES FROM 
OFFENSE TO DISPOSITION. VOL. 3 
INSTRUCTOR'S GUIDE. 

PRODUCTION TECHNICIANS 

VT 014 417 ED 057 250 225 

AN INSTRUCTIONAL PROGRAM FOR 
TRAINING NONDESTRUCTIVE TESTING AND 
INSPECTION TECHNICIANS. 

PROGRAM DESCRIPTIONS 

VT 014 599 248 

TRAINING AND EDUCATION PROGRAMS IN 
AUTOMATIC DATA PROCESSING (ADPI, 
1971-72. 

VT 014 652 253 

DRIVER AND TRAFFIC SAFETY 
EDUCATION. 

VT 014 757 260 

AGRICULTURAL OCCUPATIONS 
COOPERATIVE EDUCATION PROGRAM. 

VT 014 802 263 

ADMINISTRATIVE GUIDE FOR DRIVER 
EDUCATION. 



PROGRAM DEVELOPMENT 
VT 014 192 ED 058 392 

ESTABLISHING A TRAINING PROGRAM 
CHILD CARE WORKERS: A GUIDE FOR 
TEACHERS. 

VT 014 200 
GUIDELINES 
A COOPERATIVE 
PROGRAM. 



r\ 

O 



212 



FOR 



ED 056 227 

TO INITIATE AND OPERATE 
VOCATIONAL EDUCATION 
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VT 014 336 216 

GUIDELINES— COOPERATIVE 
OCCUPAT IONAL— VOCAT IONAL EDUCATION 
AND WORK-STUDY PROGRAMS. 

VT 014 383 ED 058 408 223 

DEMONSTRATION PROGRAMS OF 
VOCATIONAL EDUCATION IN SOUTH 
CARULINA REGION V, INTERIM REPORT. 

VT 014 449 226 

BUILDING AND CONSTRUCTION 
INSPECTION EDUCATION IN THE 
COMMUNITY COLLEGE. 

VT 014 607 250 

CURRICULAR CONSIDERATIONS FOR 
MIDDLE SCHOOL OCCUPATIONAL 
EDUCATION. 

VT 014 831 266 

A GUIDE FOR PROMOTING HOME HEALTH 
SERVICES. 

PROGRAM GUIDES 

VT 013 908 211 

CLOTHING SERVICES TRAINING GUIDE. 
TENTATIVE EDITION. 

VT 014 450 226 

AGRI-BUSINESS CURRICULUM GUIDE FOR 
CALIFORNIA COMMUNITY COLLEGES. 

VT 014 698 ED 060 197 257 

CURRICULUM GUIDE FOR CLERICAL 
OCCUPATIONS. 

VT 014 747 259 

COOPERATIVE EDUCATION IN VOCATIONAL 
AGRICULTURE. 

VT 014 757 260 

AGRICULTURAL OCCUPATIONS 
COOPERATIVE EDUCATION PROGRAM* 

VT 014 777 261 

A GUIDE TO SAFETY EOUCATION, 
KINDERGARTEN THROUGH GRADE 12. 

VT 014 832 266 

DRIVER PERFORMANCE IMPROVEMENT 
PROGRAM. 

VT 014 951 275 



TRAINING THE HOME APPLIANCE SERVICE 
TECHNICIAN. A VOCATIONAL EDUCATION 
GUIDE AND SUGGESTED CURRICULUM. 



PROGRAM PLANNING 

VT 014 200 ED 056 227 213 

GUIDELINES TO INITIATE AND OPERATE 
A COOPERATIVE VOCATIONAL EDUCATION 
PROGRAM. 

VT 014 371 221 

INDUSTRIAL ARTS, K-12+. 

VT 014 869 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY! 

BOOK 6: JAIL PLANNING. 

VT 014 895 ED 060 220 272 

CONSUMER EDUCATION: USING THE FULL 
TEAM. 

PROGRAMED MATERIALS 

VT 014 415 ED 058 417 225 

PLANNING THE IMPLEMENTATION OF A 



BUSINESS EDUCATION LEARNING SYSTEM. 
PROGRAMMED INSTRUCTIONAL MATERIALS 
AVAILABLE FOR POSSIBLE USE IN A 
BUSINESS EDUCATION LEARNING SYSTEM. 



PAGE 

PROJECT TRAINING METHODS 

VT 014 835 266 

STUDENT PROJECTS FOR MARKETING 
DISTRIBUTIVE EDUCATION (PROJECT 
TRAI NING) . 

PUBLIC HEALTH 

VT 0J.4 361 219 

MASTER CATALOG OF AHA MATERIALS, 
1971-1972. 

PUBLICIZE 

VT 014 831 266 

A GUIDE FOR PROMOTING HOME HEALTH 
SERVICES. 

QUESTIONNAIRES 

VT 014 590 247 

TEACHER'S UNIT EVALUATION OF CAREER 
EOUCATION UNITS. EXEMPLARY PROGRAM 
OF AWARENESS AND CAREER 
DEVELOPMENT. 



RADIATION 

VT 014 928 273 

ATOMIC RADIATION. 

RECRUITMENT 

VT 014 293 215 

RECRUITING IN DISTRIBUTIVE 
EDUCATION. 

VT 014 340 217 

RECRUITING IN DISTRIBUTIVE 
EDUCATION, TRANSPARENCIES. 

REFERENCE MATERIALS 

VT 014 402 225 

SAFETY. 

VT 014 772 261 



SELECTED REFERENCES AND AIOS FOR 
TEACHING ANIMAL SCIENCE TO STUDENTS 
OF VOCATIONAL AGRICULTURE. 

RESEARCH UTILIZATION 

VT 014 070 ED 056 190 212 

CURRICULUM MATERIALS FOR TEACHING 
STUDENTS THE COMPETENCIES NEEDED 
FOR EMPLOYMENT IN NONFARM 
AGRICULTURAL BUSINESS. 



RESOURCE GUI OES 



VT 014 368 
SOURCE UNIT 


IN 


HORSE 


PRODUCTION. 


221 


VT 014 369 
SOURCE UNIT 


IN 


SHEEP 


PRODUCTION. 


221 


VT 014 370 
SOURCE UNIT 


IN 


SOILS 
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221 


VT 014 415 


ED 


058 


417 


225 



PLANNING THE IMPLEMENTATION OF A 
BUSINESS EDUCATION LEARNING SYSTEM. 
PROGRAMMED INSTRUCTIONAL MATERIALS 
AVAILABLE FOR POSSIBLE USE IN A 
BUSINESS EOUCATION LEARNING SYSTEM. 

VT 014 669 255 

A RESOURCE BULLETIN FOR HOME 
ECONOMICS— LIVING IN THE HOME. 

VT 014 670 255 

A RESOURCE BULLETIN FOR HOME 
ECONOMICS— GRADE 8. 
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PAGE 


PAGE 


VT 014 671 

A RESOURCE BULLETIN FOR HOME 
ECONOMICS — GRADE 9. 


255 


VT 014 548 ED 058 450 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR TECHNICAL EDUCATION AVAILABLE 


241 


VT 014 838 ED 060 210 


266 


FROM FEDERAL AGENCIES. 




CONSUMER EDUCATION IN AN AGE OF 
ADAPTATION. EDUCATOR RESOURCE 
SERIES. 




VT 014 596 ED 058 455 

EXPLORING IN AEROSPACE ROCKETRY. AN 
INTRODUCTION TO THE FUNDAMENTALS OF 
ROCKETRY. 


247 


RESOURCE MATERIALS 




VT 014 601 


249 


VT 013 923 

RESOURCE MATERIALS FOR TRAINING 
HOUSEHOLD EMPLOYEES. 


211 


INDUSTRIAL EDUCATION COURSE 
OUTLINE: ARCHITECTURAL DRAFTING 
3-4. 




VT 014 328 

BASIC INSTRUCTION SERIES FOR 
DISTRIBUTIVE EDUCATION (TOPICAL 
OUTLINES) . 


216 


VT 014 627 

BUILDING INDUSTRIES OCCUPATIONS. A 
SUGGESTED SYLLABUS OF BASIC 
INSTRUCTION IN THE TRADES OF 


251 


VT 014 341 

PRINTED RESOURCES FDR FASHION 
COORDINATION INSTRUCTION. 
DISTRIBUTIVE EDUCATION REPORT. 


217 


CARPENTRY, MASONRY, PLUMBING, 
HEATING, ELECTRICITY, AIR 
CONDITIONING, AND PAINTING AND 
DECORATING. 




VT 014 362 

ALMOST THREE DOZEN BULLETIN BOARD 
IDEAS FOR BUSINESS EDUCATION. 


220 


VT 014 662 

CURRICULUM GUIDE FOR STUDENTS WITH 
SPECIAL NEEDS IN COMMUNICATIONS. 


254 


VT 014 363 

VISUAL AIDS FOR USE IN VOCATIONAL 
HORTICULTURE CLASSES, A SUGGESTED 

LIST. 


220 


VT 014 678 ED 058 462 

A DESCRIPTION AND SOURCE LISTING OF 
CURRICULUM MATERIALS IN 
AGRICULTURAL EDUCATION, 1971-1972. 


256 


VT 014 363 

SOURCE UNIT IN HORSE PRODUCTION. 


221 


VT 014 709 

PRODUCTS FROM OUR FORES TS—THEI R 


258 


VT 014 373 

PERFORMANCE OBJECTIVE HANDBOOK, 
1970-71. 


222 


MANUFACTURE AND USE. TEACHER 1 S 
GUIDE FUR THE STUDENT RESOURCE 
UNIT. 




VT 014 490 

TENTATIVE bUIOE FUR DRIVER 
EDUCATION AND SAFETY IN THE 
SECONDARY SCHOOL, GRADES 9 AND 10. 


230 


VT 014 802 

ADMINISTRATIVE GUIDE FOR DRIVER 
EDUCATION. 


263 


VT 014 501 


232 


RESOURCE UNITS 




LESSON PLANS, GRADES 7 AND 8. 




VT 014 474 


227 



VT 014 506 

COMMERCIALLY PREPARED MATERIALS. A 
11 UN I VERS E MODEL 11 OF OCCUPATIONAL 
EDUCATION FOR PIKEVILLE, KENTUCKY, 
IN CONJUNCTION WITH THE PIKEVILLE 
MODEL CITIES PROGRAM. 

VT 014 542 ED 058 444 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR AGRICULTURE AVAILABLE FROM 
FEDERAL AGENCIES. 

VT 014 543 ED 058 445 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR HEALTH CCCUPATIONS EDUCATION 
AVAILABLE FROM FEDERAL AGENCIES. 

VT 014 544 ED 058 446 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR OFFICE OCCUPATIONS AVAILABLE 
FROM FEDERAL AGENCIES. 

VT 014 545 ED 058 447 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR HOME ECONOMICS AVAILABLE FROM 
FEOERAL AGENCIES. 

VT 014 546 ED 058 448 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR DISTRIBUTIVE EDUCATIUN 
AVAILABLE FROM FEDERAL AGENCIES. 

VT 014 547 ED 058 449 

VOCATIUNAL INSTRUCTIONAL MATERIALS 
FOR TRADE AND INDUSTRIAL 
OCCUPATIONS AVAILABLE FROM FEDERAL 
AGENCIES. 



233 



239 



239 



239 



240 



240 



240 



AGRICULTURE POWER-HYDRAULICS. A 
RESOURCE UNIT FOR TEACHING BASIC 
PRINCIPLES. 

VT 014 475 227 

AGRICULTURE SALES AND SERVICE. A 
RESOURCE UNIT. 

VT 014 476 227 

CANNING INDUSTRY — COMMERCIAL 
PRODUCTION UF VEGETABLE CROPS. A 
RESOURCE UNIT FOR TEACHING BASIC 
PRINCIPLES. 

VT 014 477 228 

CONSERVATION-WATER. A RESOURCE 
UNIT FOR TEACHING BASIC PRINCIPLES. 

VT 014 478 228 

FLORICULTURE AND GREENHOUSE 
MANAGEMENT. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 

VT 014 479 228 

PREPARATION FOR OCCUPATIONS IN 
FORESTRY. A RESOURCE UNIT FUR 
TEACHING BASIC PRINCIPLES. 

VT 014 480 229 

PREPARATION FOR OCCUPATIONS IN MEAT 
PROCESSING. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 

VT 014 496 232 

BUSINESS t DUCAT ION CURRICULUM 
GUIDE. 
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VT 014 540 238 

OCCUPATIONAL TRAINING CURRICULUM 
GUIDE FOR HCME ECONOMICS. WORK 
MATERIAL. 

VT 014 588 247 

RESOURCE UNIT: ELEMENTARY SCHOOL 
PROJECT FOR LEVEL TWO. EXEMPLARY 
PROGRAM OF AWARENESS AND CAREER 
DEVELOPMENT. 

VT 014 641 253 

THE CURRICULUM GUIDE FOR PERSONAL 
TYPING, GRADE 9. 



RETAILING 
VT 014 563 

STORE WORKERS. 
ORIENTATION. 



244 



GUIDED OCCUPATIONAL 



ROCKETRY 
VT 014 596 
EXPLORING IN 
INTRODUCTION 
ROCKETRY. 



ED 058 455 247 

AEROSPACE ROCKETRY. AN 
TO THE FUNDAMENTALS DF 



ROLE 

VT 014 320 216 

THE EMPLOYEE'S ROLE IN THEFT 
REDUCTION. A DISTRIBUTIVE EDUCATION 
PRESENTATION. 

ROTATION PLANS 

VT 014 345 217 

SUGGESTIONS FOR A PLAN DF ROTATION 
FDR OFFICE PRACTICE. TEACHERS' 

MANUAL. 

SAFETY EDUCATION 

VT 014 402 225 

SAFETY. 

VT 014 490 230 

TENTATIVE GUIDE FOR DRIVER 
EDUCATION AND SAFETY IN THE 
SECONDARY SCHOOL, GRADES 9 AND 10. 

VT 014 777 261 

A GUIDE TO SAFETY EDUCATION, 
KINDERGARTEN THROUGH GRAOE 12. 

SALES OCCUPATIONS 

VT 013 868 210 

THE TRAINING OF SHOP AND FIELD 
SALES FORCE SUPERVISORS. 

RECOMMENDATION 24. 

SALES WORKERS 

VT 014 320 216 

THE EMPLOYEE'S ROLE IN THEFT 
REDUCTION. A DISTRIBUTIVE EDUCATION 
PRESENTATION. 

SALESMANSHIP 

VT 014 328 216 

BASIC INSTRUCTION SERIES FOR 
DISTRIBUTIVE EDUCATION (TOPICAL 
OUTLINES). 

VT 014 475 227 

AGRICULTURE SALES AND SERVICE. A 
RESOURCE UNIT. 



VT 014 628 252 

CUSTOMER RELATIONS, INSTRUCTOR'S 
GUIDE. 

VT 014 819 264 

CURRICULUM GUIDE FOR SALESMANSHIP, 
ADVERTISING, ANO DISPLAY. 



SCHOOL SAFETY 
VT 014 402 
SAFETY. 

VT 014 777 

A GUIDE TO SAFETY EDUCATION, 
KINDERGARTEN THROUGH GRADE 12. 



22 5 
261 



SCIENCE EDUCATION 

VT 014 513 234 

CAREERS 

UNLIMITED... MANUFACTURING-SCIENCE. 

VT 014 518 235 

CAREERS UNLI M I TEU.. .ENTERTAINMENT 
AND COMMUNICATIONS— SCIENCE. 

SCRIPTS 

VT 014 320 216 

THE EMPLOYEE'S ROLE IN THEFT 
REDUCTION. A DISTRIBUTIVE EDUCATION 
PRESENTATION. 

SERVICE OCCUPATIONS 

VT 013 908 211 

CLOTHING SERVICES TRAINING GUIDE. 
TENTATIVE EDITION. 

VT 014 512 234 

CAREERS 

UNLIMITED. ..SERVICES — PEOPLE 
ORIENTED— SOCIAL STUOIES. 

VT 014 514 234 

CAREERS 

UNLIMITED... SERVICES — PEOPLE 
ORIENTED — MATHEMATICS. 

VT 014 515 235 

CAREERS 

UNLIMITED... SERVICES — PEOPLE 
ORIENTED— ENGLI SH. 

VT 014 540 238 

OCCUPATIONAL TRAINING CURRICULUM 
GUIDE FOR HOME ECONOMICS. WORK 
MATERIAL. 

VT 014 567 244 

NEWSPAPER CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

SERVICE WORKERS 

VT 014 566 244 

AUTO WORKERS. GUIDED OCCUPATIONAL 
ORIENTATION. 

SEX EDUCATION 

VT 014 639 252 

AN OUTLINE OF CURRICULUM CONTENT, 

HUMAN GROWTH, AND DEVELOPMENT, 
KINDERGARTEN THROUGH GRADE THREE. 

VT 014 640 252 

AN OUTLINE OF CURRICULUM CONTENT, 

HUMAN GROWTH, AND DEVELOPMENT, 

FOURTH, FIFTH AND SIXTH GRADES. 




-i Q 

X X* 



AIM/VOL 5 NO 3 



307 



SUBJECT AND IDENTIFIER INDEX 



SHEET METAL WORKERS 
VT 014 937 

EXPLORATORY DRAFT ING- 

SHOP CURRICULUM 
VT 014 850 

AN EXEMPLARY PROGRAM 



HIGH SCHOOLS IN UTAH. 
SHOP PROGRAM III AND 
AND DESIGN, A TWO YE 
VT 014 851 



HIGH SCHOOLS IN UTAH. 

SHOP PROGRAM I I I A 
CONSTRUCTION. 

SIMULATION 

VT 014 800 

THE DRIVING SIMULATOR METHOD. FIXED 
BASE SIMULATORS FUR GROUP 
INSTRUCTION IN DRIVER AND TRAFFIC 
SAFETY EDUCATION. 

SIMULATORS 

VT 014 800 263 

THE DRIVING SIMULATOR METHOD. FIXED 
BASE SIMULATORS FOR GROUP 
INSTRUCTION IN DRIVER AND TRAFFIC 
SAFETY EDUCATION. 
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STATE CURRICULUM GUIDES 






274 


VT 014 371 


221 


-SHEET METAL. 




INDUSTRIAL ARTS* K-12+. 








VT 014 509 


234 






DRIVER AND TRAFFIC SAFETY EDUCATION 




267 


PERFORMANCE CURRICULUM. 




FOR 




VT 014 526 


237 


ION IN 




GENERAL CONSTRUCTION TRADES. A 




. AND 




CURRICULUM GUIDE. 




. FOR SMALL 




VT 014 697 ED 059 382 


256 


. INTEGRATED 




CURRICULUM GUIDE FOR FOOD SERVICE 




IV; DRAFTING 




OCCUPATIONS. 




iR COURSE. 




VT 014 699 ED 059 383 


257 




267 


CURRICULUM GUIDE FOR AGRICULTURE. 




FOR 




VT 014 802 


263 


ION IN 




ADMINISTRATIVE GUIDE FOR DRIVER 




. and 




EDUCATION. 




; FOR SMALL 




VT 014 946 


274 


, INTEGRATED 




DELAWARE HOME ECONOMICS CURRICULUM 




IV, BUILDING 




GUIDE. 








STENOGRAPHERS 








VT 014 032 


212 




263 


STENOGRAPHER. 





SKILL NEEDS 
VT 014 513 
CAREERS 
UNL IM I TED • < 



234 



.MANUFACTURING— SCIENCE. 



SOCIAL STUDIES 
VT 014 512 
CAREERS 

UNL IM I TED.. .SERVICES — PEOPLE 
ORIENTED— SOCIAL STUDIES. 

VT 014 516 

CAREERS UNLIMITED. .. STRUCTURAL 
WORK— SOCIAL STUDIES. 

VT 014 564 

CAREERS UNLIMITED. ..WORKING ON THE 
LAND — SOCIAL STUDIES. 

SOCIAL STUDIES UNITS 
VT 014 523 

INSTRUCTIONAL MATERIALS VOCATIONAL 
RELATED SOCIAL STUDIES. 



SOIL SCIENCE 
VT 014 370 
SOURCE UNIT 



IN SOILS. 



SPECIAL HEALTH PROBLEMS. 

VT 014 863 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 6: SPECIAL 
PRISONERS. 



234 



235 



244 



23 6 



221 



26 9 



STUDENT NEEDS 

VT 014 838 ED U60 210 266 

CONSUMER EDUCATION IN AN AGE OF 
ADAPTATION. EDUCATOR RESOURCE 
SERI ES. 

STUDENT ORGANIZATIONS 

VT 014 866 255 

VOCATIONAL YOUTH ORGANIZATIONS IN 
DELAWARE. AN INTEGRAL PART OF 
VOCATIONAL EDUCATION PROGRAMS. 

VT 014 674 256 

WILDLIFE CONSERVATION 
MINNESOTA FF A CHAPTER 
MEM8ERS. 



GUIDE FOR 
ADVISERS AND 



GUIDE FOR 
ADVISERS AND 



STUDENT PROJECTS 

VT 014 674 256 

WILDLIFE CONSERVATION 
MINNESOTA FF A CHAPTER 
MEMBERS. 

VT 014 835 266 

STUDENT PRUJECTS FOR MARKETING 
DISTRIBUTIVE EDUCATION {PROJECT 
TRAINING) . 



FOR AGRICULTURAL 



STUDY GUIDES 
VT Oil 882 

8USINESS PRACTICES 
MACHINERY DEALERS. 

VT 013 877 

AN A 1 0 TO THE IDENTIFICATION 
CROP AND WEED PLANTS. 

VT 013 879 

MILK MARKETING FOR PENNSYLVANIA 
DAIRYMEN. STUDENT HANDBOOK* 

VT 013 912 
FUNDAMENTALS 



GUIDE. 

VT 014 353 
OCCUPATIONAL 
INTRODUCTION 



209 



210 



OF 70 



OF 


PLANT 




on; 


A STUDENT 


STUDY 


ED 


057 235 




OR 


I ENTAT I ON; 


AN 


I TO 


THE WORLD 


OF WORK 



210 



211 
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OCCUPATIONAL TRAINING CURRICULUM 




WORKERS IN 


MANY COUNTRIES. 




GUIDE FOR HUML ECONOMICS. WORK 




VT 014 380 






222 


MATERIAL. 





PLOWS AND plowing; STUDENT WORKBOOK 
FOR VOCATIONAL AGRICULTURE. 

VT 014 512 234 

CAREERS 

IJNL IMITED. • .SERVICES— PEOPLE 
ORIENTED — SOCIAL STUDIES. 

VT 014 51? 234 

CAi'clUS 

UNL IMi TLD. . .MANUFACTURING— SCI E NCE. 

VT 014 514 234 

CAREERS 

UNL IMITED. . .SERVICES— PEOPLE 
OKI ENTED— MATHEMATICS. 

VT 014 515 235 



VT 



CAREERS 

UNL IMITED. . .SER VI CES— PEOPLE 
ORIENTED — ENGLI SH. 




VT 


014 516 

CAREERS UNL IMITED. . .STRUCTURAL 
WORK-SOCIAL STUDIES. 


235 


TA 


014 517 

CAREERS UNL IM IT ED . . . ENT ER TA INME NT 
ANO COMMUNICATIONS— ENGLI SH. 


235 


VT 


014 518 


235 


TE 


CAREERS UNLIMITEO. ..ENTERTAINMENT 
ANO COMMUNICATIONS— SCIENCE. 




VT 



.MANUFACTURING— ENGL ISH. 



VT 



VT 



VT 014 551 
CAREERS 
UNL IMITED 
VT 014 564 

CAREERS UNLIMITED. ..WORKING ON THE 
LAND— SOCIAL STUDIES. 

VT 014 641 

THE CURRICULUM GUIDE FOR PERSONAL 
TYPING, GRADE 9. 

VT 014 710 

PRODUCTS FROM OUR FORESTS— THEI R 
MANUFACTURE AND USE. STUDENT 
RESOURCE UNIT. 

VT 014 825 ED 060 206 

THE HANDLING OF JUVENILES FROM 
OFFENSE TO DISPOSITION. VOL. 1. 

VT 014 826 ED 060 207 

THE HANDLING OF JUVENILES FROM 
OFFENSE TO DISPOSITION; VOLUME 
VT 014 835 

STUDENT PROJECTS FOR MARKETING 
DISTRIBUTIVE EOUCATION (PROJECT 
TRAINING) - 



2 . 



VT 014 935 
EXPLORATORY 
MECHANICS. 
VT 014 936 
EXPLORATORY 
VT 014 937 
EXPLORATORY 
VT 014 938 
EXPLORATORY 
VT 014 941 
EXPLORATORY 



DRAFTING— AUTO 



DRAFTING— MASONRY. 



ORAFT ING— SHEET METAL. 



DRAFTING— MACHINE SHOP. 



DRAFT ING5-H0RTICULTURE. 



SUBPROFESSIONALS 

VT 014 534 ED 058 443 

COMMUNITY RESOURCES IN THE SOUTH 
SUBURBAN AREA; A SYLLABUS* 



241 

244 

253 

258 

265 

265 

266 

273 

273 

274 
274 
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274 
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236 



SUPERVISION 

VT 014 861 269 

g A IL OPERATIONS: A TRAINING COURSE 
FUR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 45 SUPERVISION. 

SUPERVISORY TRAINING 

VT 013 668 210 

THE TRAINING OF SHOP AND FIELD 
SALES FORCE SUPERVISORS. 

RECOMMENDATION 24. 

SUPPLEMENTARY TEXTBOOKS 

014 417 ED 057 250 225 

AN INSTRUCTIONAL PROGRAM FOR 
TRAINING NONDESTRUCTIVE TESTING AND 
INSPECTION TECHNICIANS. 

PE RECORDINGS 

014 600 248 

FILMS FOR CLASSROOM TEACHING. 

ACHER ATTITUDES 

014 590 247 

TEACHER'S UNIT EVALUATION OF CAREER 
EDUCATION UNITS. EXEMPLARY PROGRAM 
OF AWARENESS ANO CAREER 
DEVELOPMENT. 

TEACHER EDUCATION 

VT 014 608 ED 058 457 250 

NEPAL VOCATIONAL AGRICULTURE 
TEACHER' S HANDBOOK. 



TEACHER ROLE 
VT 014 293 
RECRUITING 
EOUCATION. 



215 



IN DISTRIBUTIVE 



o 

ERIC 



1 



TEACHING GUIDES 

VT 010 344 208 

INSTRUCTIONAL UNITS ON AGRICULTURAL 
MARKETING PRINCIPLES; A 
DEVELOPMENTAL RESEARCH PROJECT OF 
THE DEPARTMENT OF AGRICULTURAL 
EOUCATION. 

VT 010 573 208 

TIPS FOR TEACHING TEXTILES AND 
CLOTHING. 

VT Oil 928 209 

BUSINESS PRACTICES FOR AGRICULTURAL 
MACHINERY DEALERS; TEACHER'S GUIOE. 

VT 012 778 209 

MERCHANDISE INFORMATION. UNIT: 

LABELS AND ATTACHED DESCRIPTIVE 
MATERIALS. 

VT 012 779 210 

FUNDAMENTALS OF SELLING* UNIT: NEED 
FOR MERCHANDISE INFORMATION. 

VT 014 002 ED 056 184 211 

FIRST AID INSTRUCTION COURSE. 
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VT 014 070 ED 056 190 212 

CURRICULUM MATERIALS FOR TEACHING 
STUDENTS THE COMPETENCIES NEEDED 
FOR EMPLOYMENT IN NONFARM 
AGRICULTURAL BUSINESS. 

VT 014 238 ED 058 394 213 

THE WORLD OF MANUFACTURING, 

TEACHER'S GUIDE. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 

VT 014 244 ED 058 400 215 

THE WORLD OF CONSTRUCTION, 

TEACHER'S GUIDE. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 

VT 014 293 215 

RECRUITING IN DISTRIBUTIVE 
EDUCATION. 

VT 014 350 218 

FOOD AND NUTRITION — SUPPLEMENTAL 
LESSONS FOR TRAINING EXTENSION 
AIDES. FOOD BUYING. 

VT 014 367 220 

SOURCE UNIT IN CAREERS IN 
AGRICULTURAL OCCUPATIONS. 

VT 014 381 222 

PLOWS AND PLOWING FOR VOCATIONAL 
AGRICULTURE. RESOURCE UNIT. 

VT 014 454 226 

MILK MARKETING FOR PENNSYLVANIA 
DAIRYMEN. TEACHER'S GUIDE. 

VT 014 481 229 

THE WORLD OF WORK. A LEARNING 
ACTIVITY PAK IN AGRICULTURAL 
EDUCATION COURSES IN WISCONSIN. 

VT 014 483 229 

MOBILE HOMES, CONSUMER AND 
HOMEMAKING EDUCATION. A TEACHING 
UNIT . 

VT 014 492 231 

COURSE OF STUDY FOR VOCATIONAL 
AUTOMOTIVE MECHANICS. 

VT 014 498 232 

A DRIVER EDUCATION MANUAL AND 
SUPPLEMENT FOR HIGH SCHOOL EDUCABLE 



VT 014 709 258 

PRODUCTS FROM OUK FORESTS-— THEI R 
MANUFACTURE AND USE. TEACHER'S 
GUIDE FOR THE STUDENT RESOURCE 
UNIT . 

VT 014 713 259 

CURRICULUM GUIDE FOR AGRI-BUSINESS 
OCCUPATIONS IN MINNESOTA. 

VT 014 74S 259 

CONSUMER ECONOMIC PROBLEMS 636. 

VT 014 781 261 

HANDBOOK FOR LEARN AND EARN 
TEACHERS. FLORIDA MIGRATORY CHILD 
COMPENSATORY PROGRAM. 

VT 014 796 263 

KNOWLEDGE OF HEALTH NEEDS AND 
MEDICAL RESOURCES FOR PUBLIC 
ASSISTANCE CLIENTS (AN INSTRUCTOR'S 
GUIDE AND SYLLABUS). 

VT 014 818 263 

CURRICULUM GUIDE FOR VOCATIONAL 
MACHINE SHOP, GRADE ELEVEN. 

VT 014 819 264 

CURRICULUM GUIDE FOR SALESMANSHIP, 
ADVERTISING, AND DISPLAY. 

VT 014 821 264 

CURRICULUM GUIDE FOR VOCATIONAL 
MACHINE SHOP, GRADE TWELVE. 

VT 014 822 264 

CURRICULUM GUIDE FOR CLERICAL 
OFFICE PROCEDURES, SECONDARY SCHOOL 
LEVEL. 

VT 014 827 ED 060 208 

THE HANDLING OF JUVENILES FROM 
OFFENSE TO DISPOSITION. VOL. 3 
INSTRUCTOR'S GUIDE. 

VT 014 832 

DRIVER PERFORMANCE IMPROVEMENT 
PROGRAM. 

VT 014 879 

INSTRUCTORS GUIDE TO THE JAIL: 
OPERATION AND MANAGEMENT. 

VT 014 882 
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CURRICULUM GUIDE. 
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VT 0L4 521 
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VT 014 895 


ED 
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CURRICULUM GUIDE. 






CONSUMER EDUCATION: USING THE FULL 




VT 014 602 




249 


TEAM. 









INDUSTRIAL EDUCATION COURSE 
OUTLINE: AUTO MECHANICS 3-4. 

VT 014 603 249 

ELEMENTARY OCCUPATIONAL INFORMATION 
PROGRAM. 

VT 014 605 250 

EMPLOYEE IMPROVEMENT PROGRAM. 
PERSONALITY DEVELOPMENT, 

INSTPUC TOR' S GUIDE. 

VT 014 628 252 

CUSTUMER RELATIONS, INSTRUCTOR'S 
GUIDE. 

VT 014 629 252 

TOURIST PROMOTION AND HUMAN 
RELATIONS. AN INSTRUCTOR'S GUIDE. 

VT 014 652 253 

DRIVER AND TRAFFIC SAFETY 
EDUCATION. 



TEACHING METHODS 
VT 014 666 

VOCATIONAL YOUTH ORGANIZATIONS 
DELAWARE. AN INTEGRAL PART OF 
VOCATIONAL EDUCATION PROGRAMS. 
VT 014 782 

CREDIT— MAN'S CONFIDENCE IN MAN 
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TEAMWORK 
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CONSUMER 
TEAM. 



ED 06 C 
EDUCATION: 



220 

USING 



255 



262 



272 



THE FULL 



o 

ERIC 



15 



310 



AIM/VOL 5 



NQ 3 



SUBJECT AND IDENTIFIER INDEX 



P AGE 



PAGE 



TECHNICAL EDUCATION 

VT 014 417 ED 057 250 225 

AN INSTRUCTIONAL PROGRAM FOR 
TRAINING NONDESTRUCTIVE TESTING ANO 
INSPECTION TECHNICIANS. 

VT 014 450 226 

AGRI-BUSINESS CURRICULUM GUIDE FOR 
CALIFORNIA CCMMUNITY COLLEGES. 

VT 0 i 4 548 ED 058 450 241 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR TECHNICAL EDUCATION AVAILABLE 
FROM FF.OERAL AGENCIES. 

VT 014 576 

SYLLABUS IN TECHNICAL 
ELECTRICITY-ELECTRONICS. 

VT 014 638 

MANUFACTURING TECHNOLOGYr 
CURRICULUM GUIDE. 

VT 014 872 ED 059 407 

MICROFICHE COLLECTION OF 
CLEARINGHOUSE DOCUMENTS REPORTED IN 
ABSTRACTS OF INSTRUCTIONAL 
MATERIALS IN VOCATIONAL AND 
TECHNICAL EDUCATION (AIM), VOLUME 
5, NUMBER l. 

VT 014 873 ED 059 408 271 

ABSTRACTS OF INSTRUCTIONAL 
MATERIALS IN VOCATIONAL TECHNICAL 
EDUCATION (AIM), VOLUME 5, NUMBER 

1 . 

VT 014 947 275 

DENTAL LABORATORY TECHNOLOGY. UNIT 
I: FUNDAMENTAL LABORATORY 
PROCEDURES (MODULES 1-3). TRAINING 
FOR THE DENTAL LABORATORY 
TECHNICIAN. 

VT 014 948 275 

DENTAL HYGIENE. UNIT: THE DETECTION 
AN it) REMOVAL OF CALCULUS. 

TELEPHONE COMMUNICATIONS INDUSTRY 
VT 014 559 243 

TELEPHONE CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 



246 

252 

271 



TESTS 

VT 014 589 247 

OCCUPATIONAL AWARENESS TEST LEVEL 
ONE, TEACHER'S COPY. EXEMPLARY 
PROGRAM OF AWARENESS AND CAREER 
DEVELOPMENT. 



TEXTBOOKS 

VT 014 240 ED 058 396 214 

THE WORLD OF MANUFACTURING. 

INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT 014 385 ED 057 242 223 

NURSERY PRODUCTION, A STUDENT 
HANOBOOK. 

VT 014 534 ED 058 443 238 

COMMUNITY RESOURCES IN THE SOUTH 
SUBURBAN AREA; A SYLLABUS. 

VT 014 555 242 

CAREERS IN CONSERVATION. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 556 242 

TRANSPORTATION CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 




VT 014 557 242 

PEOPLE WHO WORK WITH ANIMALS. 

GUIDED OCCUPATIONAL ORIENTATION. 

VT 014 596 ED 058 455 247 

EXPLORING IN AEROSPACE ROCKETRY. AN 
INTRODUCTION TO THE FUNDAMENTALS OF 
ROCKETRY. 

VT 014 597 ED 058 456 248 

EXPLORING IN AERONAUTICS. AN 
INTR0DUC1 ION TO AERONAUTICAL 
SCIENCES. 

VT 014 710 258 

PRODUCTS FROM OUR FORE S TS--THE I R 
MANUFACTURE ANO USE. STUDENT 
RESOURCE UNIT. 

VT 014 857 268 

THE JAIL: ITS OPERATION AND 
MANAGEMENT. 

VT 014 858 268 



JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 1: CORRECTIONAL 
HISTORY ANO PHILOSOPHY. 

VT 014 859 268 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 2: JAIL 
OPERATIONS. 

VT 014 860 268 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 3: JAIL CLIMATE. 

VT 014 861 269 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 4: SUPERVISION. 

VT 014 862 269 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 5: DISCIPLINE. 

VT 014 863 269 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 6: SPECIAL 
PRISONERS. 

VT 014 864 269 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT, STUDY: 

BOOK l: ADMINISTRATION OF JAIL 
OPERATIONS. 

VT 014 865 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 

BOOK 2: PERSONNEL AND FISCAL 
MANAGEMENT. 

VT 014 866 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 

BOOK 3: JAIL AND COMMUNITY 
CORRECTIONS PROGRAMS. 

VT 014 867 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
AO MI N I ST RATO RS • INDEPENDENT STUDY? 

BOOK 4: COMMUNITY RELATIONS. 

VT 014 868 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 

BOOK 5: LEGAL PROBLEMS. 
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VT 014 869 270 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 

BOOK 6: JAIL PLANNING. 

VT 014 928 273 

ATOMIC RADIATION. 

TEXTILES INSTRUCTION 

VT 010 551 208 

TIPS FOR TEACHING TEXTILES AND 
CLOTHING. RESOURCE KIT MATERIALS. 

VT 010 573 208 

TIPS FOR TEACHING TEXTILES AND 
CLOTHING. 

THE WORLD OF WORK 

VT 014 581 ED 059 368 246 

THE WORLD OF WORK. A CURRICULUM 
GUIDE FOR GRADES ONE THROUGH 
TWELVE. 



TOURISM 

VT 014 629 252 

TOURIST PROMOTION ANO HUMAN 
RELATIONS. AN INSTRUCTOR'S GUIOE. 

TRADE AND INDUSTRIAL EDUCATION 

VT 014 449 226 

BUILDING AND CONSTRUCTION 
INSPECTION EDUCATION IN THE 
COMMUNITY COLLEGE. 

VT 014 491 230 

COURSE OF STUDY FOR VOCATIONAL 
MACHINE. 

VT 014 492 231 

COURSE OF STUDY FOR VOCATIONAL 
AUTOMOTIVE MECHANICS. 

VT 014 493 231 

COURSE OF STUDY FOR VOCATIONAL 
COSMETOLOGY. 

VT 014 495 232 

COURSE OF STUDY FOR VOCATIONAL AUTO 
BOO Y REPAIR. 

VT 014 520 236 

GENERAL MECHANICAL TRADES. A 
CURRICULUM GUIDE. 

VT 014 526 237 

GENERAL CONSTRUCTION TRADES. A 
CURRICULUM GUIDE. 

VT 014 547 El) 058 449 240 



VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR TRADE AND INDUSTRIAL 
OCCUPATIONS AVAILABLE FROM FEDERAL 
AGENCIES. 

VT 014 576 246 

SYLLABUS IN TECHNICAL 
ELECTRIC ITY-tLECTRUN ICS . 

VT 014 625 251 

BASIC TRAINING PROGRAM FOR DRIVER 
LICENSE EXAMINERS. COURSE GUIDE. 

VT 014 627 251 

BUILDING INDUSTRIES OCCUPATIONS. A 
SUGGESTED SYLLABUS OF BASIC 
INSTRUCTION IN THE TRADES OF 
CARPENTRY, MASUNRY, PLUMBING, 

HEATING, ELECTRICITY, AIR 
CONDITIONING, AND PAINTING AND 
DECORATING. 



PAGE 



VT 014 650 253 

ELECTRIC MOTORS — SELECTION, 

PROTECTION, AND DRIVES. 

VT 014 663 254 

PHILOSOPHY AND COURSE OUTLINE FOR 
DISADVANTAGED STUDENTS IN 
VOCATIONAL TRADE AND INDUSTRY. 

VT 014 791 262 

COURSE OF STUDY FOR BUILDING 
CONSTRUCTION. 

VT 014 818 263 

CURRICULUM GUIDE FOR VOCATIONAL 
MACHINE SHOP, GRADE ELEVEN. 

VT 014 821 264 

CURRICULUM GUIDE FOR VOCATIONAL 
MACHINE SHOP, GRADE TWELVE. 

VT 014 951 275 



TRAINING THE HOME APPLIANCE SERVICE 
TECHNICIAN. A VOCATIONAL EDUCATION 
GUIDE AND SUGGESTED CURRICULUM. 

TRAFFIC LAW VIOLATORS 

VT 014 832 266 

DRIVER PERFORMANCE IMPROVEMENT 
PROGRAM. 

TRAFFIC SAFETY 

VT 014 509 234 

DRIVER AND TRAFFIC SAFETY EDUCATION 
PERFORMANCE CURRICULUM. 

VT 014 604 ED 059 372 249 

A RESOURCE CURRICULUM IN DRIVER AND 
TRAFFIC SAFETY EDUCATION. 

VT 014 652 253 

DRIVER AND TRAFFIC SAFETY 
EDUCATION. 

VT 014 832 266 

DRIVER PERFORMANCE IMPROVEMENT 
PROGRAM. 

TRAINING OBJECTIVES 

VT 014 463 226 

CIVIL ENGINEERING TECHNOLOGY. 
PERFORMANCE SPECIFICATIONS AND 
TRAINING OBJECTIVES FOR THE 
TECHNICIAN. 



TRANSPARENCIES 

VT 014 340 217 

RECRUITING IN DISTRIBUTIVE 
EDUCATION, TRANSPARENCIES. 

VT 014 351 218 

FOOD DISTRIBUTION — “THE | 

SUPERMARKET," TRANSPARENCIES. 

TRANSPORTATION I 

VT 014 509 234 

DRIVER AND TRAFFIC SAFETY EDUCATION 
PERFORMANCE CURRICULUM. 

VT 014 556 242 

TRANSPORTATION CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

TYPEWRITING 

VT 014 641 253 



THE CURRICULUM GUIDE FOR PERSONAL 
TYPING, GRADE 9. 
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UNIT PLAN 

VT 014 782 262 

CREDIT — MAN'S CONFIDENCE IN MAN. 

UNITS OF STUDY (SUBJECT FIELDS) 

VT 014 54 1 238 

A REPORT OF WDRKSHDP ON IMPROVING 
LEARNING FOR THE DISADVANTAGED IN 
HOME ECONOMICS IN LOUISIANA. WORK 
MATERIALS. 

VOCATIONAL ADJUSTMENT 

VT 014 481 229 

THE WORLD OF *ORK. A LEARNING 
ACTIVITY PAK IN AGRICULTURAL 
EDUCATION COURSES IN WISCONSIN. 

VOCATIONAL AGRICULTURE 

VT 010 344 208 

INSTRUCTIONAL UNITS ON AGRICULTURAL 
MARKETING PRINCIPLES; A 
DEVELOPMENTAL RESEARCH PROJECT OF 
THE DEPARTMENT OF AGRICULTURAL 
EDUCATION. 

VT Oil 882 209 

BUSINESS PRACTICES FOR AGRICULTURAL 
MACHINERY DEALERS. 

VT Oil 928 209 

BUSINESS PRACTICES FOR AGRICULTURAL 
MACHINERY DEALERS; TEACHER'S GUIDE. 

VT 014 070 ED 056 190 212 

CURRICULUM MATERIALS FOR TEACHING 
STUDENTS THE COMPETENCIES NEEDED 
FOR EMPLOYMENT IN NONFARM 
AGRICULTURAL BUSINESS. 



VT 014 365 220 

VISUAL AIDS FOR USE IN VOCATIONAL 
HORTICULTURE CLASSES. A SUGGESTED 
LIST. 

VT 014 367 220 

SOURCE UNIT IN CAREERS IN 
AGRICULTURAL OCCUPATIONS. 

VT 014 368 221 

SOURCE UNIT IN HORSE PRODUCTION. 

VT 014 369 221 

SOURCE UNIT IN SHEEP PRODUCTION. 

VT 014 370 221 

SOURCE UNIT IN SOILS. 

VT 014 380 222 

PLOWS AND PLOWING; STUDENT WORKBOOK 
FOR VOCATIONAL AGRICULTURE. 

VT 014 381 222 

PLOWS AND PLOWING FOR VOCATIONAL 
AGRICULTURE. RESOURCE UNIT. 

VT 014 385 ED 057 242 223 

NURSERY PRODUCTION A STUDENT 
HANDBOOK. 

VT 014 386 ED 057 243 223 

NURSERY PRODUCTION, A TEACHER'S 
MANUAL. 

VT 014 454 226 

MILK MARKETING FOR PENNSYLVANIA 
DAIRYMEN. TEACHER'S GUIDE. 

VT 014 474 227 

AGRICULTURE POWER-HYDRAULICS. A 
RESOURCE UNIT FOR TEACHING BASIC 
PRINCIPLES. 
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VT 014 475 227 

AGRICULTURE SALES AND SERVICE. A 
RESlJURCb UNIT. 

VT 014 476 227 

CANNING INDUSTRY— COMMERCIAL 
PRODUCTION OF VEGETABLE CROPS. A 
RESOURCE UNIT FOR TEACHING BASIC 
PRINCIPLES. 



VT 014 477 228 

CONSERVATION — WATER. A RESOURCE 
UNIT FOR TEACHING BASIC PRINCIPLES. 

VT 014 476 228 

FLORICULTURE AND GREENHOUSE 
MANAGEMENT. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 

VT 014 674 256 

WILDLIFE CONSERVATION GUIDE FOR 
MINNESOTA FF A CHAPTER ADVISERS AND 
MEMBERS. 

VT 014 708 258 

COURSE OUTLINE FOR CROP FARM 
EMPLOYEE . 

VT 014 713 259 

CURRICULUM GUIDE FOR AGRI-BUSINESS 
OCCUPATIONS IN MINNESOTA. 

VT 014 747 259 

COOPERATIVE EDUCATION IN VOCATIONAL 
AGRICULTURE. 

VT 014 772 261 

SELECTED REFERENCES AND AIDS FOR 
TEACHING ANIMAL SCIENCE TO STUDENTS 
OF VOCATIONAL AGRICULTURE. 

VT 014 773 261 

ADVANCED LIVESTOCK PRODUCTION: A 
COURSE OF STUDY. 

VT 014 882 271 

CURRICULUM GUIDE FOR AGRICULTURAL 
SCIENCE I. 

VT 014 883 272 

CURRICULUM GUIDE FOR AGRICULTURAL 
SCIENCE II. 

VOCATIONAL AGRICULTURE TEACHERS 

VT 014 608 ED 058 457 250 

NEPAL VOCATIONAL AGRICULTURE 
TEACHER'S HANDBOOK. 

VOCATIONAL COUNSELING 

VT 014 340 217 

RECRUITING IN DISTRIBUTIVE 
EDUCATION, TRANSPARENCIES. 

VT 014 390 224 

START GETTING THAT JOB NOW? A 
VOCATIONAL GUIDANCE HANDBOOK, 

APPENDIX Z TO ANNUAL INTERIM 
REPORT. 



VOCATIONAL DEVELOPMENT 

VT 014 588 247 

RESOURCE UNIT: ELEMENTARY SCHOOL 
PROJECT FOR LEVEL TWO. EXEMPLARY 
PROGRAM OF AWARENESS AND CAREER 
DEVELOPMENT. 

VT 014 847 267 

GUIDELINE OF CAREER DEVELOPMENT 
ACTIVITIES. 
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VOCATIONAL EDUCATION 




VT 014 872 ED 059 407 


271 


VT 004 184 

SYLLABUS FOR PRE-VOC ATI ON AL AND 
VOCATIONAL EDUCATION PROGRAMS FOR 
THE DISADVANTAGED. 


208 


MICROFICHE COLLECTION OF 
CLEARINGHOUSE DOCUMENTS REPORTED IN 
ABSTRACTS OF INSTRUCTIONAL 
MATERIALS IN VOCATIONAL AND 




VT 014 200 ED 056 227 

GUIDELINES TO INITIATE ANO OPERATE 


213 


TECHNICAL EDUCATION (AIM), VOLUME 
5, NUMBER 1. 




A COOPERATIVE VOCATIONAL EDUCATION 
PROGRAM. 




VT 014 873 ED 059 408 

ABSTRACTS OF INSTRUCTIONAL 


271 


VT 014 336 

GU IDELINbS — COOPERATIVE 

UCCUPAT IUNAL-VOCAT IONAL EOUCATION 


216 


MATERIALS IN VOCATIONAL TECHNICAL 
EDUCATION (AIM), VOLUME 5, NUMBER 

1 . 




AND WORK-STUDY PROGRAMS. 




VT 014 89 2 ED 060 218 


272 


VT 014 353 ED 057 235 

OCCUPATIONAL ORIENTATION; AN 


219 


BEHAVIORAL OBJECTIVES TRAINING 
PACKAGE.. 




INTRODUCTION TO THE WORLO OF WORK. 




VT 014 936 
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VT 014 373 


222 


EXPLORATORY DRAFTING-MASONRY. 




PERFORMANCE OBJECTIVE HANDBOOK, 
1970-71. 

VT 014 501 

LESSON PLANS, GRADES 7 AND 8. 


232 


VT 014 937 

EXPLORATORY DRAFTING — SHEET METAL. 
VOCATIONAL FOLLOWUP 


274 


VT 014 522 

INSTRUCTIONAL MATERIALS 
VOCATIONAL-RELATED MATH. 


236 


VT 014 383 ED 058 408 

OEMONSTRAT I ON PROGRAMS OF 
VOCATIONAL EDUCATION IN SOUTH 
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JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUOY: 
DOOK 4: COMMUNITY RELATIONS. 

VT 014 868 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 
BOOK 5: LEGAL PROBLEMS. 

VT 014 869 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 
BOOK 6: JAIL PLANNING. 

VT 014 879 

INSTRUCTORS GUIDE TO THE JAIL: ITS 
OPERATION AND MANAGEMENT. 

DEPARTMENT OF THE INTERIOR, 
WASHINGTON, D.C. BUREAU OF MINES. 

VT 014 002 ED 056 184 

FIRST AID INSTRUCTION COURSE. 

DONOVAN, RICHARD, AND OTHERS 
VT 014 490 

TENTATIVE GUIDE FOR DRIVER 
EDUCATION AND SAFETY IN THE 
SECONDARY SCHOOL, GRADES 9 AND 10. 

EAST HIGH SCHOOL, SALT LAKE CITY, 
UTAH. 

VT 014 791 

COURSE OF STUDY FOR BUILDING 
CONSTRUCTION. 

VT 014 792 

COURSE OF STUDY FOR METAL 
FARR ICATION. 

EASTERN KENTUCKY UNIV., RICHMOND. 

VT 014 506 

COMMERCIALLY PREPARED MATERIALS. A 
"UNIVERSE MODEL" OF OCCUPATIONAL 
EDUCATION FOR PIKEVILLE, KENTUCKY, 
IN CONJUNCTION WITH THE PIKEVILLE 
MODEL CITIES PROGRAM. 



269 EDUCATIONAL SYSTEMS DEVELOPMENT 

CORP. , NEW ORLEANS, LA. 

VT 014 581 ED 059 368 

THE WORLD OF WORK. A CURRICULUM 

GUIDE FOR GRADES ONE THROUGH 

269 TWELVE. 

EICHORN, MARTHA C. 

VT 014 583 

GUIDE TO TEACHING MANAGEMENT AND 

270 CONSUMER ECONOMICS FOR HOME 

ECONOMICS CLASSES. 

ELECTRICITY SUPPLY INOUSTRY TRAINING 
BOARD, LONDON (ENGLAND). 

270 VT 013 868 

THE TRAINING OF SHOP ANO FIELD 
SALES FORCE SUPERVISORS. 
RECOMMENDATION 24. 

270 ELLIS, OWEN H. 

VT 014 320 

THE EMPLOYEE'S ROLE IN THEFT 
REDUCTION. A DISTRIBUTIVE 
270 EDUCATION PRESENTATION. 

ELLISON, MARY, ED. 

VT 014 743 

270 TASK LIST DRAFT FOR MEDICAL 
LABORATORY OCCUPATIONS. 

EVALUATION SERVICE CENTER FOR 

271 OCCUPATIONAL EDUCATION, AMHERST, 
MASS. 

VT 014 892 ED 060 218 

BEHAVIORAL OBJECTIVES TRAINING 
PACKAGE. 

211 EVANS, BENNIE N., COMP. 

VT 014 362 

ALMOST THREE DOZEN BULLETIN BOARD 
IDEAS FOR BUSINESS EDUCATION. 

230 

FANNIN, RAY M. 

VT 012 779 

FUNDAMENTALS OF SELLING. UNIT: 

NEED FOR MERCHANDISE INFORMATION. 

FLORIDA STATE DEPT. OF EDUCATION, 

262 TALLAHASSFE. 

VT 014 781 

HANDBOOK FOR LEARN AND EARN 
262 TEACHERS. FLORIDA MIGRATORY CHILD 

COMPENSATORY PROGRAM. 

FLORIDA STATE DEPT. OF EOUCATION, 
TALLAHASSEE. DIV. OF VOCATIONAL, 

233 TECHNICAL AND ADULT EDUCATION. 

VT 014 882 

CURRICULUM GUIDE FOR AGRICULTURAL 
SCIENCE I. 

VT 014 883 

CURRICULUM GUIDE FOR AGRICULTURAL 
SCIENCE II. 
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FLORIDA UNIV., GAINESVILLE. DEPT. OF 

VOCATIONAL, TECHNICAL, AND ADULT 

EDUCATION. 

VT 01 A 882 271 

CURRICULUM GUIDE FOR AGRICULTURAL 
SCIENCE I. 

VT 014 883 272 

CURRICULUM GUIDE FOR AGRICULTURAL 
SCIENCE II. 

FRANCIS T. NICHOLLS STATE IJNIV., 

THIBODAUX. 

VT 014 840 233 

OCCUPATIONAL TRAINING CURRICULUM 
GUIDE FOR HOME ECONOMICS. WORK 
MATERIAL. 

FRANKS , REBA F. 

VT 014 583 246 

GUIDE TO TEACHING MANAGEMENT AND 
CONSUMER ECONOMICS FOR HOME 
ECONOMICS CLASSES. 

FRIDLINE, CLARENCE 

VT 013 877 210 

AN AID TO THE IDENTIFICATION OF 70 
CROP AND WEED PLANTS. 

FRIDLINE, CLARENCE R. 

VT 013 912 211 

FUNDAMENTALS OF PLANT 
IDENTIFICATION; A STUDENT STUDY 
GUIDE. 

GLENN, C. STAN 

VT 014 501 232 

LESSON PLANS, GRADES 7 AND 8. 

GOOOMAN , CARL 

VT 014 534 ED 058 443 238 

COMMUNITY RESOURCES IN THE SOUTH 
SUBURBAN AREA; A SYLLABUS. 

GRAMBLING COLL., LA. 

VT 014 541 238 

A REPORT OF WORKSHOP ON IMPROVING 
LEARNING FOR THE DISADVANTAGED IN 
HOME ECONOMICS IN LOUISIANA. WORK 
MATERIALS. 

HAMILTON, WILLIAM H. , AND OTHERS 

VT 014 757 260 

AGRICULTURAL OCCUPATIONS 
COOPERATIVE EDUCATION PROGRAM. 

HENDERSON COUNTY MIDDLE SCHOOL, KY. 

VT 014 501 232 

LESSON PLANS, GRADES 7 AND 8. 

HIGHWAY USERS FEDERATION FOR SAFETY 

ANO MOBILITY, WASHINGTON, D.C. 

VT 014 800 263 

THE DRIVING SIMULATOR METHOD. 

FIXED BASE SIMULATORS FOR GROUP 
INSTRUCTION IN DRIVER AND TRAFFIC 
SAFETY EDUCATION. 



PAGE 

HINES, RELLA 

VT 014 375 222 

INDEX TO "QUERY" COMPUTER SEARCHES 
0001-0142. 

HOOKER, DENNIS 

VT 014 781 261 

HANDBOOK FUR LEARN AND EARN 
TEACHERS. FLORIDA MIGRATORY CHILD 
COMPENSATORY PROGRAM. 

HOOTS, WILLIAM R., JR., ED. 

VT '014 60 7 2 50 

CURRICULAR CONSIDERATIONS FOR 
MIDDLE SCHOOL OCCUPATIONAL 
EDUCATION. 

HOOVER, NORMAN K. 

VT 014 709 258 

PRODUCTS FROM OUR FORES TS— THE IR 
MANUFACTURE AND USE. TEACHER • S 
GUIDE FOR THE STUDENT RESOURCE 
UNIT. 



HORNING, DONALD B., AND OTHERS 

VT 014 573 245 

INDUSTRIAL EDUCATION COURSE 
OUTLINE: GRAPHIC ARTS 3-4. 

HULUN, LEROY T. 

VT 014 935 273 

EXPLORATORY OR AFT I NG-- AUTO MECHANICS. 

VT 014 936 273 

EXPLORATORY DRAFT ING— MASONRY. 

VT 014 937 274 

EXPLORATORY DRAFTING — SHEET METAL. 

VT 014 938 274 

EXPLORATORY DRAFTING-MACHINE SHOP. 

VT 014 941 274 

EXPLORATORY DRAFT ING: -HORT I CULTURE. 

ILLINOIS COMMUNITY UNIT SCHOOL 

DISTRICT 9, GRANITE CITY. 

VT 014 603 249 

ELEMENTARY OCCUPATIONAL 
INFORMATION PROGRAM. 

ILLINOIS STATE UNIV., NORMAL. 

VT 014 824 264 

GRAPHIC ARTS. 

ILLINOIS UNIV., URBANA. DIV. OF 

AGRICULTURAL EDUCATION. 

VT 014 070 ED 056 190 212 

CURRICULUM MATERIALS FOR TEACHING 
STUDENTS THE COMPETENCIES NEEDED 
FOR EMPLOYMENT IN NONFARM 
AGRICULTURAL BUSINESS. 



INDIANA STATE DEPT. OF PUBLIC 
INSTRUCTION, INDIANAPOLIS. 

VT 014 772 261 

SELECTED REFERENCES AND AIDS FOR 
TEACHING ANIMAL SCIENCE TO 
STUDENTS OF VOCATIONAL AGRICULTURE. 
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VT 014 773 261 

ADVANCED LIVESTOCK PRODUCTION: A 
COURSE OF STUDY. 

JAMESON, ANNE H. 

VT 014 345 217 

SUGGESTION'S FOR A PLAN OF ROTATION 
FOR OFFICE PRACTICE. TEACHERS' 

MANUAL . 

JANAK EDUCATION MATERIALS CENTER, 

BHAKTAPUR (NEPAL). 

VT 014 608 ED 058 457 250 

NEPAL VOCATIONAL AGRICULTURE 
TEACHER'S HANDBOOK. 

JARRELL, DAISY R., COMP. 

VT 014 390 224 

START GETTING THAT JOB NOW; A 
VOCATIONAL GUIDANCE HANDBOOK, 

APPENDIX L TO ANNUAL INTERIM 
REPORT. 

JOHN DICKINSON HIGH SCHOOL, 

WILMINGTON, DEL. 

VT 014 760 260 

CURRICULUM GUIDE FOR BUSINESS 
ARITHMETIC, BOOKKEEPING I, AND 
ADVANCED BOOKKEEPING. 

VT 014 766 1 260 

COURSE OF STUOY FOR DRAFTING. 

JOHNSON, EVELYN H. , AND OTHERS 

VT 014 350 218 

FOOD AND NUTRI TION— SUPPLEMENTAL 
LESSONS FDR TRAINING EXTENSION 
AIDES. FOOD BUYING. 

JOHNSON, RONALD D. 

VT 014 415 ED 058 417 225 

PLANNING THE IMPLEMENTATION OF A 
BUSINESS EDUCATION LEARNING 
SYSTEM. PROGRAMMED INSTRUCTIONAL 
MATERIALS AVAILABLE FOR POSSIBLE 
USE IN A BUSINESS EDUCATION 
LEARNING SYSTEM. 

KAGY, FREDERICK D. 

VT 014 824 264 

GRAPHIC ARTS. 



KENTUCKY INDEPENDENT SCHOOL 

DISTRICT, PIKEVILLE. 

VT 014 506 233 

COMMERCIALLY PREPARED MATERIALS. A 
"UNIVERSE MODEL" OF OCCUPATIONAL 
EDUCATION FOR PIKEVILLE, KENTUCKY, 

IN CONJUNCTION WITH THE PIKEVILLE 
MODEL CITIES PROGRAM. 

KENTUCKY UNIV., LEXINGTON. 

INSTRUCTIONAL MATERIALS LAB. 

VT 012 778 209 

MERCHANDISE INFORMATION. UNIT: 

LABELS AND ATTACHED DESCRIPTIVE 
MATERIALS. 

VT 012 779 210 

FUNDAMENTALS OF SELLING. UNIT: 

NEED FOR MERCHANDISE INFORMATION. 

KOKOMO-CENTER TOWNSHIP CONSOLIDATED 

SCHOOL CORP., IND. COMMITTEES OF 

SECONDARY HEALTH EDUCATORS. 

VT 014 490 230 

TENTATIVE GUIDE FOR DRIVER 
EDUCATION AND SAFETY IN THE 
SECONDARY SCHOOL, GRADES 9 AND 10. 

KOKOMO-CENTER TOWNSH I P 'CONSOL I DATED 

SCHOOL CORP., IND. DEPT. OF BUSINFSS 

AND OFFICE EDUCATION. 

VT 014 496 232 

BUSINESS EDUCATION CURRICULUM GUIOE. 

KRUEGER, EMILY A., ED. 

VT 014 498 232 

A DRIVER EDUCATION MANUAL AND 
SUPPLEMENT FOR HIGH SCHOOL 
EDUCABLE MENTALLY RETARDED 
S TUDENTS. 

LEACH, ALVIN 

VT 004 184 208 

SYLLABUS FOR PRE-VOC AT IUNAL AND 
VOCATIONAL EDUCATION PROGRAMS FOR 
THF DISADVANTAGED. 

LEE, JASPER S. 

VT 014 353 EO 057 235 219 

OCCUPATIONAL ORIENTATION; AN 
INTRODUCTION TO THE WORLD OF WORK. 



KEITCH, LA VCNNE 

VT 014 525 237 

CLERICAL OFFICE PR ACT I C.E— HU S I NESS 
EDUCATION. 

KHNEL, FRANCIS C., ED. 

VT 014 498 232 

A DRIVER EDUCATION MANUAL AND 
SUPPLEMENT FOR HIGH SCHOOL 
EDUCABLE MENTALLY RETARDED 
STUDENTS. 



LINCOLN COUNTY BOARD OF EDUCATION, 
HAMLIN, W. VA. DEPT. OF VOCATIONAL 
EDUCATION. 

VT 014 588 247 

RESOURCE UNIT; ELEMENTARY SCHOOL 
PROJECT FOR LEVEL TWO. EXEMPLARY 
PROGRAM OF AWARENESS AND CAREER 
DEVELOPMENT. 

VT 014 589 247 

OCCUPATIONAL AWARENESS TEST LEVEL 
ONE, TEACHER'S COPY. EXEMPLARY 
PROGRAM OF AWARENESS AND CAREER 
DEVELOPMENT. 
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VT 014 590 247 

TEACHER'S UNIT EVALUATION OF 
CAREER EDUCATION UNITS. EXEMPLARY 
PROGRAM OF AWARENESS AND CAREER 
DEVELOPMENT . 

LONG BEACH UNIFIED SCHOOL DISTRICT, 

CALIF. OFFICE OF CURRICULUM AND 

INSTRUCTION. 

VT 014 573 245 

INDUSTRIAL EDUCATION COURSE 
OUTLINE: GRAPHIC ARTS 3-4. 

VT 014 582 246 

GUIDE TO TEACHING SEVENTH GRADE 
HOME ECONOMICS. 

VT 014 583 246 

GUIDE TO TEACHING MANAGEMENT AND 
CONSUMER ECONOMICS FOR HOME 
ECONOMICS CLASSES. 

VT 0L4 601 249 

INDUSTRIAL EDUCATION COURSE 
OUTLINE: ARCHITECTURAL DRAFTING 3- 

4. 

VT 014 602 249 

INDUSTRIAL EDUCATION COURSE 
OUTLINE: AUTO MECHANICS 3-4. 



LOUISIANA STATE DEPT. OF PUBLIC 

EDUCATION, BATON ROUGE. OIV. OF 

VOCATIONAL EDUCATION. 

VT 014 507 233 

CONSUMER AND HOME ECONOMICS 
EDUCATION WOkK MATERIALS. 

VT 014 508 233 

CONSUMER EDUCATION CURRICULUM 
GUIDE FOR HOME ECONOMICS TEACHERS 
IN LOUISIANA. WORK MATERIAL. 

LOUISIANA STATE UNIV., BATON ROUGE. 

VT 014 508 233 

CONSUMER EDUCATION CURRICULUM 
GUIDE FOR HOME ECONOMICS TEACHERS 
IN LOUISIANA. WORK MATERIAL. 

MALANY, LEGRAND L. 

VT 014 625 251 

BASIC TRAINING PROGRAM FOR ORIVER 
LICENSE EXAMINERS. COURSE GUIOE. 

MANKATO INDEPENDENT SCHOOL DISTRICT 

77, MINN. 

VT 014 652 253 

OkIVER AND TRAFFIC SAFETY EDUCATION. 



LOS RIOS JUNIOR COLL. DISTRICT, 

SACRAMENTO, CALIF. 

VT 014 638 252 

MANUFACTURING TECHNOLOGY, 

CURRICULUM GUIDE. 

LOUISIANA POLYTECHNIC INST., RUSTON. 

VT 014 541 238 

A REPORT OF WORKSHOP ON IMPROVING 
LEARNING FOR THE 01 SADVANTAG ED IN 
HOME ECONOMICS IN LOUISIANA. WORK 
MATERIALS. 

LOUISIANA STATE DEPT. OF EDUCATION, 

BATON ROUGE. 

VT 014 540 238 

OCCUPATIONAL TRAINING CURRICULUM 
GUIDE FOR HOME ECONOMICS. WORK 
MATERIAL. 

VT 014 541 238 

A REPORT OF WORKSHOP ON IMPROVING 
LEARNING FOR THE 01 SADVANTAGEO IN 
HOME ECONOMICS IN LOUISIANA. WORK 
MATERIALS. 

VT 014 600 248 

FILMS FOR CLASSROOM TEACHING. 

VT 0 14 832 266 

ORIVFR PERFORMANCE IMPROVEMENT 
PROGRAM. 

LOUISIANA STATE DEPT. OF EOUCATION, 

BATON ROUGE. ORIVER EOUCATION 

CURRICULUM REVISION COMMITTEE. 

VT 014 509 234 

ORIVER ANO TRAFFIC SAFETY 
EDUCATION PERFORMANCE CURRICULUM. 



MARSHALL COMMUNITY UNIT SCHOOLS, 

ILL. 

VT 014 485 230 

VOCATIONAL EDUCATION. 

MARYLAND STATE DEPT. OF EDUCATION, 

BALT IMORE. 

VT 014 802 263 

ADMINISTRATIVE GUIOE FOR ORIVER 
EOUCATION. 

MASSACHUSETTS STATE BOARD OF 

EOUCATION, BOSTON. 

VT 014 892 ED 060 213 272 

BEHAVIORAL OBJECTIVES TRAINING 
PACKAGE. 

MCNABB, NANCY 

VT 014 493 231 

COURSE OF STUOY FOR VOCATIONAL 
COSMETOLOGY. 



MEMPHIS CITY SCHOOL SYSTEM, TENN. 

VT 014 390 224 

START GETTING THAT JOB NOW, A 
VOCATIONAL GIJIOANCE HANOBOOK, 

APPENDIX Z TO ANNUAL INTERIM 
REPORT. 



MEMPHIS CITY SCHOOL SYSTEM, TENN. 
DIV. OF VOCATIONAL EDUCATION. 

VT 014 391 

A CURRICULUM GUIOE FOR 
OCCUPATIONAL ORIENTATION ANO 
EXPLORATION IN JUNIOR HIGH SCHOOL 
HOME ECONOMICS ANO INDUSTRIAL 
ARTS. APPENOIX X TO ANNUAL INTERIM 
REPORT. 
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VT 014 392 224 

THE GENERAL CO-OP CURRICULUM FOR 
JUNIOR AMD SENIOR HIGH SCHOOLS. 

COURSE OF STUDY OF GENERAL 
COOPERATIVE EDUCATION. APPENDIX Y 
TO ANNUAL INTERIM REPORT. 

MEMPHIS COMMUNITY LEARNING LAO., 

TENN. 

vr 014 390 224 

START GETTING THAT JOB NOW, A 
VOCATIONAL GUIDANCE HANDBOOK, 

APPENDIX Z TO ANNUAL INTERIM 
REPORT . 



MIDDLETOWN CITY SCHOOL DISTRICT, 

OHIO. 

VT 014 491 230 

COURSE OF STUDY FOP. VOCATIONAL 
MACHINE. 

VT 014 492 231 

COURSE OF STUDY FOR VOCATIONAL 
AUTOMOTIVE MECHANICS. 

VT 014 493 231 

COURSE OF STUDY FOR VOCATIONAL 
COSMETOLOGY. 

VT 014 494 231 

COURSE OF STUDY FOR VOCATIONAL 
COMMERCIAL FGCD PREPARATION. 

VT 014 495 232 

COURSE OF STUDY FOR VOCATIONAL 
AUTO BODY REPAIR. 

MILLER, LARRY E. 

VT 014 773 261 



ADVANCED LIVESTOCK PRODUCTION: A 
COURSE OF STUDY. 

MILWAUKEE PUBLIC SCHOOLS, WIS. DIV. 

OF CURRICULUM AND INSTRUCTION. 

VT 014 493 232 

A DRIVER EDUCATION MANUAL AND 
SUPPLEMENT FOR HIGH SCHOOL 
EDUCABLE MENTALLY RETARDEO 
STUDENTS. 

MINNEAPOLIS PUBLIC SCHOOLS, MINN. 

VT 014 639 252 

AN OUTLINE OF CURRICULUM CONTENT, 

HUMAN GROWTH, AND DEVELOPMENT, 
KINDERGARTEN THROUGH GRADE THREE. 

VT 014 640 252 

AN OUTLINE OF CURRICULUM CONTENT, 

HUMAN GROWTH, AND DEVELOPMENT, 

FOURTH, FIFTH ANO SIXTH GRADES. 

MINNESOTA FUTURE FARMERS OF AMERICA. 

VT 014 674 256 

WILDLIFE CONSERVATION GUIDE FOR 
MINNESOTA FF A CHAPTER ADVISERS AND 
MEMBERS. 



MINNESOTA STATE DEPT. OF EDUCATION, 
ST. PAUL. DIV. OF AGRICULTURAL 
EDUCATION. 

VT 014 713 

CURRICULUM GUIDE FOR AGRI-BUSINESS 
OCCUPATIONS IN MINNESOTA. 

MINNESOTA UNIV., ST. PAUL. 

VT 014 380 

PLOWS AND PLOWING; STUDENT 
WORKBOOK FOR VOCATIONAL 
AGRICULTURE. 

VT 014 381 

PLOWS AND PLOWING FOR VOCATIONAL 
AGRICULTURE. RESOURCE UNIT. 

MISSISSIPPI RESEARCH COORDINATING 
UNIT FOR VOCATIONAL-TECHNICAL 
EDUCATION, STATE COLLEGE. 

VT 014 353 ED 057 235 

OCCUPATIONAL ORIENTATION; AN 
INTRODUCTION TO THE WORLD OF WORK. 
VT 014 362 

ALMOST THREE DOZEN BULLETIN BOARD 
IDEAS FOR BUSINESS EDUCATION. 

MISSISSIPPI STATE DEPT. OF 
EDUCATION, JACKSON. DIV. OF 
VOCATIONAL AND TECHNICAL EDUCATION. 
VT 014 353 ED 057 235 

OCCUPATIONAL ORIENTATION; AN 
INTRODUCTION TO THE WORLD OF WORK. 
VT 014 362 

ALMOST THREE DOZEN BULLETIN BOARD 
IDEAS FOR BUSINESS EDUCATION. 

MISSISSIPPI STATE UNIV., STATE 
COLLEGE. CURRICULUM COORDINATING 
UNIT. 

VT 014 835 

STUDENT PROJECTS FOR MARKETING 
DISTRIBUTIVE EDUCATION (PROJECT 
TRAINING) . 

MUBERLY SCHOOL DISTRICT, MO. 

VT 014 569 

ELEMENTARY GUIDE FOR CAREER 
DEVELOPMENT. 

MOBILE HOMES MANUFACTURERS 
ASSOCIATION, CHICAGO, ILL. 

VT 014 484 

MOBILE HOUSING RESOURCES PACKAGE 
FOR SCHOOLS, 4-H, FH A CLUBS, AND 
EXTENSION. 

MODESTO JUNIOR COLL., CALIF. 

VT 014 450 

AGRI-BUSINESS CURRICULUM GUIDE FOR 
CALIFORNIA COMMUNITY COLLEGES. 

MORTENSEN, JAMES H. 

VT 014 709 

PRODUCTS FROM OUR FORESTS — THE IR 
MANUFACTURE AND USE. TEACHER'S 
GUIDE FOR THE STUDENT RESOURCE 
UNIT. 
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VT 014 710 230 

PRODUCTS FROM CUR FORE STS— THE I R 
3ANUF ACTURF AND USE. STUDENT 
RESOURCE UNIT. 



MOUNT LEBANON SCHOOL DISTRICT , 
PITTSBURGH, PA. 

VT 014 64 L 233 

THE CURRICULUM GUIDE FOR PERSONAL 
TYPING, GRADE 9. 



NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION, CLEVELAND, OHIO. 
LEWIS KESFARCH CENTER. 

FD 0 58 455 
AEROSPACE ROCKETRY. 
TO THE 
ROCKETRY. 

ED 058 456 
AERONAUTICS. AN 
TO AERONAUTICAL 



VT 014 596 
EXPLORING IN 
AN INTRODUCTION 
FUNDAMENTALS OF 
VT 014 597 
EXPLORING IN 
INTRODUCTION 
SCIENCES. 



247 



248 



NATIONAL COMMITTEE ON HOUSEHOLD 
EMPLOYMENT, WASHINGTON, O.C. 

VT 013 923 2 1 1 

RESOURCE MATERIALS FOR TRAINING 
HOUSEHOLD EMPLOYEES. 



NATIONAL LANDSCAPE NURSERYMEN'S 
ASSOCIATION, WASHINGTON, D.C. 

VT 014 365 

VISUAL AIDS FOR USF IN VOCATIONAL 
HORTICULTURE CLASSES. A SUGGESTED 
LIST. 



220 



NELSON, ALLEN H. 

VT 014 370 

SOURCF UNIT IN SOILS. 



221 



EOUCATION OEPT. , 

CF CONT INUING 

DEVELOPMENT. 



NEW YORK STATE 
ALBANY. BUREAU 
EDUCATION CURRICULUM 
VT 010 551 

TIPS FOR TEACHING TEXTILES ANO 
CLOTHING. RESOURCE KIT MATERIALS, 
VT 010 573 

TIPS FOR TEACHING TEXTILES ANO 
CLOTHING. 
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NEW YORK STATE EOUCATION DEPT., 

ALBANY. BUREAU OF SECONDARY 

CURRICULUM DEVELOPMENT. 

VT 013 908 2 1 1 

CLOTHING SERVICES TRAINING GUIDE. 
TENTATIVE EOITION. 

VT 014 576 246 

SYLLABUS IN TECHNICAL ELECTRICITY- 
ELECTRONICS. 

VT 014 627 251 

BUILDING INDUSTRIES OCCUPATIONS. A 
SUGGESTED SYLLABUS OF BASIC 
INSTRUCTION IN THE TRADES OF 
CARPENTRY, MASONRY, PLUMBING? 

HEATING, ELECTRICITY, AIR 
CONDITIONING, AND PAINTING ANO 
DECORATING. 

VT 014 895 ED 060 220 272 

CONSUMER EDUCATION: USING THE FULL 
TFAM. 



NEW YORK STATE EDUCATION DEPT., 

ALBANY. CURRICULUM DEVELOPMENT 
CENTER. 

VT 010 770 209 

AUTOMOTIVE SERVICE OCCUPATIONS: A 
SUGGESTED OUTLINE OF SERVICES AND 
LEVELS FOR THE AUTOMOTIVE 
INDUSTRIES OCCUPATIONS. 



NEUDAHL, H. KENNETH 
VT 014 674 

WILDLIFE CONSERVATION GUIDE FOR 
MINNESOTA FF A CHAPTER ADVISERS AND 
MEMBERS. 



NEWSOME, HAROLD J., AND OTHERS 
256 VT 014 349 

FILING— THE KEY TO BETTER 
ORGANIZATION FOR TEACHING 
MARKETING AND DISTRIBUTION. 



217 



NEW JERSEY STATE DEPT. OF EDUCATION, 
TRENTON. DIV. OF VOCATIONAL 
EDUCATION. 

VT 014 928 273 

ATOMIC RADIATION. 

NEW JERSEY STATE DEPT. OF LABOR 
INDUSTRY, TRENTON. DIV. OF 
EMPLOYMENT SECURITY. 

VT 014 032 

STENOGRAPHER . 

NEW YORK STATE EDUCATION DEPT., 

ALBANY. 

VT 014 892 ED 060 218 272 

BEHAVIORAL OBJECTIVES TRAINING 
PACKAGE. 



NORTH CAROLINA STATE BOARD OF 

EDUCATION, RALEIGH. DIV. OF 

VOCATIONAL-TECHNICAL PROGRAMS. 

VT 014 605 250 

EMPLOYEE IMPROVEMENT PROGRAM. 
PERSONALITY DEVELOPMENT, 

INSTRUCTOR'S GUIDE. 

VT 014 628 252 

CUSTOMER RELATIONS, INSTRUCTOR'S 
GUIOE . 

VT 0L4 629 252 

TOURIST PROMOTION AND HUMAN 
RELATIONS. AN INSTRUCTOR'S GUIDE. 

NORTH CAROLINA STATE DEPT. OF PUBLIC 

INSTRUCTION, RALEIGH. DIV. OF 

OCCUPATIONAL EDUCATION. 

VT 014 747 259 

COOPERATIVE EDUCATION IN 
VOCATIONAL AGRICULTURE. 
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NORTH DAKOTA STATE 80ARD FOR 



VT 013 912 



211 



NORTH TEXAS 



VT 014 417 



STATE 

ED 



UNIV., DENTON. 
057 250 



225 



AN INSTRUCTIONAL PROGRAM FOR 
TRAINING NONDESTRUCTIVE TESTING 
AND INSPECTION TECHNICIANS. 



NORTHEAST LOUISIANA UNIV., MONROE. 
VT 014 541 

A REPORT OF WORKSHOP ON IMPROVING 
LEARNING FOR THE DISADVANTAGED IN 
HOME ECONOMICS IN LOUISIANA. WORK 
MATERIALS. 



238 



EDUCATIONAL LAB., 



NURTMWFST REGIONAL 

PORTLAND, OREG. 

VT 014 542 ED 058 444 

VOCATIONAL I N STRUCT I ON AL MAT ER IALS 
FOR AGRICULTURE AVAILABLE FROM 
FEDERAL AGENCIES. 

VT 014 543 ED 058 445 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FDR HEALTH OCCUPATIONS EDUCATION 
AVAILABLE FROM FEDERAL AGENCIES. 

VT 014 544 ED 058 446 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR OFFICE OCCUPATIONS AVAILABLE 
FROM FEDERAL AGENCIES. 

VT 014 545 ED 050 447 

VOCATIONAL INSTRUCTIONAL MATERIALS 
FOR HOMF ECONOMICS AVAILABLE FROM 
FEDERAL AGENCIES. 

VT 014 546 ED 053 448 

VOCATIONAL INSTRUCTIONAL M 
FOR DISTRIBUTIVE EDUCATION 
AVAILABLE FROM FEDFRAL AGEI 

VT 014 547 FD 058 449 

VOCATIONAL INSTRUCTIONAL M 
FOR TRADE AND INDUSTRIAL 
OCCUPATIONS AVAILABLE FROM 
AGENCIES. 

VT 014 548 ED 058 460 

VOCATIONAL INSTRUCTIONAL M 
FOR TECHNICAL EDUCATION AV 
FROM FEDERAL AGENCIES. 



2 39 
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239 



240 



2 40 



NORTHWESTERN 
NATCHITOCHES , 
ECONOMICS. 



STATE UNIV. , 

LA. DEPT. OF HOME 



VT 014 507 



CONSUMER AND HOME ECONOMICS 
EDUCATION WORK MATERIALS. 



OHIO STATE UEPT. OF EDUCATION, 
COLUMBUS. AGRICULTURAL E DUCAT I 
SERVICE. 

VT 013 877 

AN AID TO THE IDENTIFICATION 
CROP AND WEED PLANTS. 



AND TECHNICAL 



PROGRAM 
A GUIDE 



FOR VOCATIONAL 

EDUCATION. 

VT 014 192 ED 058 392 

ESTABLISHING A TRAINING 
FOR CHILD CARE WORKERS 
FOR TEACHERS. 

VT 014 642 ED 057 257 

ABSTRACTS OF INSTRUCTIONAL 
MATERIALS IN VOCATIONAL AND 
TECHNICAL EDUCATION AND ABSTRACTS 
OF RESEARCH AND RELATED MATERIALS 
IN VOCATIONAL AND TECHNICAL 
EDUCATION. ANNUAL INDEX 1970-71. 

VT 014 872 ED 059 407 

MICROFICHE COLLECTION OF 
CLEARINGHOUSE DOCUMENTS REPORTED 
IN ABSTRACTS OF INSTRUCTIONAL 
MATERIALS IN VOCATIONAL AND 

EDUCATION (AIM), VOLUME 

1 . 

ED 059 408 
OF INSTRUCTIONAL 
IN VOCATIONAL TECHNICAL 
( AIM) , VOLUME 5, NUMBER 



212 



253 



271 



TECHNICAL 
5, NUMBER 
VT 014 873 
ABSTRACTS 
MATERIALS 
EDUCATION 
1 . 



271 



OHIO STATE UNIV., COLUMBUS. DEPT. OF 
AGRICULTURAL EDUCATION. 

VT Oil 882 

BUSINESS PRACTICES FOR 
AGRICULTURAL MACHINFRY DEALERS. 

VT Oil 928 



209 



209 



ER IALS 




BUSINESS PRACTICES FOR 
AGRICULTURAL MACHINERY DEALERS; 




IFS. 
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TEACHER’S GUIDE. 
VT 013 877 


210 


ERI ALS 




AN AID TO THE IDENTIFICATION OF 70 
CROP AND WEED PLANTS. 




EDERAL 




VT 013 912 


211 






FUNDAMLNT ALS OF PLANT- 






241 


IDENTIFICATION; A STUDENT STUDY 




ER I ALS 




GUIDE. 




LABLE 




OHIO STATE UNIV., COLUMBUS. REStARCH 
FOUNDATION. 

VT 014238 ED 058 394 


213 


E 


233 


THE WORLD OF MANUFACTURING, 
TEACHER'S GUIDE. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 








VT 014 239 ED 058 395 


213 






THE WORLD OF MANUFACTURING, 
LABORATORY MANUAL. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 




ON 




VT 014 240 FD 058 396 


214 






THE WORLD OF MANUFACTURING. 
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INDUSTRIAL ARTS CURRICULUM PROJECT 


. 


OF 70 




VT 014 241 ED 058 397 
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THF WORLD OF CONSTRUCTION. 





INDUSTRIAL ARTS CURRICULUM PROJECT. 



1 



Q '! 

JL 
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VT OK 242 ED ()5f3 398 2 14 

THE WORLD CF CONSTRUCTION, 

LABORATORY MANUAL, SEMESTER 1. 
INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT 014 243 EO 058 399 215 

THE WORLD OF CONSTRUCTION, 

LABORATORY MANUAL, SEMESTER 2. 
INDUSTRIAL ARTS CURRICULUM PROJECT. 

VT 014 244 ED 058 400 215 

THE WORLD OF CONSTRUCTION, 

TEACHER’S GUIDE. INDUSTRIAL ARTS 
CURRICULUM PROJECT. 



OKLAHOMA STATE DEPT. OF VOCATIONAL 
AND TECHNICAL EDUCATION, STILLWATER. 



VT 014 52 C 

GENERAL MECHANICAL TRADES. A 
CURRICULUM GUIDE. 




2 36 


VT 014 521 




236 


HOME AND COMMUNITY SERVICES. 
CURRICULUM GUIDE. 


A 




VT 014 526 




237 


GENERAL CONSTRUCTION TRADES. 
CURRICULUM GUIDE. 


A 





OKLAHOMA STATE DEPT. OF VOCATIONAL 
AND TECHNICAL EDUCATION, STILLWATER. 
CURRICULUM AND INSTRUCTIONAL 
MATERIALS CFNTER. 

VT 014 522 

INSTRUCTIONAL MATERIALS VOCATIONAL- 
RELATED MATH. 

VT 014 523 

INSTRUCTIONAL MATERIALS VOCATIONAL 
RELATED SOCIAL STUDIES. 

VT 014 524 

INSTRUCTIONAL MATERIALS VOCATIONAL 
RELATED ENGLISH. PRELIMINARY DRAFT. 



2 36 



236 



237 



OREGON COLL. OF EDUCATION, MONMOUTH. 
TRAINING CENTER FOR TEACHERS OF 
MIGRANT AND DI SADVANTAGFD. 

VT 004 184 208 

SYLLABUS FOR PRE-VOCAT I ONAL AND 
VOCATIONAL EDUCATION PROGRAMS FOR 
THE DISADVANTAGED. 



OREGON STATE BOARO OF EDUCATION, 

SALEM. DIV. OF COMMUNITY COLLEGES 

AND CAREER EDUCATION. 

VT 014 697 ED 059 382 256 

CURRICULUM GUIDE FOR FOOD SERVICE 
OCCUPATIONS. 

VT 014 698 ED 060 197 257 

CURRICULUM GUIDE FOR CLERICAL 
OCCUPAT IONS. 

VT 014 699 ED 059 383 257 

CURRICULUM GUIDE FOR AGRICULTURE. 

VT 014 700 ED 059 384 257 

CURRICULUM GUIDE FOR ELECTRICITY- 
ELECTRONICS. 

VT 014 701 ED 059 385 257 

CURRICULUM GUIDE FOR METALS. 



ORLEANS PARI 
ORLEANS, LA. 
VT 014 581 
THE WORLD 
GUIDE FCK 
TWELVE. 



SH SCHOOL BOARD, NEW 
EO 059 368 

OF WORK. A CURRICULUM 
GRADES ONE THROUGH 



246 



OWEN, MARGARET 

VT 014 506 233 

COMMERCIALLY PREPARER MATERIALS. A 
"UNIVERSE MODEL" OF OCCUPATIONAL. 
EDUCATION FOR PIKEVILLE, KENTUCKY, 

IN CONJUNCTION WITH THE PIKEVILLE 
MODEL CITIES PROGRAM. 



PAPPAS, NICK, ED. 

VT 014 857 268 

THE JAIL: ITS OPERATION AND 
MANAGEMENT. 

VT 014 879 271 

INSTRUCTORS GUIDE TO THE JAIL: ITS 
OPERATION AND MANAGEMENT. 

PARADY, W. HAROLD, AND OTHERS 

VT 01- 650 253 

ELECTRIC MOTORS — SELECT I ON, 

PROTECTION, AND DRIVES. 

PATTI SON, ANNA M. 

VT 014 94P 275 

DENTAL HYGIENE. UNIT: THE 
DETECTION ANO REMOVAL OF CALCULUS. 

PENDLETON, JOHN T. 

VT 014 625 251 



BASIC TRAINING PROGRAM FOR DRIVER 
LICENSE EXAMINERS. COURSE GUIDE. 



PENNSYLVANIA FORESTRY ASSOCIATION, 

MEdHANI CS BURG • 

VT fo 14 709 258 

PRODUCTS FROM OUR FORESTS — THE IR 
MANUFACTURE AND USE. TEACHER’S 
GUIDE FOR THE STUDENT RESOURCE 
UNIT. 

VT 014 710 258 

PRODUCTS FROM OUR FORESTS — THEIR 
MANUFACTURE AND USE. STUDENT 
RESOURCE UNIT. 



PENNSYLVANIA STATE DEPT. OF 
EDUCATION, HARRISBURG. BUREAU OF 
VOCATIONAL, TECHNICAL AND CONTINUING 
EDUCATION. 

VT 014 200 ED 056 227 213 

GUIDELINES TO INITIATE AND OPERATE 
A COOPERATIVE VOCATIONAL EDUCATION 
PROGRAM. 

PENNSYLVANIA STATE UNIV., UNIVERSITY 
PARK. DEPT. OF AGRICULTURAL 
EDUCATION. 

VT 013 879 210 

MILK MARKETING FOR PENNSYLVANIA 
DAIRYMEN. STUDENT HANDBOOK. 
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VT 014 386 ED 057 243 223 

NURSERY PRODUCTION, A TEACHER'S 
MANUAL . 

VT 014 454 226 

MILK MARKETING FOR PENNSYLVANIA 
DAIRYMEN. TEACHER'S GUIDE. 

VT 014 709 258 

PRODUCTS FROM OUR FORESTS — THEIR 
MANUFACTURE AND USE. TEACHER'S 
GUIDE FOR THE STUDENT RFSOURCE 
UNIT. 

VT 014 710 258 

PRODUCTS FROM OUR FORESTS — THEIR 
MANUFACTURE AND USE. STUDENT 
RESOURCE UNIT. 

PENNSYLVANIA STATE UNIV., UNIVERSITY 

PARK. DEPT. OF VOCATIONAL EOUCATION. 

VT 014 385 ED 057 242 223 

NURSERY PRODUCTION, A STUDENT 
HANDBOOK. 

PHILIPS, SOL 

VT 014 638 252 

MANUFACTURING TECHNOLOGY, 

CURRICULUM GUIDE. 



PURDUE UNIV., LAFAYETTE, IND. 

VT 014 772 261 

SELECTED REFERENCES AND AIDS FOR 
TEACHING ANIMAL SCIENCE TO 
STUDENTS OF VOCATIONAL AGRICULTURE. 

VT 014 773 261 

ADVANCED LIVESTOCK PRODUCTION: A 
COURSE OF STUDY. 

PURDUE UNIV., LAFAYETTE, IND. DEPT. 

OF EDUCATION 

VT 014 757 260 

AGRICULTURAL OCCUPATIONS 
COOPERATIVE EDUCATION PROGRAM. 

RIUTCEL, LUCILLE, AND OTHERS 

VT 014 569 245 

ELEMENTARY GUIDE FOR CAREER 
DEVELOPMENT. 

ROBERT F. KENNEDY YOUTH CENTER, 

MORGANTOWN, W. VA. BUREAU OF 

PRI SONS. 

VT 014 373 222 

PERFORMANCE OBJECTIVE HANDBOOK, 

1970-71 . 



PUBL IC 

OF CURRICULUM 



PI TTSBURGH BOARD OF 
EDUCATION, PA. DIV. 

AND INSTRUCTION. 

VT 014 571 

CLERICAL OFFICE PRACTICE. 
OF STUDY. 



COURSE 



POINTER, LEAH J., ED. 

VT 014 581 tD 059 368 

THE WORLD OF WORK. A CURRICULUM 
GUIDE FOR GRADES ONE THROUGH 
TWELVE . 



245 



246 



RUTGERS, THE STATE UNIV., NEW 
BRUNSWICK, N.J. CURRICULUM LAB. 

VT 014 935 

EXPLORATORY DRAFTING — AUTO MECHANICS. 
VT 014 936 

EXPLORATORY DRAFT I NG— MA SL1NR Y . 



VT 014 937 

EXPLORATORY DRAFTING-SHEET METAL. 
VT 014 938 

EXPLORATORY DRAFT I NG— MACH I NE SHOP. 
VT 014 941 

EXPLORATORY DRAFT 1NG:-H0RT I CULTURE . 



273 

S . 

273 

274 
274 
274 



POLLACK, MARY N. 

VT 014 328 

BASIC INSTRUCTION SERIES FOR 
DISTRIBUTIVE EDUCATION (TOPICAL 
OUTLINES). 



POST, BELVA R. 

VT 014 791 

COURSE OF STUDY 
CONSTRUCT! ON. 



FOR BUILDING 



PRAIRIE STATE COLL., CHICAGO 
HEIGHTS, ILL. 

VT 014 534 F.D 05B 443 

COMMUNITY RE SOURCFS IN THE 
SUBURBAN AREA? A SYLLABUS. 



SOUTH 



PUBLIC HEALTH SERVICE ( DIHEW ) , 
WASHINGTON, D.C. DIV. OF HEALTH 
RESOURCES 
VT 014 831 

A GUIDE FOR PROMOTING HOME HEALTH 
SERVICES . 



SCHEUBER, JOHN R. 

216 VT 014 450 226 

AGRI-BUSINESS CURRICULUM GUIDE FOR 
CALIFORNIA COMMUNITY COLLEGES. 

SEARS, ROEBUCK AND CO., CHICAGO, 

ILL. CONSUMER INFORMATION SERVICES. 

262 VT 014 838 ED 060 210 266 

CONSUMER EDUCATION IN AN AGE OF 
ADAPTATION. EDUCATOR RESOURCE 
SERIES. 

SELLAND, LARRY, AND OTHERS 
238 VT 014 84V 267 

GUIDELINE OF CAREER DEVELOPMENT 
ACTIVITIES . 

SEXTON, GLENNIS E. 

VT 014 492 231 

COURSE OF STUDY FOR VOCATIONAL 
266 AUTOMOTIVE MECHANICS. 

SHELL, VICKI 

VT 012 778 209 

MERCHANDISE INFORMATION. UNIT: 

LABELS AND ATTACHED DESCRIPTIVE 
MATERIALS . 
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SHIELDS, JAMES T. 

VT 014 674 

WILDLIFE CONSERVATION 
MINNESOTA FF A CHAPTER 
MEMBFRS . 



2 56 

GUIOE FOR 
ADVISERS AND 



SHYKORA, MATT M. , COMP. 

VT 014 ^02 225 

SAFETY. 



SOUTH CAROLINA STATE OEPT, OF 
EDUCATION, COLUMBIA. OFFICE OF 
VOCATIONAL EDUCATION. 

VT 014 340 

RECRUITING IN DISTRIBUTIVE 
EDUCATION, TRANSPARENCIES. 

VT 014 351 

F 000 DISTRIBUTION— "THF 
SUPERMARKET," TRANSPARENCIES. 



217 

218 



SMITH, ROGER R. 

VT 014 367 220 

SOURCE UNIT IN CAREERS IN 
AGRICULTURAL OCCUPATIONS. 

SUMMERS, RONALO 

VT 014 380 222 

PLOWS AND PLOWING; STUOENT 
WORKBOOK FOR VOCATIONAL 
AGRICULTURE. 

VT 014 3 Bi 222 

PLOWS AND PLOWING FOR VOCATIONAL 
AGRICULTURE. RESOURCE UNIT. 

SOUTH CAROLINA REGION 5 EOUCAT JOMAL 

SERVICES CENTER, LANCASTER. 

VT 014 383 ED 058 408 2 23 

DEMONSTRATION PROGRAMS OF 
VOCATIONAL ECUCATION IN SOUTH 
CAROLINA REGION V, INTERIM REPORT. 

VT 014 921 273 

CAREER ORIENTATION COURSE OUTLINES 
FOR GRAOES 1-8. 



SOUTHEASTERN LOUISIANA COLL., 

HAMMOND . 

VT 014 508 233 

CONSUMER EDUCATION CURRICULUM 
GUIDE FOR HOME ECONOMICS TEACHERS 
IN LOUISIANA. WORK MATERIAL. 

SOUTHERN ILLINOIS UNIV., CARBONOALE. 
OEPT. OF AGRICULTURAL INDUSTRIES. 

VT 014 608 EO 058 457 250 

NEPAL VOCATIONAL AGRICULTURE 
TEACHER’S HAN0800K. 



SOUTHERN UNIV. AND AGRICULTURAL ANO 
MECHANICAL COLL., BATON ROUGE, LA. 

VT 014 508 233 

CONSUMER EDUCATION CURRICULUM 
GUIDE FOR HOME ECONOMICS TEACHERS 
IN LOUISIANA. WORK MATERIAL. 



SOWERS, WILLIAM J. 

VT 014 782 

CREOIT — MAN’S CONFIDENCE IN MAN. 



262 



SOUTH CAROLINA STATE OEPT. OF 

EDUCATION, COLUMBIA. DISTRIBUTIVE 

EDUCATION SECTION. 

VT 014 293 215 

RECRUITING IN DISTRIBUTIVE EDUCATION. 

VT 014 320 216 

THE EMPLOYEE’S ROLE IN THEFT 
REDUCTION. A DISTRIBUTIVE 
EDUCATION PRESENTATION. 

VT G 14 328 216 

BASIC INSTRUCTION SERIES FOR 
DISTRIBUTIVE EOUCATION (TOPICAL 
OUTL INES ). 

VT 014 349 217 

FILING — THE KEY TO BETTER 
ORGANIZATION FOR TEACHING 
MARKETING ANO DISTRIBUTION. 

VT 014 352 218 

FOOD DISTRIBUTION— "THE 
SUPERMARKET" ENTRY OCCUPATIONS. 

SOUTH CAROLINA STATE DEPT. OF 

EOUCATION, COLUMBIA. OFFICE 

OCCUPATIONS SECTION. 

VT 014 345 217 

SUGGESTIONS FOR A PLAN OF ROTATION 
FOR OFFICE PRACTICE. TEACHERS' 

MANUAL. 



STANTON SCHOOL OISTRICT, WILMINGTON, 

OEL. 

VT Q14 748 259 

CONSUMER ECONOMIC PROBLEMS 636. 

STAPLES AREA VOCATIONAL SCHOOL, 

MINNESOTA. 

VT 014 713 259 

CURRICULUM GUIOE FOR AGRI-BUSINESS 
OCCUPATIONS IN MINNESOTA. 

STEWART, MARJORIE S. 

VT 014 483 229 

MOBILE HOMES, CONSUMER AND 
HOMEMAKING EDUCATION. A TEACHING 
UNI T. 

STITT, THOMAS R. 

VT 014 608 EO 058 457 250 

NEPAL VOCATIONAL AGRICULTURE 
TEACHER'S HANDBOOK. 

STOKES, VERNON L. 

VT 014 417 ED 057 250 225 

AN INSTRUCTIONAL PROGRAM FOR 
TRAINING NONDESTRUCTIVE TESTING 
ANO INSPECTION TECHNICIANS. 

STUNARD, E. ARTHUR, EO. 

VT 014 357 ED 057 236 219 

BOOKS . 
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SYRACUSE CITY SCHOOL DISTRICT, N.Y. 

V T 0 1 A 512 2 34- 

CAREERS UNLI MITED. ..SERVICES — 

PEOPLE ORIENTED — SOCIAL STUDIES. 

V T 014 513 234 

CAREtPS UNLIMITED.. .MANUFACTURING- 
SCIENCE . 

VT 014 514 234 

CAREERS UNLIMITED. ..SERVICES— 

PEOPLE ORI ENTED— MATHEMATICS . 

VT 014 515 235 

CAREERS UNLIMITED. ..SERVICES— 

PFOPLE ORIENTED — ENGLISH. 

VT 014 516 235 

CAREERS UNLIMITEO.. .STRUCTURAL 
WORK— SOCIAL STUDIES. 

VT 014 517 235 

careers unlimited. . .entertainment 

AMD COMMUNICATIONS— ENGL ISH. 

VT 014 518 235 

CAREERS UNLI MITED. . .ENTERTA l NMENT 
AND COMMUNICATIONS— SCIENCE. 

VT 014 519 235 

THE WORLD OF WORK. GUIDEO 
OCCUPATIONAL ORIENTATION. 

VT 014 551 241 

CAREERS UNLI MITED... MANUFACTUR IMG — 

E NGL I SH . 

VT 014 553 241 

HOSPITAL CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 554 242 

HEALTH CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 555 242 

CAREERS IN CONSERVATION. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 556 242 

TRANSPORTATION CAREERS . GUIOED 
OCCUPATIONAL ORIENTATION. 

VT 014 557 242 

PEOPLE WHO WORK WITH ANIMALS. 

GUIDED OCCUPATIONAL ORIENTATION. 

VT 014 558 242 

FASHION AND CLOTHING CAREERS. 

GUIOED OCCUPATIONAL ORIENTATION. 

VT 014 559 243 

TELEPHONE CAREERS. GUIDEO 
OCCUPATIONAL ORIENTATION. 

VT 014 560 243 

SCHOOL WORKERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 561 243 

RESTAURANT CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

VT 014 562 243 

FIREFIGHTERS. GUIDED OCCUPAT IONAL 
ORIENTATION. 

VT 014 563 244 

STORE WORKERS. GUIOED OCCUPATIONAL 
ORIENTATION. 

VT 014 564 244 

CAREERS UNLIMITED. ..WORKING ON THE 
LAND— SOCIAL STUDIES. 

VT 014 565 244 

POST OFFICE WORKERS. GUIDED 
OCCUPATIONAL ORIENTATION. 



VT 014 566 244 

AUTO WORKERS. GUIDED OCCUPATIONAL 
ORIENTATION. 

VT 014 567 244 

NEWSPAPER CAREERS. GUIDED 
OCCUPATIONAL ORIENTATION. 

TALKINGTON, DALLAS C. 

VT 014 368 221 

SOURCE UNIT IN HORSE PRODUCTION. 



TAUD, HOWARD 

VT 014 743 259 

TASK LIST DRAFT FOR MEDICAL 
LABORATORY OCCUPATIONS. 

TECHNICAL EDUCATION RESEARCH CENTER, 
URBANA-CHAMPAIGN, ILL. 

VT 014 625 251 

BASIC TRAINING PROGRAM FOR DRIVER 
LICENSE EXAMINERS. COURSE GUIDE. 



TENNESSEE OCCUPATIONAL RESEARCH AND 
DEVELOPMENT COORDINATING UNIT, 

KNOXVILLE . 

VT 014 375 222 

INDEX TO "QUERY" COMPUTER SEARCHES 
0001-0142. 



TENNESSEE UNIV., KNOXVILLE. COLL. OF 
EDUCATION. 

VT 014 375 

INDEX TO "QUERY" COMPUTER SEARCHES 
0001-0142. 
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TEXAS A AND M UNIV., COLLEGE 

STATION. DEPT. OF AGRICULTURAL 

EOUCATION . 

VT 014 708 258 

COURSE OUTLINE FOR CROP FARM 
EMPLOYEE. 

TEXAS EDUCATION AGENCY, AUSTIN. DIV. 

OF OCCUPATIONAL RESEARCH AND 

DEVELOPMENT. 

VT 014 417 ED 057 250 225 

AN INSTRUCTIONAL PROGRAM FOR 
TRAINING NONDESTRUCTIVE TESTING 
AND INSPECTION TECHNICIANS. 

TEXAS STATE ADVISORY COMMITTEE FOR 

THE OCCUPATION OF CROP FARM 

EMPLOYEE. 

VT 014 708 258 

COURSE OUTLINE FOR CROP FARM 
EMPLOYEE. 

TEXAS TECH UNIV., LUBBOCK. DEPT. OF 

BUSINESS EDUCATION. 

VT 014 415 ED 058 417 225 

PLANNING THE IMPLEMENTATION OF A 
BUSINESS EDUCATION LEARNING 
SYSTEM. PROGRAMMED INSTRUCTIONAL 
MATERIALS AVAILABLE FOR POSSIBLE 
USE IN A BUSINESS EDUCATION 
LEARNING SYSTEM. 
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THOMAS MCKEAN HIGH SCHOOL, 

WILMINGTON, DEL. 

V T 014 760 260 

CURRICULUM GUIDE FDR BUSINESS 
ARITHMETIC, BOOKKEEPING I, AND 
ADVANCED BOOKKEEPING* 

TflAOVI NE , REBECCA 

V T 014 483 229 

MOBILE HOMES, CONSUMER AND 
HUMEMAKING EDUCATION. A TEACHING 
UNIT. 

TURNER, J. HOWARD, AND OTHERS 

VT 014 626 251 

SMALL ENGINES: CARE— OPERATION- 
MAINTENANCE— REPAI R. VOLUME 2 OF 
TWO VOLUMES, MAINTENANCE AND 
REPAIR. 

UHLMAN, NEIL, ED. 

VT 014 463 228 

CIVIL ENGINEERING TECHNOLOGY. 
PERFORMANCE SPECIFICATIONS AND 
TRAINING OBJECTIVES FOR THE 
TECHNICIAN. 



PAGE 

VON GIJNTEN, JANE ELLEN 

VT 014 341 217 

PRINTED RESOURCES FOR FASHION 
COORDINATION INSTRUCTION. 

DISTRIBUTIVE EDUCATION REPORT. 

WASHINGTON STATE COORDINATING 

COUNCIL FOR OCCUPATIONAL EDUCATION, 

OLYMPIA 

VT 014 463 226 

CIVIL ENGINEERING TECHNOLOGY. 
PERFORMANCE SPECIFICATIONS AND 
TRAINING OBJECTIVES FOR THE 
TECHNICIAN. 

WILOER, DELORES 

VT 014 375 222 

INOEX TO "QUERY” COMPUTER SEARCHES 
0001-0142 . 

WILLIAMS, OAVID L., AND OTHERS 

VT 014 070 ED 056 190 212 

CURRICULUM MATERIALS FOR TEACHING 
STUDENTS THE COMPETENCIES NEEDEO 
FOR EMPLOYMENT IN NONFARM 
AGRICULTURAL BUSINESS. 



ULERY, BYRON 

VT 014 369 221 

SOURCE UNIT IN SHEEP PRODUCTION. 

UNIVERSITY OF SOUTHWESTERN 
LOUISIANA, LAFAYETTE. 

VT 014 540 238 

OCCUPATIONAL TRAINING CURRICULUM 
GUIOE FOR HOME ECONOMICS. WORK 
MATERIAL. 



UTAH STATE BOARD FOR VOCATIONAL 
EDUCATION, SALT LAKE CITY. 

VT 014 850 

AN EXEMPLARY PROGRAM FOR 
OCCUPATIONAL PREPARATION IN 
SELECTEO AGRICULTURAL AND 
INDUSTRIAL ACTIVITIES FOR SMALL 
HIGH SCHOOLS IN UTAH. INTEGRATED 
SHOP PROGRAM III AND IV; DRAFTING 
ANO DESIGN, A TWO YEAR COURSE. 

VT 014 851 

AN EXEMPLARY PROGRAM FOR 
OCCUPATIONAL PREPARATION IN 
SELECTEO AGRICULTURAL ANO 
INDUSTRIAL ACTIVITIES FOR SMALL 
HIGH SCHOOLS IN UTAH. INTEGRATED 
SHOP PROGRAM III AND IV, BUILDING 
CONSTRUCTION. 



267 



267 



VANDERFORO, OALE V. 

VT 014 663 254 

PHILOSOPHY AND COURSE OUTLINE FOR 
DISADVANTAGED STUOENTS IN 
VOCATIONAL TRADE AND INDUSTRY. 



WILLIAMS, GRACE 

VT 014 391 224 

A CURRICULUM GUIOE FOR 
OCCUPATIONAL ORIENTATION AND 
EXPLORATION IN JUNIOR HIGH SCHOOL 
HOME ECONOMICS AND INDUSTRIAL 
ARTS. APPENDIX X TO ANNUAL INTERIM 
REPORT. 



WISCONSIN STATE BOARO OF VOCATIONAL, 
TECHNICAL, ANO AOULT EOUCATION, 

MADISON. 

VT 014 341 217 

PRINTEO RESOURCES FOR FASHION 
COORDINATION INSTRUCTION. 

DISTRIBUTIVE EDUCATION REPORT. 



WISCONSIN STATE DEPT. OF PUBLIC 
INSTRUCTION, MADISON. 

VT 014 474 

AGRICULTURE POWER-HYDRAULICS. A 
RESOURCE UNIT FOR TEACHING BASIC 
PRINCIPLES. 

VT 014 475 

AGRICULTURE SALES AND SERVICE. A 
RESOURCE UNIT. 

VT 014 476 

CANNING INDUSTRY — COMMERCIAL 
PRODUCTION OF VEGETABLE CROPS. A 
RESOURCE UNIT FOR TEACHING BASIC 
PRINCIPLES. 

VT 014 477 

CONSERVATION— WATER. A RESOURCE 
UNIT FOR TEACHING BASIC PRINCIPLES 
VT 014 478 

FLORICULTURE ANO GREENHOUSE 
MANAGEMENT. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 



227 

227 

227 

228 
228 



AIM/VOL 5 



NO 3 



331 



PERSONAL AND 



INSTITUTIONAL AUTHOR 



INDEX 



PAGE 



PAGE 



VT 014 479 

PREPARATION FOR OCCUPATIONS IN 
FORESTRY. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 


228 


VT 014 479 

PREPARATION FOR OCCUPATIONS IN 
FORESTRY. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 


228 


VT 014 480 

PREPARATION FOR OCCUPATIONS IN 
MEAT PROCESSING. A RESOURCE UNIT 
FOR TEACHING BASIC PRINCIPLES. 


2 29 


VT 014 480 

PREPARATION FOR OCCUPATIONS IN 
MEAT PROCESSING. A RESOURCE UNIT 
FOR TEACHING BASIC PRINCIPLES. 


229 


VT 014 481 

THE WORLD OF WORK. A LEARNING 
ACTIVITY PAK IN AGRICULTURAL 
EDUCATION COURSES IN WISCONSIN. 

WISCONSIN STATE UNIV., PLATTE V ILLE • 


229 


VT 014 481 

THE WORLD OF WORK. A LEARNING 
ACTIVITY PAK IN AGRICULTURAL 
EDUCATION COURSES IN WISCONSIN. 

WISCONSIN UNIV.* MADISON. 


229 


VT 014 474 

AGRICULTURE POWER-HYDRAULICS. A 
RESOURCE UNIT FOR TEACHING BASIC 
PRINCIPLES. ! 


227 


VT 014 474 

AGRICULTURE POWER-HYORAUL ICS . A 
RESOURCE UNIT FOR TEACHING BASIC 
PRINC I PLES. 


227 


VT 014 475 

AGRICULTURE SALES AND SERVICE. A 
RESOURCE UNIT. 


227 


VT 014 475 

AGRICULTURE SALES ANO SERVICE. A 
RESOURCE UNIT. 


227 


VT 014 476 

CANNING INDUSTRY — COMM ERC IAL 
PRODUCTION OF VEGETABLE CROPS. A 
RESOURCE UNIT FOR TEACHING BASIC 
PRINC I PLES. 


227 


VT 014 476 

CANNING INDUSTRY— COMMERCIAL 
PRODUCTION OF VEGETABLE CROPS. A 
RESOURCE UNIT FOR TEACHING BASIC 
PRINC IPLES. 


227 


VT 014 477 

CONSERVATION — WATER. A RESOURCE 


228 


VT 014 477 

CONSERVATION — WATER. A RESOURCE 


228 


UNIT FOR TEACHING BASIC PRINCIPLES 


m 


UNIT FOR TEACHING BASIC PRINCIPLES 


• 


VT 014 478 

FLORICULTURE AND GREENHOUSE 
MANAGEMENT. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 


228 


VT 014 478 

FLORICULTURE AND GREENHOUSE 
MANAGEMENT. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 


228 


VT 014 479 

PREPARATION FOR OCCUPATIONS IN 
FORESTRY. A RESOURCE UNIT FDR 
TEACHING BASIC PRINCIPLES. 


228 


VT 014 479 

PREPARATION FOR OCCUPATIONS IN 
FORESTRY. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 


228 


VT 014 480 

PREPARATION FOR OCCUPATIONS IN 
MEAT PROCESSING. A RESOURCE UNIT 
FOR TEACHING BASIC PRINCIPLES. 


229 


VT 014 480 

PREPARATION FOR OCCUPATIONS IN 
MEAT PROCESSING. A RESOURCE UNIT 
FOR TEACHING BASIC PRINCIPLES. 


229 


VT 014 481 

THE WORLD OF WORK. A LEARNING 
ACTIVITY PAK IN AGRICULTURAL 
EDUCATION COURSES IN WISCONSIN. 

WISCONSIN STATE UNIV., RIVER FALLS. 


229 


VT 014 481 

THE WORLD OF WORK. A LEARNING 
ACTIVITY PAK IN AGRICULTURAL 
EDUCATION COURSES IN WISCONSIN. 

WISCONS IN UNIV. , MADISON. 


229 


VT 014 474 


227 


DISTRIBUTIVE EDUCATION OFFICE. 




AGRICULTURE P OWE R-H YO R AUL I C S . A 
RESOURCE UNIT FOR TEACHING BASIC 
PRINCI PLES. 




VT 014 341 

PRINTED RESOURCES FOR FASHION 
COORDINATION INSTRUCTION. 


217 


VT 014 475 

AGRICULTURE SALES AND SERVICE. A 
RESOURCE UNIT. 


227 


DISTRIBUTIVE EDUCATION REPORT. 
WISCONSIN UNIV., MADISON. UNIV. 




VT 014 476 


227 


EXTENSION. 




CANNING INDUSTRY — COMMERCIAL 
PRODUCTION OF VEGETABLE CROPS. A 
RESOURCE UNIT FOR T F ACHING BASIC 




VT 014 857 

THE JAIL: ITS OPERATION ANO 
MANAGEMENT. 


268 


PRINCI PLES. 




VT 014 858 


2 6 8 


VT 014 477 

CONSERVATION— WATER. A RESOURCE 


228 


JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 




UNIT FOR TEACHING BASIC PRINCIPLES 


• 


INSTRUCTION: BOOK 1: CORRECTIONAL 




VT 014 478 

FLORICULTURE AND GREENHOUSE 
MANAGEMENT. A RESOURCE UNIT FOR 
TEACHING BASIC PRINCIPLES. 


228 


HISTORY AND PHILOSOPHY. 






1 



ic v,» 



7 



332 



AIM/VQL 5 NQ 3 



PERSONAL AND INST 



VT 014 859 

JAIL OPERATIONS: A TRAINING COURSE 
FUR JAIL 0FFICFR3. PROGRAMMED 
INSTRUCTION: BOCK 2: JAIL 
OPERATIONS. 

VT 014 860 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 3: JAIL CLIMATE. 
VT 014 861 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 4: SUPERVISION. 
VT 014 862 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 5: DISCIPLINE. 

VT 014 863 

JAIL OPERATIONS: A TRAINING COURSE 
FOR JAIL OFFICERS. PROGRAMMED 
INSTRUCTION: BOOK 6: SPECIAL 
PRISONERS. 

VT 014 864 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 
BOOK l: ADMINISTRATION OF JAIL 
OPERATIONS. 

VT 014 865 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 
BODK 2: PFRSONNEL AND FISCAL 
MANAGEMENT. 

VT 014 866 

JAIL MANAGFMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 
BOOK 3: JAIL AND COMMUNITY 
CORRECTIONS PROGRAMS. 

VT 014 867 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 
BOOK 4: COMMUNITY RELATIONS. 

VT 014 868 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 
BOOK 5: LEGAL PROBLEMS. 

VT 014 869 

JAIL MANAGEMENT: A COURSE FOR JAIL 
ADMINISTRATORS. INDEPENDENT STUDY: 
BOOK 6: JAIL PLANNING. 

VT 014 879 

INSTRUCTORS GUIDE TO THE JAIL: ITS 
OPERATION AND MANAGEMENT . 

WOOD, WILMA 
VT 014 494 

COURSE OF STUDY FOR VOCATIONAL 
COMMERCIAL FOOD PREPARATION. 

WOODALL, THOMAS E., AND OTHERS 
VT 014 589 

OCCUPATIONAL AWARENESS TEST LEVEL 
ONE, TEACHER'S COPY. EXEMPLARY 
PROGRAM OF AWARENESS AND CAREER 
DEVELOPMENT. 



l © 

ERLC 



IONAL AUTHOR INDEX 



PACE 

WOODS, HARVEY S. 

VT 014 608 ED 058 457 250 

NEPAL VOCATIONAL AGRICULTURE 
TEACHER'S HANDBOOK. 

WOODWORTH, WILLIAM R. 

VT 0 14 947 275 

OENTAL LABORATORY TECHNOLOGY. UNIT 
Is FUNDAMENTAL LABORATORY 
PROCEDURES (MODULES 1-3). TRAINING 
FOR THE DENTAL LABORATORY 
TECHNICIAN. 

WRIGHT, M.E. 

VT 014 509 234 

DRIVER AND TRAFFIC SAFETY 
EDUCATION PERFORMANCE CURRICULUM. 

YMC A OF MFTROPOL IT AN CHICAGO, ILL. 

VT 014 534 ED 050 443 238 

COMMUNITY RESOURCES IN THE SOUTH 
SUBURBAN AREA; A SYLLABUS. 



ITUT 

PAGE 

268 

268 

269 

2 69 

269 

269 

270 

270 

270 

270 

270 

271 

231 

247 



AIM/VDL 5 ND 3 



333 






UB/ERSION OF DOCUfeiT NUMBER INDEX* 



2 

YI_MUMflEBSJ:ONY£&IEQ-TQ_£Q_N.UMBEeS-QR_.MP- N UMBERS. 



VT 


012 


873 


ED 


051 


380 


VT 


014 


243 


ED 


058 


39 9 


VT 


014 


697 


ED 


059 


382 


VT 


013 


223 


ED 


051 


400 


VT 


0.14 


244 


ED 


058 


400 


VT 


014 


698 


ED 


060 


197 


VT 


013 


255 


ED 


051 


401 


VT 


014 


353 


ED 


057 


235 


VT 


014 


699 


ED 


059 


383 


VT 


013 


486 


ED 


052 


360 


VT 


014 


357 


ED 


057 


236 


VT 


014 


700 


ED 


059 


384 


VT 


013 


64b 


ED 


052 


382 


VT 


014 


366 


ED 


057 


240 


VT 


014 


701 


ED 


059 


385 


VT 


013 


689 


ED 


052 


390 


VT 


014 


383 


ED 


058 


408 


VT 


014 


825 


ED 


060 


206 


VT 


013 


752 


ED 


055 


168 


VT 


014 


385 


ED 


057 


242 


VT 


014 


826 


ED 


060 


207 


VT 


013 


771 


ED 


055 


171 


VT 


014 


386 


ED 


057 


243 


VT 


014 


827 


ED 


060 


208 


VT 


013 


803 


ED 


053 


336 


VT 


014 


415 


ED 


058 


417 


VT 


014 


838 


ED 


060 


210 


VT 


013 


820 


ED 


055 


189 


VT 


014 


417 


ED 


057 


250 


VT 


014 


872 


ED 


059 


407 


VT 


013 


855 


ED 


053 


339 


VT 


014 


534 


ED 


058 


443 


VT 


014 


873 


ED 


059 


408 


VT 


013 


940 


ED 


056 


174 


VT 


014 


542 


ED 


058 


444 


VT 


014 


892 


ED 


060 


218 


VT 


013 


941 


ED 


056 


175 


VT 


014 


543 


ED 


058 


445 


VT 


014 


895 


ED 


060 


220 


VT 


013 


998 


ED 


056 


183 


VT 


014 


544 


ED 


058 


446 














VT 


014 


002 


ED 


056 


184 


VT 


014 


545 


ED 


058 


447 














VT 


ou 


070 


ED 


056 


190 


VT 


014 


546 


ED 


058 


448 














VT 


OU 


129 


ED 


055 


251 


VT 


014 


547 


ED 


058 


449 














VT 


ou 


192 


ED 


058 


392 


VT 


014 


548 


ED 


0 58 


450 














VT 


ou 


200 


ED 


056 


227 


VT 


014 


581 


ED 


059 


368 














VT 


ou 


237 


ED 


056 


238 


VT 


014 


596 


ED 


058 


455 














VT 


ou 


238 


ED 


058 


394 


VT 


014 


597 


FD 


058 


456 














VT 


ou 


239 


ED 


058 


395 


VT 


014 


604 


ED 


059 


372 














VT 


ou 


240 


ED 


058 


396 


VT 


014 


608 


ED 


058 


457 














VT 


ou 


241 


ED 


058 


397 


VT 


014 


642 


ED 


057 


257 














VT 


014 


242 


ED 


058 


398 


VT 


014 


678 


ED 


058 


462 















£Q_^UMaERS_QR_Cl£_tlua££RS_QQ£lV£ai£Q_IQ_VI_NUMfi£BS 



ED 


051 


380 


VT 


012 


873 


ED 


057 


257 


VT 


014 


642 


ED 


059 


382 


VT 


014 


697 


ED 


051 


400 


VT 


013 


223 


ED 


058 


392 


VT 


014 


192 


ED 


059 


383 


VT 


014 


699 


ED 


051 


401 


VT 


013 


255 


FD 


058 


394 


VT 


014 


238 


ED 


059 


384 


VT 


014 


700 


ED 


0 52 


360 


VT 


013 


486 


ED 


058 


395 


VT 


014 


239 


ED 


059 


385 


VT 


014 


701 


ED 


052 


382 


VT 


013 


648 


ED 


058 


396 


VT 


014 


240 


ED 


059 


407 


VT 


014 


872 


FD 


052 


390 


VT 


013 


689 


ED 


058 


397 


VT 


014 


241 


ED 


059 


408 


VT 


014 


873 


ED 


053 


336 


VT 


013 


803 


FD 


058 


398 


VT 


014 


242 


ED 


060 


197 


VT 


014 


698 


ED 


053 


339 


VT 


013 


855 


ED 


058 


399 


VT 


014 


243 


ED 


060 


206 


VT 


014 


825 


ED 


055 


168 


VT 


013 


75 2 


FD 


058 


400 


VT 


014 


244 


ED 


060 


207 


VT 


014 


826 


ED 


055 


171 


VT 


013 


771 


ED 


058 


408 


VT 


014 


38 3 


ED 


060 


208 


VT 


014 


827 


ED 


055 


189 


VT 


013 


820 


ED 


058 


417 


VT 


014 


415 


ED 


060 


210 


VT 


014 


838 


ED 


055 


251 


VT 


014 


129 


ED 


058 


443 


VT 


014 


534 


ED 


060 


218 


VT 


014 


892 


FD 


056 


174 


VT 


013 


940 


ED 


058 


444 


VT 


014 


542 


ED 


060 


220 


VT 


014 


895 


FD 


056 


175 


VT 


013 


941 


ED 


058 


445 


VT 


014 


543 














ED 


056 


183 


VT 


013 


998 


ED 


058 


446 


VT 


014 


544 














ED 


056 


184 


VT 


014 


002 


ED 


058 


447 


VT 


014 


545 














ED 


056 


190 


VT 


014 


070 


ED 


058 


448 


VT 


014 


546 














ED 


056 


227 


VT 


014 


200 


ED 


058 


449 


VT 


014 


547 














ED 


056 


238 


VT 


014 


237 


ED 


058 


450 


VT 


014 


548 














ED 


057 


235 


VT 


014 


353 


ED 


058 


455 


VT 


014 


596 














ED 


057 


236 


VT 


014 


357 


ED 


058 


456 


VT 


014 


597 














ED 


057 


240 


VT 


014 


366 


ED 


058 


457 


VT 


014 


608 














ED 


057 


242 


VT 


014 


385 


ED 


058 


462 


vv 


014 


678 














FD 


057 


243 


VT 


0 14 


386 


FD 


059 


368 


VT 


014 


581 














ED 


057 


250 


VT 


014 


417 


ED 


059 


372 


VT 


014 


604 














i 


L 

THIS 


INDEX 


IS CUMUL 


.ATED 


ANNUALLY 


FOR, 


„ EACH 


VOLUME. 


















2 

ANY DOCUMENT WITH AN MP NUMBER IS AVAILABLE FROM EDRS BY USING THE 
APPROPRIATE MP NUMBER. 



1 



o 



9 



